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PROCEEDINGS OF THE SIXTY-FIRST ANNUAL 
MEETING OF THE ASSOCIATION OF 
OFFICIAL AGRICULTURAL 
CHEMISTS, 1947 

The sixty-first annual meeting of the Association of Official Agricul¬ 
tural Chemists was held at the Shoreham Hotel, Washington, D. C., Oc¬ 
tober 20, 21, and 22, 1947. 

The meeting was called to order by the President, J. 0. Clarke, on 
the morning of October 20, at 10:00 o^clock. 

OFFICERS, COMMITTEES, REFEREES, AND ASSOCIATE REFEREES 
OF THE ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS 
FOR THE YEAR ENDING NOVEMBER 1948 

President 

G. H. Marsh, Director, Chemistry Division, Montgomery, Ala. 
Vice-President 

L. S. Walker, Agricultural Experiment Station, Burlington. Vt. 

Secretary-Treasurer Emeritus 
W". W. Skinner, Kensington, Md. 

Secretary-Treasurer 

Henry A. Lepper, U. S. Food and Drug Administration, 

Washington 25, D. C. 

Additional Members of the Executive Committee 

W. A. Queen, Washington, D. C. 

H. A. Halvorson, St. Paul, Minn. 

W. B. W'hite, W'ashington, D. C. 

J. O, Clarke, Chicago, Ill. 
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Pl&BMANENT COMMITTEES 

Recommendatio&s of Referees 

(Figures in parentheses refer to year in which appointment expires.) 

W. F. Reindollab (Bureau of Chemistry, State Department of Health, Balti¬ 
more 18, Md.), Chairman 

Subcommittee A: G, E. Grattan (1948) (Department of Agriculture, 79 Sussex 
St. Ottawa, Can.), Chairman; H. A. Halvorson (1960), and E. L. Griffin 
(1952). 
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Mineral mixed feed (calcium and 
iodine) 

Lactose in mixed feeds 
Fat in fish meal 

Adulteration of condensed milk prod¬ 
ucts 

Crude fat or ether extract 
Activity of yeast 
Microscopic examination 
Fluorine 

Mineral constituents of mixed feeds 
Crude fiber 

Protein evaluation in fish and animal 
products 

Hydrocyanic acid glucosides 
Sampling and analysis of condensed 
buttermilk 

Tankage (hide, hoof, horn, and hair 
content) 

Fertilizers 
Sampling 
Phosphoric acid 
Moisture 
Nitrogen 

Magnesium and manganese 
Acid- and base-forming quality 
Potash and platinum recovery meth¬ 
ods 
Sulfur 

Copper and zinc 
Boron 

Economic poisons 
Tetra ethyl pyrophosphate 
Herbicides 
Rodenticides 
Benzene hexachloride 
DDT 


Insecticides containing derris or cub4 
Oil emulsions 
Disinfectants 

Leathers and tanning materials 
Plants 
Sampling 
Iodine and boron 
Sugar 
Zinc 

Copper and cobalt 

Carotene 

Sodium 

Cellulose and lignin 

Pectin 

Starch 

Spectrographic methods 
Soils and liming materials 
Hydrogen-ion concentration of soils 
Boron and fiuorine 
Zinc and copper 

Exchangeable calcium and magnesium 
Exchangeable hydrogen 
Exchangeable potassium 
Phosphorus 
Standard solutions 
Potassium dichromate solutions 
Buffer solutions 
Titanium trichloride solutions 
Vitamins 
Vitamin A 
Vitamin Bi 
Vitamin C 
Vitamin D—^poultry 
Riboflavin (fluorometric) 

Nicotinic acid 
Carotene 
Pantothenic acid 
Folic acid 



1948 ] 


COMlflTTBEB 


3 


SxTBCOMiciTTEB B: Harbt J. Fibhbb (1948), ((Doxm. Agricultural Experiment 
Station, New Haven, Conn.)i Chairman; G. R. Clark (1950), and F. H* 
Wiley (1962). 


Naval stores 
Radioactivity 
Quantum counter 
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Cosmetics 

Alkalies in cuticle removers 
Hair straighteners 
Cosmetic creams 
Cosmetic powders 
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Subcommittee C: Joseph Calloway (1960), (Food and Drug Administration- 
Washington 25, D. C.), Chairman; P. A. Clifford (1952), and A, H. Robert, 
son (1954). 
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foods 
Cadmium 
Copper 
Zinc 
Mercury 

DDT as spray residue on foods 
DDT in canned foods 
Microbiological methods 
Canned fishery products 
Canned meats 
Canned acid foods 
Canned vegetables 
Eggs and egg products 
Nuts and nut products 
Frozen fruits and vegetables 
Sugar 

Microchemical methods 
Elemental analysis 
Nuts and nut products 
Oils, fats, and waxes 
Unsaponifiable matter 
Peanut oil 
Antioxidants 

Preservatives and artificial sweeteners 
Benzoic and vanillic acid esters 
Saccharin 

Quarternary ammonium compounds 

Monochloroacetic acid 

Dichloroacetic acid 

Formaldehyde 

Mold-inhibitors, propionates 

Thiourea 

Dulcin 

1-propoxy, 2-amino, 4-nitro benzene 
Spices and other condiments 
Vinegar 

Volatile oil in spices 
Sugar, ash, and pungent principles 
in mustards 

Preparation of sample, and fat in 
mayonnaise and salad dressing 
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Subcommittee D: C. S. Ferguson (1948) (State Department Public Health, 
Boston, Mass.), Chairman; Kenneth L. Milbtead U950), and J. Walter Sale 
(1952). 


Alcoholic beverages 
Hops 

Yeast (total and yeast solids) 
Inorganic elements in beer 
Color and turbidity in beer 
Distilled spirits (obscuration test for 
proof and test for aging) 
Chromatographic absorption of wines 
Caramel in alcoholic beverages 
Cordials and liqueurs 
F'usel oil in distilled spirits (official 
method) 

Fusel oil in distilled spirits (rapid 
method) 

Carbon dioxide in beer 
Methanol 
Cacao products 
Lecithin 
Malt solids 
Pec tic acid 
Cacao ingredients 
Lactose 
Fat 

Cereal foods 

Starch in raw and cooked cereals 
Fat acidity in grain, flour, corn meal, 
and whole wheat flour 
Sugar in bread and other cereal foods 
Benzoic acid in flour 
Carbon dioxide in self-rising flour 
Milk solids and butterfat in bread 
Proteolytic activity of flour 
Soybean flour 

Soybean flour in foods (immunological 
tests) 

Phosphated flour 

Baked products (moisture, ash, pro¬ 
tein, fat, and crude fiber) 


Moisture in self-rising flour, and in 
pancake, waffle, and doughnut 
flours 

Bromates in flour 
Phosphorus 

Unsaponifiable matter and sterols in 
cereal foods containing eggs 
Baking powders and baking chemicals 
Carbon dioxide 

Flavors and non-alcoholic beverages 
Beta-ionone 

licmon oils and extracts 
Organic solvents in flavors 
(llycerol, vanillin, and coumarin in 
vanilla and imitation vanilla 
Emulsion flavors 

Maple flavor concentrates and imita¬ 
tions 
Diacetyl 

Fruits and fruit products 

Titration of acids (electrometric) 

Fruit acids 

Fruit and sugar in frozen fruit 
Water-insoluble solids 
Sugars and sugar products 

Unfermented reducing substances in 
molasses 
Drying methods 

Densimetric and refractometric meth¬ 
ods 

Honey (free acid and adulterants) 
Confectionery 
Reducing sugars 
Corn sirup and corn sugar 
Color and turbidity in sugar products 
Waters, brine, and salt 
Boron in water 
Fluorine in salt 
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Editorial Board 

Hbnrt a. Lepper, General Chairman 
Editorial Committee of The Journal 

W, B. White (U. S. Food and Drug Administration, Washington 25, D. C.)» 
Chairman and Editor (1949) 

L. E. Bopst (1949) F. H. Wiley (1952) 

E. L. Grippin (1952) J. B. Smith (1953) 

Katharine Ronbavillb, Assistant Editor 

Special Conunitteea 

Committee on Definitions of Terms and Interpretation of Results on 
Fertilizers and Liming Materials 

L. S. Walker (Agricultural Experiment Station, Burlington, Vt.)» Chairman 
F. W. Quackenbubh L. E. Bopbt 

M. Elmer Christenben John B. Smith 

W. H. MacIntirb 

Committee to Confer with American Public Health Association on Standard 
Methods of Milk Analysis 

A. H. Robertson (Director State Food Laboratory, Albany, N. Y.), Chairman 
Guy G. Frary J. O. Clarke 


Representatives on the Board of Governors of the Crop Protection Institute 
of the National Research Council 

H. J. Patterson, College Park, Md. 

W. H. MacIntirb, Knoxville 16, Tenn. 

Committee on Classification of Methods 

W. B. White (U. S. Food and Drug Administration, Washington 25, D. C.) 

Chairman 

W. F. Rbindollar K. D. Jacob 


referees and assocute referees* 


Subcommittee A 

Feeding Stuffs: 

Referee :L. S. Walker, Agricultural Experiment Station, Burlington, Vt. 
Mineral Mixed Feeds (calcium and iodine): 

A. T. Perkins, Kansas State College, Manhattan, Kans. 

Lactose in Mixed Feeds: 

C. W. Sievert, American Dry Milk Institute, Chicago 1, Ill. 

Fat in Fish Meal: 

Maurice E. Stansby, Fish and Wildlife Service, Seattle 2, Wash. 
Adulteration op Condensed Milk Products: 

P. B. Curtis, Purdue University, Lafayette, Ind. 

Crude Fat or Ether Extract: 

H. H. Hoffman, Department of Agriculture, Tallahassee, Fla. 

Activity of Yeast: 

H. C. Schaefer, Ralston Purina Co., St. Louis, Mo. 

* Subjects listed are only those for which appointments have been made. See page 1 for complete list 
of subjects. New appointments as made will be announced in the Joubnal. 
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Microscopic Examination: 

H. J. Witteveen, State Department of Agriculture, Dairy, and Food, St. 
Paul, Minn. 

Fluorine: 

D. M. Doty, Purdue University, Lafayette, Ind. 

Mineral Constituents op Mixed Feeds: 

J. L. St. John, Agricultural Experiment Station, Pullman, Wash. 

Crude Fiber: 

W. L. Hunter, Department of Agriculture, Sacramento 14, Calif. 

Protein Evaluation in Fish and Animal Products: 

Frank J. Kokoski, N. Y. Agricultural Experiment Station, Geneva, N. Y. 
Hydrocyanic Acid Glucosides: 

E. W. Constable, State Department of Agriculture, Raleigh, N. C. 
Sampling and Analysis of Condensed Buttermilk: 

R. E. Bergman, State Department of Agriculture, St. Paul, Minn. 
Tankage (hide, hoof, horn, and hair content) : 

A. T. Perkins 

Fertilizers: 

Referee: F. W. Quackenbush, Agricultural Experiment Station, Lafayette, Ind. 
Sampling: 

H. R. Allen, Agricultural Experiment Station, Lexington 29, Ky. 
Phosphoric Acid: 

K. D. Jacob, Plant Industry Station, Beltsville, Md. 

Moisture : 

W. L. Hill, Plant Industry Station, Belts ville, Md. 

Nitrogen: 

M. P. Etheredge, Mississippi State College, State College, Miss. 
Magnesium and Manganese: 

John B. Smith, Agricultural Experiment Station, Kingston, R. I. 

Acid- and Base-forming Quality: 

E. W. Constable 

Potash and Platinum Recovery Methods: 

O. W. Ford, Purdue University, Lafayette, Ind. 

Sulfur: 

Gordon Hart, Department of Agriculture, Tallahassee, Fla. 

Copper and Zinc: 

H. S. Webb, A. and M. College of South Carolina, Clemson, S. C. 

Boron: 

G. N. Tyson, Pacific Coast Borax Co., Los Angeles 55, Calif. 

Economic Poisons: 

Referee: J. J. T. Graham, Production and Marketing Administration, Insecti¬ 
cide Division, Beltsvillc, Md. 

Tetra Ethyl Pyrophosphate: 

S. A. Hall, Production and Marketing Administration, Insecticide Di¬ 

vision, Beltsville, Md. 

Herbicides: 

A. B. Heagy, Md. Inspection and Regulatory Service, College Park, Md. 
Rodenticides: 

John W. Elmore, Department of Agriculture, Sacramento 14, Calif. 
Benzenehexachloridb : 

C. V. Bowen, Bur. Entomology and Plant Quarantine, Beltsville, Md. 
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DDT: 

E. E. Fleck, Bur. Entomology and Plant Quarantine, Beltsville, Md. 
Insecticides Containing Derbis or Cub6: 

F. A. Spurr, Production and Marketing Administration, Insecticide Divi¬ 

sion, Beltsville, Md. 

Oil Emulsions: 

Lloyd Keirstead, Agricultural Experiment Sta., New Haven, Conn. 
Disinfectants: 

Referee: L. S. Stuart, Production and Marketing Adm., Insecticide Div., 
Beltsville, Md. 

Leathers and Tanning Materials: 

Referee: I. D. Clarke, F^astern Regional Research Laboratory, U. S. Depart¬ 
ment of Agriculture, Philadelphia 18, Pa. 

Plants: 

Referee: E. J. Miller, Agricultural Experiment Station, East Lansing, Mich. 
Sampling: 

E. J. Miller 
Iodine and Boron: 

L. K. Wood, Agricultural Experiment Station, Lexington 29, Ky. 

Sugar: 

Kenneth T. Williams, Western Regional Research Laboratory, Albany, 
Calif. 

Zinc: 

E. J. Benne, Agricultural Experiment Station, East Lansing, Mich. 
Copper and Cobalt: 

Kenneth C. Beeson, U. S. Plant, Soil, and Nutritional Laboratory, Ithaca, 
N. Y. 

Carotene: 

E. J. Benne 
Sodium: 

Ray L. Shirley, Agricultural Experiment Sta., East Lansing, Mich. 
Cellulose and Lignin: 

Gordon H, Ellis, U, S. Plant, Soil, and Nutrition Laboratory, Ithaca, N. Y. 
Pectin : 

C. O. Willits, Eastern Regional Research Laboratory, Philadelphia, Pa. 
Starch: 

Carroll L. Hoffpauir, Southern Regional Research Laboratory, New 
Orleans, La. 

Spectbographic Methods: 

Referee: W. T. Mathis, Connecticut Agricultural Experiment Station, New 
Haven, Conn. 

Soils and Liming Materials: 

Referee: W. H. Macintire, Agricultural pjxpcriment Station, Knoxville 16, 
Tenn. 

Hydrogen-ion Concentration op Soils: 

Lannes E. Davis, Div. of Soils, Calif. Agr. Expt. Sta., Davis, Calif. 
Boron and Fluorine 
L. K. Wood 
Zinc and Copper: 

W. L. Lott, U. S. Bur. Plant Industry, Soils, and Agricultural Engineering, 
Raleigh, N. C. 
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Exchangeable Calciitm and Magnesium: 

W. M. Shaw, Agricultural Experiment Station, Knoxville 16, Tenn 
Exchangeable Hydrogen: 

W. M. Shaw 

Exchangeable Potassium: 

Ivan E. Miles, N. C. Department of Agriculture, Raleigh, N. C. 
Phosphorus: 

L. A. Dean, Bureau of Plant Industry, Soils, and Agricultural Engineering, 
U. S. Department of Agriculture, Bcltsville, Md. 

Standard Solutions: 

Referee: H. G. Underwood, Food and Drug Administration, Chicago 7, Ill. 
Potassium Dichromate Solutions: 

George McClellan, Food and Drug Administration, New Orleans, La. 
Buffer Solutions: 

George G. Manov, National Bureau of Standards, Washington 25, D. C. 
Titanium Trichloride Solutions: 

Juanita E. Breit, Food and Drug Administration, Cincinnati 2, Ohio 

Vitamins: 

Referee: Chester D. Tolle, Food and Drug Administration, Washington 25, 
D. C. 

Vitamin A: 

J. B. Wilkie, Food and Drug Administration, Washington 25, D. C. 
Vitamin Bi: 

O. L. Kline, Food and Drug Administration, Washington 25, D. C. 
Vitamin C: 

W. L. Hall, Food and Drug Administration, Washington 25, D. C. 
Vitamin D—Poultry: 

Chester D. Tolle 
Riboflavin (fluorometric): 

H. W. Loy, Jr., Food and Drug Administration, Washington 25, D. C. 
Nicotinic Acid: 

F. M. Strong, University of Wisconsin, Madison, Wis. 

Carotene: 

F. W. Quaekenbush 
Pantothenic Acid: 

H. W. Loy, Jr. 

Folic Acid: 

Laura Flynn, College of Agriculture, University of Missouri, Columbia, Mo. 


Subcommittee B 


Naval Stores: 

Referee: V. E. Grotlisch, Production and Marketing Administration, Naval 
Stores Division, Washington 25, D. C. 


Radioactivity: 

Referee: L. F. Curtiss, National Bureau of Standards, Washington 25, D. C. 
Quantum Counter: 

Anna E. Mix, Food and Drug Administration, Washington 25, D. C. 


Vegetable Drugs and Their Derivatives: 

Referee: P. S. Jorgensen, Food and Drug Administration, San Francisco, Calif. 
Chemical Methods for Ergot Alkaloids: 

Joseph Levine, U. S. Bureau of Narcotics. Washington 25, D. C. 
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Phtbostioiciks in Ointments: 

M. L. Dow, Food and Drug Administration, St. Louis 1, Mo. 
Theobromine and Fhenobabbital: 

Daniel Banes, Food and Drug Administration, Chicago 7, lU. 
Aminopyrine, Ephedrine, and Fhenobabbital: 

C. D. Wright, Food and Drug Administration, Washington 25, D. C. 
Quinine: 

D. J. Miller, Food and Drug Administration, Buffalo 3, N. Y. 

Chemical Methods for Penicillin: 

H. Fischbach, Food and Drug Administration, Washington 25, D. C. 
Rutin in Tablets: 

W, L. Porter, Eastern Regional Lab., U.S.D.A., Philadelphia, Pa. 
Ethtlmorphine in Syrups: 

F. J. McNall, Food and Drug Administration, Cincinnati 2, Ohio 
Synthetic Drugs: 

Referee: F. C. Sinton, Food and Drug Administration, New York 14, N. Y. 
Methylene Blxte: 

H. O. Moraw, Food and Drug Administration, Chicago 7, Ill. 
Sulfanilamide Derivatives: 

H. W. Conroy, Food and Drug Administration, Kansas City 6, Mo. 
Pbopadrine Hydrochloride: 

R. D. Stanley, Food and Drug Administration, Chicago 7, Ill. 
Cabbbomal: 

R. Hyatt, Food and Drug Administration, Cincinnati 2, Ohio 
Butacaine Sulfate: 

L. H. Welsh, Food and Drug Administration, Washington 25, D. C. 
Spectrophotometric Methods: 

J. Carol, Food and Drug Administration, Washington 25, D. C. 
Trichlorethylbne : 

Gordon Smith, Food and Drug Administration, New York 14, N, Y. 
Thiouracil: 

Muriel Drucker, Food and Drug Administration, New York 14, N. Y. 
Phbnolphthalein in Chocolate Preparations: 

H. Rogavitz, Food and Drug Administration, New York 14, N. Y. 
Pybibenzamine and Benadryl: 

H. C. Heim, Food and Drug Administration, San Francisco 2, Calif. 
Synthetic Estrogens: 

S. Gottlieb, School of Pharmacy, University of Colorado, Boulder, Colo. 
Miscellaneous Drugs: 

Referee: Iman Schurman, Food and Drug Administration, Chicago 7, Ill. 
Microscopic Tests for Alkaloids and Synthetics: 

W. V. Eisenberg, Food and Drug Administration, Washington 25, D. C. 
Mercury Compounds: 

M. W. Green, American Pharmaceutical Assn., Washington 25, D. C. 
Organic Iodides and Separation of Halogens: 

V. E. Stewart, State Department of Agriculture, Tallahassee, Fla. 
Alkali Metals: 

H. F. O^Keefe, Food and Drug Administration, Chicago 7, Ill. 

Glycols and Related Compounds: 

Harry Isacoff, Food and Drug Administration, New York 14, N. Y, 
Preservatives and Bacteriostatic Agents in Ampul Solutions: 

C. N. Jones, Food and Drug Administration, New York 14, N. Y. 
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PbosphobxjB) CalcixtMi and Iron in Vitamin Prrparations: 

Daniel S. BaneSi Food and Drug Administration, Chicago ,7, Ill. 

Iodine: 

Sam Fine, Food and Drug Administration, Cincinnati 2, Ohio 
Estrone and Estradiol: 

J. C. Molliter, Food and Drug Administration, Washington 25, D. C. 
Chromatographic Separation op Drugs: 

T. E. Eble, Food and Drug Administration, Washington 25, D. C. 
Methyl Alcohol: 

M. A. Amerine, Agricultural Experiment Sta., Univ. of California, Berke¬ 
ley, Calif. 


Cosmetics: 

Referee: G. R, Clark, Food and Drug Administration, Washington 25, D. C. 
Cosmetic Creams: 

C. F. Bruening, Food and Drug Administration, Baltimore 2, Md. 
Cosmetic Powders: 

George McClellan, Food and Drug Administration, New Orleans 16, La. 
Cosmetic Skin Lotions: 

H. R. Bond, Food and Drug Administration, Kansas City 6, Mo. 
Deodorants and Anti-Perspirants: 

S. H. Newburger, Food and Drug Administration, Washington 25, D. C. 
Depilatories: 

S. H. Newburger 
Hair Dyes and Rinses: 

S. W. Newburger 

Mascara, Eyebrow Pencils, and Eye Shadow: 

Paul W. Jewel, Max Factor and Company, Hollywood, Calif. 

Mercury Salts in Cosmetics: 

Gertrude J. Lowell, Food and Drug Administration, New York 14, N. Y. 
Moisture in Cosmetics: 

J. F. Weeks, Food and Drug Administration, New Orleans 16, La. 
Pyrogallol in Hair Dyes: 

C. R. Joiner, Food and Drug Administration, St. Louis 1, Mo. 

Coal-tar Colors: 

Referee: G. R. Clark. 

Acetates, Carbonates, Halides, and Sulfates in Certified Coal-tar 
Colors: 

A. T. Schram, National Aniline Division, P.O. Box 975, Buffalo 5, N. Y. 
Buffers, and Solvents in Titanium Trichloride Titrations: 

S. S. Forrest, Food and Drug Administration, Washington 25, D. C. 
Ether Extract in Coal-tar Colors: 

S. S. Forrest 

Halogens in Halogbnated Fluoresceins: 

N. Gordon, Food and Drug Administration, Washington 25, D. C. 
Identification of Certified Coal-tar Colors: 

K. A. Freeman 

Volatile Amine Intermediates in Coal-tar Colors: 

Alice B. Caemmerer, Food and Drug Administration, Washington 25, 
D. C. 

Non-volatile Unsulfonated Amine Intermediates in Coal-tar Colors: 

L. S. Harrow, Food and Drug Administration, Washington 25, D. C. 

SULFONATED AMINE INTERMEDIATES IN COAL-TAR COLORS: 

N. Ettlestein, Food and Drug Administration, Washington 25, D. C. 
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Unbulfonated Phenolic Intermediates in Coal-tab Colors: 

H. Holtzman, Ansbacher-Siegle Corp., Rose Bank, Staten Island, N. Y. 

SULFONATED PHENOLIC INTERMEDIATES IN COAL-TAR COLORS: 

W. C. Bainbridge, H. Kohnstamm Company, Brooklyn 31, N. Y. 
Intermediates Derived from Phthalic Acid: 

C. Graichen, Food and Drug Administration, Washington 25, C. D. 
Mixtures of Coal-tar Colors for Drug and Cosmetic Use: 

W, C. Bainbridge 
Lakes and Pigments: 

K. A. Freeman 

Spectrophotometric Testing of Coal-tar Colors: 

Rachel N, Sclar, Food and Drug Administration, Washington 25, D. C. 
Subsidiary Dyes in D&C Colors: 

L. Koch, H. Kohnstamm and Company, Brooklyn 31, N. Y, 

Lead in Coal-tar Colors: 

N. Ettlestein 

Lead in Lakes of Coal-tar Colors: 

L. S. Harrow 

Subsidiary Dyes in FD&C Colors: 

M. Dolinsky, Food and Drug Administration, Washington 25, D. C. 
Hygroscopic Properties of Coal-tar Colors: 

C. Stein, Food and Drug Administration, Washington 25, D. C. 

Subcommittee C 

Processed Vegetable Products: 

Referee: V. B. Bonney, Food and Drug Administration, Washington 25, D. C. 
Quality Factors: 

B. M. Gutterman, Food and Drug Administration, Washington 25, D. C. 
Moisture in Dried Vegetables: 

B. Makover, Western Regional Research Laboratory, U. S. Department 
of Agriculture, Albany 6, Calif. 

Catalase in Frozen Vegetables: 

B. M. Gutterman, Food and Drug Administration, Washington 25, D. C. 
Peroxidase in Frozen Vegetables: 

M. A. Joslyn, College of Agr. Uiiiv. of Calif., Berkeley 4, Calif, 

Fill of Container Methods (foods, drugs, and cosmetics): 

Referee: Sumner C. Rowe, Food and Drug Administration, Washington 25, 

D. C. 

Coffee and Tea: 

Referee: Mary E. Ruffe, Food and Drug Administration, Chicago 7, Ill. 
Coloring Matters in Foods: 

Referee: C. Jablonski, Food and Drug Administration, New York 14, N. Y. 
Dairy Products: 

Referee: Guy G. Frary, State Chemical Laboratory, Vermillion, S. Dak. 
Phosphatase Test in Dairy Products: 

George P. Sanders, Bur. Dairy Industry, U. S. Department of Agriculture, 
Washington 25, D. C. 

Ash in Milk and Evaporated Milk: 

Guy G. Frary 

Sampling, Fat, and Moisture in Cheese: 

W. Horwitz, Food and Drug Administration, Minneapolis 1, Minn. 
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Chlorine in Mile: 

W. H. King, State Department of Health, New Orleans 7, La. 

Acidity op Milk: 

Guy G. Frary 

Preparation of Butter Samples: 

A. L. Weber, Food and Drug Administration, New York 14, N. Y. 

Tests for Reconstituted Milk: 

W. H. King 
Sour Serum Test: 

Henry J. Hoffman, Minnesota Dept, of Agriculture, St. Paul, Minn. 

Fat in Dairy Products: 

Ernest O. Hcrreid, Illinois Agricultural FIxpt. Sta., Urbana, Ill. 

Eoqs and Ego Products: 

Referee: F. J. McNall, Food and Drug Administration, Cincinnati 2, Ohio 
Added Glycerol: 

George E. Keppel, Food and Drug Administration, Minneapolis 1, Minn. 
Acidity of Fat: 

H. Van Dame, Food and Drug Administration, Cincinnati 2, Ohio 

P^xtraneous Materials in Foods and Drugs: 

Referee: K. L. Harris, P''ood and Drug Administration, Washington 25, D. C. 
Drugs, Spices, and Miscellaneous Materials: 

W. V. Eisenberg, P'ood and Drug Administration, Washington 25, D. C. 
Dairy Products: 

K. L. Harris 

Nut Products and Confectionery: 

W. G. Helsel, Food and Drug Administration, Washington 25, D. C. 
Baked Products, Cereals, and Egg Products: 

J. P\ Nicholson, Food and Drug Administration, Washington 25, D. C. 
P'ruit Products and Beverage Materials: 

V. A. Hodges, Food and Drug Administration, Washington 25, D. C. 
Vegetable Products: 

F. R. Smith, Food and Drug Administration, Washington 25, D. C. 

Sediment Test (milk and cream): 

C. R. Joiner, Food and Drug Administration, St. Louis, Mo. 

Decomposition in P^oods: 

Referee: W. I. Patterson, P"ood and Drug Administration, Washington 25, D.C. 
Fish Products: 

Fred Hillig, P'ood and Drug Administration, Washington 25, D. C. 

Dairy Products: 

K. L. Harris 
Shellfish: 

R. E. Duggan, Food and Drug Administration, New Orleans 16, La. 

Gelatine, Dessert Preparations, and Mixes: 

Referee: Sumner C. Rowe, Food and Drug Administration, Washington 25, 
D. C. 

Jelly Strength: 

Paul A. Kind, Kind-Knox Gelatine Co., Camden, N. J. 

Fish and Other Marine Products: 

Referee: A. M. Allison, Food and Drug Administration, Boston 10, Mass. 
Total Solids and Ether PiXTRAcr: 

Menno D. Voth, Food and Drug Administration, Boston 10, Mass. 
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Gums in Foods: 

Referee: F. Leslie Hart, Food and Drug Administration, Los Angeles 15, Calif. 
Chbsse: 

M. J. Gnagy, Food and Drug Administration, Los Angeles 15, Calif. 
Frozen Desserts 
F. Leslie Hart 
Cacao Prodtjctb: 

Flora G. Mendelsohn, Food and Drug Administration, Los Angeles 15, 
Calif. 

Mayonnaise and French Dressing: 

£. W. Coulter, Food and Drug Administration, Chicago 7, Ill. 

Meat and Meat Products: 

Referee: Roger M. Mehurin, Meat Inspection Division, Bureau of Animal 
Industry, Washington 25, D. C. 

Soybean Flour in Meat Products: 

O. L. Bennett, Meat Inspection Division, Bureau of Animal Industry, 
Washington 25, D. C. 

Metals, Other Elements, and Residues in Foods: 

Referee: H. J. Wichmann, Food and Drug Administration, Washington 25, D. C. 
Cadmium: 

A. K. Klein, Food and Drug Administration, Washington 25, D. C. 
Copper: 

Gordon H. Bendix, Continental Can Company, Inc., Chicago, Ill. 

Zinc: 

0. R. Alexander, American Can Company, Maywood, III. 

Mercury: 

A. K. Klein 

DDT AS Spray Residue on Foods: 

R. H. Carter, Bureau of Entomology and Plant Quarantine, Beltsville, Md. 
DDT IN Canned Foods: 

C. J. Tressler, National Canners^ Association, Washington, D. C. 
Microbiological Methods: 

Referee: G. G. Slocum, Food and Drug Administration, Washington 25, D. C. 
Canned Meats: 

M. L. Laing, Armour & Company, Chicago 9, Ill. 

Canned Acid Foods: 

A. P. Dunnigan, Food and Drug Administration, Washington 25, D. C. 
Canned Vegetables: 

C. W. Bohrer, Natl. Canners Assn., Washington, D. C. 

Eggs and Egg Products: 

M. T. Bartram, Food and Drug Administration, Washington 25, D. C. 
Nuts and Nut Products: 

William R. North, Food and Drug Administration, Washington 25, D. C. 
Frozen Fruits and Vegetables: 

H. E. Goresline, Production and Marketing Administration, Poultry Divi¬ 
sion, Washington 25, D. C. 

Sugar: 

E. J. Cameron, Natl. Canners Assn., Washington, D. C. 

Microchemical Methods: 

Referee: C. O. Willits, Eastern Regional Research Laboratory, U. S. Depart¬ 
ment of Agriculture, Philadelphia, Pa. 
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Elemental Analtbis: 

C. L. Oggy Eastern Regional Research Laboratory, U. S. Department of 
Agriculture, Philadelphia, Pa. 

Nutb and Nut Pboducts: 

Referee: A. M. Henry, Food and Drug Administration, Atlanta 3, Ga. 

Oils, Fats, and Waxes: 

Referee: J. Fitelson, Food and Drug Administration, New York 14, N. Y. 
Unsaponifiable Matter: 

Gardner Kirsten, Food and Drug Administration, New York 14, N, Y. 
Peanut Oil: 

Gardner Kirsten 
Antioxidants: 

William L. Porter, Eastern Regional Research Laboratory, U. S. Depart¬ 
ment of Agriculture, Philadelphia 18, Pa. 

Prebebyatiyes and Artificial Sweeteners: 

Referee: Margarethe Oakley, State Department of Health, Baltimore 18, Md. 
Benzoic and Vanillic Acid Esters: 

W. J. McCarthy, U. S. Food and Drug Administration, Cincinnati 2, Ohio 
Saccharin: 

Margarethe Oakley 

Quartern ART Ammonium Compounds: 

John B. Wilson, Food and Drug Administration, Washington 25, D. C. 
Monochlobacetic Acid: 

John B. Wilson 
Dichloroacetic Acid: 

John Thomas, Food and Drug Administration, New Orleans 16, La. 
Formaldehyde: 

Howard Bennett, Food and Drug Administration, Kansas City 6, Mo. 
Mold-inhibitors, Propionates: 

L. H. McRoberts, Food and Drug Administration, San Francisco 2, Calif. 
Thiourea: 

W. O. Winkler, Food and Drug Administration, Washington 25, D. C. 
Dulcin: 

L. C. Andrews, State Dept, of Health, New^ Orleans 7, La. 

Spices and Other Condiments: 

Referee: S. Alfend, Food and Drug Administration, St. Louis 1, Mo. 

Vinegar: 

J. H. C. Loughrey, Food and Drug Administration, Boston, Mass. 
Volatile Oil in Spices: 

Dan Unger, Food and Drug Administration, New York 14, N. Y. 

Sugar, Ash, and Pungent Principles in Mustards: 

F. M. Garfield, Food and Drug Administration, St. Louis 1, Mo. 
Sampling, and Fat in Mayonnaise and Salad Dressing: 

Sam D. Fine, Food and Drug Administration, Cincinnati 2, Ohio 

Subcommittee D 

Alcoholic Beyeraqes: 

Referee: J. Walter Sale, Food and Drug Administration, Washington 25, D. C. 
Yeast (Total and Yeast Solids): 

Robert I. Tenney, Wahl-Henius Inst., 64 E. Lake St., Chicago, Ill, 
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Inorganic Elements in Beer: 

Gordon H, Bendix, Continental Can Company, Inc., Chicago, Ill. 

Color and Turbidity in Beer: 

B. H. Nissen, Anheuser-Busch, Inc., St. Louis, Mo. 

Distilled Spirits (Obscuration Method for Proof and Test for Aging) : 

G. F. Beyer, Bureau of Internal Revenue, Washington 25, D. C. 
Chromatographic Absorption of Wines: 

Peter Valaer, Bur. Internal Revenue, Washington 25, D. C. 

Caramel in Alcoholic Beverages: 

Peter Valaer 

Cordials and Liqueurs: 

John B. Wilson, Food and Drug Administration, Washington 25, D. C. 
Fusel Oil in Distilled Spirits (Official Method): 

G. F. Beyer 

Carbon Dioxide in Beer: 

Irwin Stone, Wallerstein Laboratories, New York 16, N. Y. 

Methanol: 

M. A. Amerinc 

Cacao Products: 

Referee: W. 0. Winkler, Food and Drug Administration, Washington 25, D. C. 
Lecithin : 

J. H. Bornmann, Food and Drug Administration, Chicago 7, Ill. 

Malt Solids: 

E. W. Meyers, Hershey Chocolate Company, Hershey, Pa. 

Pectic Acid: 

W. O. Winkler 
Cacao Ingredients: 

W. O. Winkler 
Lactose: 

Frank V. Kenney, Jr., Walter Baker Co., Dorchester 24, Mass. 

Fat: 

Carl Stone, Food and Drug Administration, Cincinnati, Ohio 
Cereal Foods: 

Referee: V. E. Munsey, Food and Drug Administration, Washington 25, D. C. 
Starch in Raw and Cooked Cereals: 

W. H. Fetzbr, Clinton Industries, Inc., Clinton, Iowa. 

Fat Acidity in Grain, Flour, Corn Me4l, and Whole Wheat Flour 
Lawrence Zelcny, Agricultural Research Center, Beltsville, Md. 

Benzoic Acid in Flour: 

V. E. Munsey 

Carbon Dioxide in Self-Rising F’lour: 

R. A. Barackman, Victor Chemical Works, Chicago Heights, Ill. 

Milk Solids and Butterfat in Bread: 

V. E. Munsey 

Proteolytic Activity of Flour: 

Byron S. Miller, Federal Hard Wheat Quality Laboratory, Manhattan, 
Kans. 

Soybean Flour: 

W. L. Taylor, General Mills, Inc., Minneapolis, Minn. 
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Phosphated Flour: 

Frank H. Collins, Food and Drug Administration, Cincinnati 2, Ohio 
Baked Products (moisture, ash, protein, pat, and crude fiber): 

N. H. Walker 
Bromates in Flour: 

W. F. Geddes, University of Minnesota, University Farm, St. Paul, Minn. 
Phosphorus: 

V. E. Munsey 

Unsaponipiablb Matter and Sterols in Cereal Foods Containing Eggs: 
L. W. Ferris, Food and Drug Administration, Buffalo, N. Y. 

Baking Powders and Baking Chemicals: 

Referee: V. E. Munsey, Food and Drug Administration, Washington 25, D. C. 
Carbon Dioxide: 

John E. Tatar, Standard Brands, Inc., 1015 Independence Blvd., Chicago, 
Ill. 

Flavors and Non-Alcoholic Beverages: 

Referee: John B. Wilson, P'ood and Drug Administration, Washington 25, D. C. 
Beta-ionone ; 

John B. Wilson 
Lemon Oils \nd Extracts: 

John B. Wilson 

Organic Solvents in Flavors: 

R. D. Stanley, Food and Drug Administration, Chicago 7, Ill. 

Emulsion Flavors: 

John B. Wilson 

Maple Flwor Concentrates and Imitations: 

J. If. Bornmann, Food and Drug Administration, Chicago 7, Ill. 

I)i acetyl; 

John B. Wilson 

Fruits and Fritit Products: 

Referee: R. A. Osborn, Food and Drug Administration, Washington 25, D. C. 
Titration of Acids: 

II. M. Bollinger, Food and Drug Administration, Los Angeles 15, Calif. 
Fruit Acids: 

Fred Hilhg, Food and Drug Administration, Washington 25, D. C. 

Fruit and Sugar in Frozen Fruit: 

H. A. Osborn 

Water-insoluble Solids: 

R. A. Osborn 

Sugars and Sugar Products 

Referee: C. F. Snyder, National Bureau of Standards, Washington 25, D. C. 
Unfermented Reducing Substances in Molasses: 

F. W. Zerban, N. Y. Sugar Trade Laboratory, 118 Pearl Street, New York, 
N. Y. 

Drying Methods: 

Lester D. Hammond, National Bureau of Standards, Washington 25, D. C. 
Densimetric and Refractometric Methods: 

C. F. Snyder 

Honey (F'rbe Acid and Commercial Syrup Adulterants): 

George P. Walton, Production and Marketing Administration, Beverage 
and Miscellaneous Foods Division, Washington 25, D. C. 
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Confectxonert: 

C. A. Wood, Food and Drug Administration, New York 14, N. Y. 
Reducing Sugars: 

Emma J. McDonald, National Bureau of Standards, Washington 25, D. C. 
Corn Sirup and Corn Sugar: 

G. T. Peckham, Jr., Clinton Company, Clinton, Iowa 
Color and Turbidity in Sugar Products: 

J. F. Brewster, National Bureau of Standards, Washington 25, D. C. 

Waters, Brine, and Salt: 

Referee: Anna E. Mix, Food and Drug Administration, Washington 25, D. C* 
Boron in Water: 

Anna E. Mix 
Fluorine in Salt: 

Anna E. Mix 


MEMBERS AND VISITORS PRESENT, 1947 MEETING 

Abbitt, A. L., Eimer and Amend Co., Greenwich and Morton Sts., New York 14, 
N. Y. 

Adams, J. Richard, Spencer Chemical Co., Baltimore St., Kansas City 2, Mo. 
Alexander, O. R., American Can Co., 11th Ave. and St. Charles Rd., Maywood, Ill. 
Allen, Charles D., Mgr. N. Kohnstamm and Co., Inc., 87 Park PI. New York, N.Y. 
Allen, Harry R., Chemist, Ky. Agriculture Exp. Station, Lexington 29, Ky. 
Allison, Andrew M., Chief Chemist, Boston Sta., Food and Drug Adm., Boston, Mass. 
Allison, Marjorie, Chemical and Engineering News, Amer. Chem. Soc., Washington, 
D. C. 

Anderson, M. S., Plant Industry, Dept, of Agriculture, Beltsville, Md. 

Austin, Calvin M., Asst. Chemist, South Limestone, Lexington 29, Ky. 

Axley, John, Agronomy Dept., University of Maryland, College Park, Md. 

Bacher, Alfred A., 735 N. Water St., Milwaukee 2, Wis. 

Bacon, C. W., Bur. Plant Ind., Soils, and Agr. Engineering, Beltsville, Md. 

Bailey, L. H., 3904 McKinley St., Washington, D. C. 

Bainbridge, William C., 537 Columbia St., Brooklyn 31, N. Y. 

Baird, Fuller D., Standard Brands Inc., 595 Madison Ave., New York 22, N. Y. 
Baker, Warren S., Chas. M. Cox Co., 177 Milk St., Boston 9, Mass. 

Balthis, Thomas A., Va. Dept. Agriculture, State Office Bldg., Richmond, Va. 
Barackman, R. A., Victor Chemical Works, Chicago Heights, Ill. 

Barnhart, G. A., Mo. State Dept, of Agriculture, Old Postoffice Bldg., Jefferson 
City, Mo. 

Bartlett, L. E., Park and Pollard Co., 356 Hertel Ave., Buffalo 7, N. Y. 

Bartram, M. T., Food and Drug Administration, Washington 25, D. C. 

Bates, D. B., Smith-Douglas Co., Inc., Board of Trade Bldg., Norfolk 1, Va. 
Bates, Frederick J., National Bureau of Standards, Washington 25, D. C. 

Batton, H. C., Swift and Co., Plant Food Div., Buell, Va. 

Beach, D. C., S. B. Penick and Co., 50 Church St., New York, N. Y. 

Beacham, L. M., Food and Drug Administration, Washington 25, D. C. 

Bendix, G. H., Asst. Dir. Continental Can Co., 4633 Grand Ave., Chicago 39, Ill. 
Benne, Erwin J., Mich. State College, Dept. Agr. Chemistry, East Lansing, Mich. 
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Bennett, Oran L., Chemist, Meat Insp., 12th and Indiana Ave., Washington, D. C. 
Berry, Rodney C., State Chemist, Va. Dept. Agriculture, State Office Bldg., Rich¬ 
mond 19, Va. 

Beyer George F., Chemist, Bur. Internal. Revenue, Washington 1, D. C. 

Bidez, P. R., Sr. Chemist, State Chemical Laboratory, Auburn. Ala. 

Blackwell, A. T., Davison Chem. Corp., Baltimore, Md. 

Blaisdell, Albert C., Chemist, Alcohol Tax Unit, Internal Revenue Bldg., Washing¬ 
ton, D. C. 

Blume, G. W. J., Va. Dept. Agriculture, State Office Bldg., Richmond 19, Va. 
Boardman, Vivian R., Food and Drug Administration, Washington 25, D. C. 
Bonner, Frances L., La. Feed and Fertilizer Lab., State University, Baton Rouge, La. 
Bonney, V. B., Food and Drug Administration, Washington 25, D. C. 

Bopst, L. E., State Chemist, University of Maryland, College Park, Md. 

Boucher, Robert V., 303 Frear Laboratory, State College, Pa. 

Bowen, C. Verne, Agricultural Research Center, Beltsville, Md. 

Bower, Clyde A., Dir. Div. Entomology and Plant Industry, Oklahoma City, Okla. 
Bradford, Z. B., N. C. Dept, of Agriculture, Raleigh, N. C. 

Braun, O. G., Research Div., American Can Co., St. Charles St., Maywood, Ill. 
Breen, Kathryn M., N. Y. State Dept. Agr. and Markets, State Office Bldg., Albany, 
N. Y. 

Brewster, Joseph F., National Bureau of Standards, Washington 25, D. C. 

Brock, F. D., Feed Control Service, Texas Agricultural Exp. Sta., College Station, 
Tex. 

Brucning, Charles F., Food and Drug Administration, Baltimore 3, Md. 

Bryan, Charles S., Rumford Chemical Works, 16 Newman Ave., Rumford 16, R. I. 
Bubb, John C., Insecticide Div., 641 Washington St., New York 14, N. Y. 

Burns, Loren V., M. F. A. Milling Company, 502 Boonville, St., Springfield, Mo. 
Burritt, Loren, Alcohol Tax Unit, Internal Revenue Bldg., Washington 25, D. C. 
Butler, Lillian T., Bur. Human Nutrition & Home Economics, Beltsville, Md. 
Butt, C. A., Internal Minerals and Chemical Corp., Box 69, East Point, Ga. 

Cabell, C. A., Research Chemist, 1513 Meridian PL, Washington, D. C. 
Caemmerer, Alice B., Food and Drug Administration, Washington 25, D. C. 
Caldwell, Paul, Smith-Douglas Co., 4106 Dyanax, Norfolk 6, Va. 

Call, Ara O., Control Labs., Western Condensing Co., Appleton, Wis. 

Callaway, Joseph, Jr., Food and Drug Administration, Washington 25, D. C. 
Callaway, Redman, Laboratory Const. Co., 1115 Holmes St., Kansas City 6, Mo. 
Callison, Elizabeth C., Agricultural Research Center, Beltsville, Md. 

Carol, Jonas, Food and Drug Administration, Washington 25, D. C. 

Carter, Roscoe H., Bur. Entomology and Plant Quarantine, Beltsville, Md. 
Caylor, Thelma C., Food and Drug Administration, Washington 25, D. C. 

Ceide, Clementina, Oakwold Laboratories, Alexandria, Va. 

Chapman, William, Consolidated Rendering Co., 178 Atlantic Ave., Boston 10, 
Mass. 

Charlton, R. C., American Agricultural Chemical Co., New York 7, N. Y. 
Christensen, M. Elmer, State Chemist, 35 State Capitol, Salt Lake City 1, Utah 
Christie, Alfred, Production and Marketing Adm., Grain Branch, Beltsville, Md. 
Claborn, Houston V., Bur. Entomology and Plant Quarantine, Beltsville, Md. 
Clark, C. Reynolds, Ga. Dept, of Agriculture, State Chemist, Atlanta 3, Ga. 
Clark, G. R., Food and Drug Administration, Washington 25, D. C. 

Clark, Kenneth G., Bur. Plant Ind., Soils, and Agric. Engineering, Beltsville, Md. 
Clarke, J. O., U. S. Food and Drug Administration, Chicago 7, Ill, 

Clendaniel, Marguerite A., Production and Marketing Adm., Beltsville, Md. 



20 ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [Voh SI, No. 1 

Clifford, Paul A., Food and Drug Administration, Washington 25, D. C. 
Cloaninger, B. D., Fertilizer Inspection and Analysis, Clemson, S. C. 

Colley, Doris A., Agricultural Research Center, Grain Branch, Beltsville, Md. 
Collins, E. R., U. S. Extension Service, State College Sta., Raleigh, N. C. 

Collins, W. D., 1924 Belmont Road, Washington 9, D. C. 

Coltrane, D. S., Asst. Commissioner, N. C. Dept, of Agriculture, Raleigh, N. C 
Combs, Edwin L., Food and Drug Administration, Washington 25, D. C. 

Conroy, Harry, W., Food and Drug Administration, Kansas City, Mo. 

Constable, E. W., State Chemist, N. C. Dept, of Agriculture, Raleigh, N, C. 

Cox, Alvin J., Chief (Ret.), Bur. Chemistry of Calif., Palo Alto, Calif. 

Csonka, F. A., Bur. Human Nutrition and Home Economica, Beltsville, Md. 
Curtis, P. B., Assoc. Chemist, Purdue University, West Lafayette, Ind. 

Custer, Patricia, National Bureau of Standards, Washington 25, D. C. 

Dahle, Dan, Dir. Research, Bristol Myers Co., Hillside 5, N. J. 

Darlington, Homer T., Harrington Hotel, Washington, D. C. 

Darnell, R. C., Dir. Instrument Associates, 3396 Highview Terrace, S. E., Washing¬ 
ton 20, D. C. 

Davis, Henry A., N. H. Agric. Experiment Station, Durham, N. H. 

Diamond, Adelyn L., Food and Drug Administration, New York 14, N. Y. 
Dickey, R. Earl, State Chemist, Delaware Board of Agriculture, Dover, Del. 
Dobinsky, Meyer D., Food and Drug Administration, Washington 25, D. C. 
Donovan, C. G., Production and Marketing Adm., Livestock Branch, Beltsville, 
Md. 

Drucker, Muriel, Food and Drug Administration, New York 14, N. Y. 

Drummer, D. L., Chemist, Armour and Co., Chicago, III. 

Dunbar, Paul B., Commissioner, Food and Drug Administration, Washington 25, 
D. C. 

Dunlap, F. L., Wallace and Tiernan Co., Inc., Cliicago 37, Ill. 

Eble, T. E., Food and Drug Administration, Washington 25, D. C. 

Eisenberg, William V., Food and Drug Administration, Washington 25, D. C. 
Elkas, Robert W., Control Div., Sharpe and Dohme, Broad St., Philadelphia, Pa. 
Ellenbogen, W. C., Smith, Kline, and French Lab., Philadelphia 23, Pa. 

Elliott, F. L., Food and Drug Administration, Washington 25, D. C. 

Elmslie, W. P., Dir. of Research, Moorman Mfg. Co., Quincy, Ill. 

Epps, Ernest A., La. Department Agriculture, State Capitol, Baton Iloug(s La. 
Etheredge, M. P., State Chemist of Miss., State College, Miss. 

Etienne, Arthur D., Alcohol Tax Unit, Internal Revenue Bldg., Washington 25, 
D. C. 

Ettlestein, Nathan, Food and Drug Administration, Washington 25, D. C. 

Fanning, Rachel J., National Bureau of Standards, Washington 25, D. C. 

Farrar, D. F., Davison Chemical Corp., Nashville 1, Tenn. 

Feinstein, Louis, Production and Marketing Adm., Beltsville, Md. 

Ferguson, Carl S., Dir. Food and Drug Div., Dept. Public Health, Boston 33, Mass. 
Fifield, C. C., Agricultural Research Center, Beltsville, Md. 

Filicky, John J., N. C. Department of Agriculture, Raleigh, N. C. 

Finucane, Thomas P., General Foods Corp. Central Lab. Hoboken, N. J. 
Fischbach, Henry, Food and Drug Administration, Washington 25, D. C. 

Fisher, Harry J., Conn. Agricultural Experimental Station, New Haven, Conn. 
Flach, Ward R., Eastern States Farmer^s Exchange, Box 948, Buffalo, N. Y. 

Fleck, Elmer E., Insecticide Investigation Div., Beltsville, Md. 
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Flynn, Laura Mary, Dept. Agr. Chemistry, University of Missouri, Columbia, Mo. 
Ford. O. W., 415 Stutz St., Purdue University, Lafayette, Ind. 

Foster, Norman E., Food and Drug Administration, Philadelphia 6, Pa. 

Frailey, Carson Guy, Bristol Laboratories, Syracuse, N. Y. 

Frary, Guy G., S. Dak. State Chemist, Chemistry Bldg., Vermillion, S. Dak. 
Friedman, Leo, Food and Drug Administration, Washington 25, D. C. 

Fritz, James C., Laboratory Director, Borden Co., P. O. Box 533, Elgin, Ill. 
Fudge, J. F., Texas State Chemist, College Station, Tex. 

Futrell, C. L., N. C., Dept, of Agriculture, Raleigh, N. C. 

Gaddy, V. Lessesne, Bureau Plant Industry, Beltsville, Md. 

Garfield, Frederick M., Food and Drug Administration, New Federal Bldg., St. 
Louis, Mo. 

Geagley, W. C., Mich. Department of Agriculture, Lansing, Mich. 

Gensler, Howard, PJ., 338 Chestnut St., Harrisburg, Pa. 

Gertler, Samuel I., Insecticide Investigations, Agr. Research Center, Belts ville, Md. 
Gordon, Nat., P"ood and Drug Administration, Washington 25, D. C. 

Gottlieb, Sidney, P'ood and Drug Administration, Washington 25, D. C. 

Goulden, H. D., Toilet Goods Association, 9 Rockefeller Plaza, New York 20, N. Y. 
Gourley, C. O., Beacon Milling C'o., Cayuga, N. Y. 

Graham J. J. T., Production and Marketing Adm., Insecticide Div., Beltsville, Md. 
Graichen, Charles, P'ood and Drug Administration, Washington 25, D. C. 

Grattan, George E., Dept, of Agriculture, 79 Sussex St., Ottawa, Canada 
Gray, S. D., American Potash Institute, Inc., 1155 KHh St., Washington, D. C. 
Grayson, Mary C., Food and Drug Administration, W^ashington 25, D. C. 

Grewe, Emily, Bureau Plant Industry, Beltsville, Md. 

Gribbins, M. F., ('hemist, Du Pont Co., Wilmington, Del. 

Griem, W. B., Wis. Dept, of .Agriculture, Biochemistry Bldg., Madison 6, Wis. 
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Griffin, PI L., Production and Marketing Adm., Insecticide Div., Washington 25, 
D. C. 

Grizzard, A. L., Agronomist, Chilean Nitrates, Blacksburg, Va. 

Gutterman, Benjamin M., P'ood and Drug Administration, Washington 25, D. C. 

Haenni, p]. O., Food and Drug Administration, Washington 25, D. C. 

Hall, Wallace LeRoy, Food and Drug Administration, Washington 25, D. (.\ 
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D. C. 
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Md. 
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Harris, Kenton L., Food and Drug Administration, Washington, D. C. 
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Harrow, Lee S., P'ood and Drug Administration, Washington 25, D. C. 
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Helsel, W. G., Food and Drug Administration, Washington 25, D. C. 
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PRESIDENT’S ADDRESS* 

THE DETECTION AND ESTIMATION OF FILTH 
AND DECOMPOSITION IN FOODS 

By J. 0. Clabke (Food and Drug Administration, Federal 
Security Agency, Chicago 7, Ill.) 

Consumers have always wanted clean food. Congress, recognizing 
the need for consumer protection, enacted the Food and Drugs Act of 
June 30,1906, which defines a food as adulterated “if it consists in whole 
or in part of a filthy, decomposed, or putrid animal or vegetable sub¬ 
stance.” Similar definitions are found in many State laws and city 

ordinances. While the 1906 Federal law used the words “Filthy, decom¬ 
posed, or putrid,” other laws employed such terms as “tainted, rotten, 
corrupted, offensive, unclean, etc.” 

The Federal Food, Drug, and Cosmetic Act of June 25, 1938, per¬ 
petuates the definition of adulteration in slightly different and more 
effective language, “. . .if it consists in whole or in part of any filthy, 
putrid, or decomposed substance. . . .” The 1938 Act went one step fur¬ 
ther in declaring as adulterated, food which has been “. . .prepared, 
packed, or held under insanitary conditions whereby it may have become 
contaminated with filth.” Thus, the 1938 law not only banned food which 
is filthy, putrid, or decomposed, but also attempted to correct conditions 
which may cause food to become filthy or decomposed through insanitary 
conditions. 

Many of the provisions in the 1938 law resulted from changes as the 
bill passed through the Congress, and there were many bitter controver¬ 
sies on some proposals. It is interesting to note that the provisions dealing 
with filth, decomposition, and sanitation remained the same from the 
time the first version was introduced in 1933 until the final passage of 
the Act in 1938. This demonstrates a practically unanimous recognition 
by the Congress and the public of the need for sanitation in the produc¬ 
tion of our nation’s food supply. 

Dr. E. O. Jordan, in discussing food sanitation in 1931, had this to 
say—“In addition to the arguments for cleanliness in food handling based 
on the avoidance of specific food contamination, the aesthetic reasons for 
maintaining the cleanliness of food must not be lost sight of. Common 
decency requires that substances repugnant to the average consumer be 
kept out of any food. Smyrna figs, about which there has been much hue 
and cry, are certainly more appetizing if known to have been packed under 
cleanly conditions. Cow dung from healthy cattle may not actually cause 

* Presented before the 6 let Meeting of the Association of Official Agricultural Chemists, held at the 
Shoreham Hotel, Wasffington, D. C., October 20-22,1047. 
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disease or any sort of intestinal disturbance but that is no reason for 
allowing any of it to be mixed with milk. Even if it is practicable to 
manipulate unsound food in such a way that it is not injurious to health 
and its original condition is completely disguised, no consumer should be 
exposed to the unpleasantness of eating food that he would not have 
chosen had he known its history. The food supplied to the modern civil¬ 
ized human being should, in all fairness, be so safeguarded that the con¬ 
sumer is not beset by lurid imaginings about its possible wanderings 
through back alleys and pigsties. The clean and appetizing preparation 
and transportation of food is a worthy end in itself.’’ (Food Poisoning 
and Food-Borne Infection, by Edwin Oakes Jordan, Univ. of Chicago 
Press, April, 1931). 

Some of our laws set numerical limits of bacterical counts and other 
indices of filth or decomposition to guide enforcement officials in carrying 
out the mandates of the law. The Federal Import Milk Act, for instance, 
not only requires certain farm inspections but sets definite limits of bac¬ 
teria counts. The more general terms used in many laws, such as filthy, 
putrid, decomposed, etc., require the enforcement officer to establish 
means of determining when food is filthy, putrid, or decomposed. This 
presents a problem of no mean proportions to the food chemist and other 
scientific worker to develop methods for the detection of filth and decom¬ 
position in foods and to acquire the extensive data necessary to interpret 
the methods. 

While the terms filthy, putrid, and decomposed have been interpreted 
by many trial courts, only a few interpretations of these terms are to be 
found in decisions of the higher courts. Presumably this is true because 
the terms of the law are so plain that there has been little occasion for 
the higher courts to speak on the subject. The courts have almost unani¬ 
mously held that the terms filthy, putrid, and decomposed as used in the 
statute, should be given their common and usual meaning. It does not 
follow, that food, in order to be classed as filthy, putrid, or decomposed, 
must have obnoxious organoleptic characteristics to the ordinary con¬ 
sumer. Several court decisions clearly support the use of microscopic 
methods for the detection of these forms of adulteration. The Courts 
have also made it clear that contact with filthy substances is sufficient to 
classify a food as filthy. 

The A.O.A.C. has recognized its obligation to develop and study 
methods to implement the enforcement of sanitary requirements of food 
laws. This is evidenced by reports of the Association which have for many 
years included papers on chemical, microscopic, and biological methods 
designed to detect and estimate filth and decomposition in food. 

In their grosser forms, filth and decomposition are easily detected by 
taste, smell, and vision. Organoleptic methods will frequently reveal 
decomposition in food before it is processed, mixed, spiced, etc. but such 
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teste, in many types of food, usually fml after the product has been manip¬ 
ulated, making it necessary to apply t^s of a more scientific nature. For 
example, sour milk is easily detect^ by taste and odor, but after it has 
been neutralised and dried it requires a careful chemical examination to 
determine the true condition of the product. Bread may be made from 
flour contaminated by weevils and rodents. While the condition of the 
flour is often obvious before it is e^ted and baked into bread, rodent hairs, 
insect and larva parts and excreta in the bread can only be detected by a 
careful laboratory examination. Thus the scientific worker is faced with 
the problem of fading in finished foods evidence of their true condition 
not obvious by the ordinary senses of sight, taste, or smell. 

A number of methods of approach have been employed successfully 
in the laboratory to determine decomposition. These methods may be 
classified broadly as follows: 

(1) The estimation and identification of various types of microorganisms that 
develop in food as decomposition progresses (bacteria counts in milk, mold counts 
on tomato products, and butter, etc.). 

(2) The determination and identification of characteristic chemical products of 
decomposition (indole and volatile fatty acids in seafood, lactic acid in sour milk, 
etc.). 

(3) The disappearances, or marked decrease, of a normal ingredient of the food 
(sugar in frozen eggs). 

The general method of establishing the presence of filth in food has 
been the separation of insoluble particles and a microscopic study to 
determine the identity and estimate the amount. In a few non-processed 
foods the presence of certain bacteria is indicative of contamination of 
the food with filth. For example, the finding of certain strains of E. coli 
in crabmeat shows that the crabmeat has been contaminated with fecal 
material. 

While I have not attempted a comprehensive study of all the literature 
on filth and decomposition, I would like to trace the development of a 
few lines of work which are milestones of progress in dealing with this 
important subject. 

When the Food and Drugs Act of 1906 was passed, tomato puree, cat¬ 
sup, and related foods were not unfrequently made of rotten tomatoes, 
artifically colored and preserved with chemicals to look like wholesome 
food. These comminuted products lent themselves readily to the use of 
decomposed and otherwise unfit raw materialB. B. J. Howard, head of the 
Microanalytical Division of the Bureau of Chemistry, undertook to de¬ 
velop a scientific method for the detection of decomposition in this class 
of products. Howard developed what has since become known as the 
Howard Mold Count. The Howard method was one of the first scientific 
procedures generally used to detect decomposition in food. Since its in¬ 
troduction it has received world-wide recognition not only by food law 



CLABKB: HtBSIDIiNT'B ADDBliSB 


31 


194SI 

enforoonent officials but also by the food producing industries. 

The Howard Mold Count Method was originally published in 1911 in 
Bureau of Chemistry Circular 68. It first appeared as an A.O.A.C. 
me^od in the 1920 edition of the Metiiods of Analysis. In the beginning 
it was applied only to comminuted tomato products. In the latest edition 
of the Methods of Analysis, we find the Howard Mold Count in modified 
form, applied not only to comminuted tomato products but also to six 
other classes of foods, including such dissimilar products as butter and 
infant foods. While mold is a normal ingredient in a few foods, such as 
Roquefort and Blue cheese, it is not found in most foods unless they 
have undergone decomposition. Since the mold count technique measures 
the amount of dead mold, it can be applied to foods which have been 
processed by heat, and not only shows that decomposition is present but 
tells tis something about the amoimt. 

J. D. Wildman studied the application of the Howard method to butter 
and other dairy products. Working with R. L. Vandaveer, Wildman 
published a very comprehensive study on mold in commercial butter 
which showed a direct relationship between decomposition in the cream 
and the mold count of the butter churned therefrom. 

Let us now consider methods for the detection and estimation of filth 
and extraneous matter in food. Since all extraneous matter is not filthy, 
the usual purpose in examining food for extraneous matter is to determine 
the amount and kind of filth it may contain. The earliest recorded work 
in this field was on fluid milk fifty or more years ago, where sediment 
testing was studied in Europe and this country. The sediment test is in¬ 
tended primarily to reveal contamination of noilk with cow manure and 
other filthy substances. Early workers concerned themselves only with 
the insoluble portion of the cow manure and other visible elements of 
filth, and very little progress has been made over the years in the develop¬ 
ment of methods for estimating the soluble portion of cow manure in 
milk. 

Although detection of the insoluble contaminants in mil^ is now carried 
out by a comparatively simple procedure, it is amazing to learn that some 
of the early workers attempted to make the problem most complex. 
The simple and obvious method requires only the filtering of the milk 
throu^ a suitable pad or paper and an estimate of the amount of sedi¬ 
ment visually by comparison with pads containing known amounts of 
sediment, as is standard practice today. The earlier workers, however, 
first tried to estimate the amount of virible sediment which settled to the 
bottom of a container on permitting the milk to stand for a definite period 
of time. This method was refined by applying centrifugal force. Other 
wcHrkers allowed the milk to stand, decanting part off the top and refilling 
with water, and repeating these operations until the sediment was free 
of milk. The sediment was then filtered and weighed. Some of the methods 
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in use in the early days took as long as three days to complete a determi¬ 
nation I 

Even the earlier workers recognized the desirability of identifying the 
components of the sediment from milk in order to determine its character, 
as well as the amount. At the present time many regulatory agencies 
make microscopic examination of sediment pads. 

In the early thirties B. J. Howard and his co-workers undertook the 
development of a comprehensive set of methods for the detection and 
estimation of filth in many different types of food. The work was later 
continued by Henry Welch after Howard ^s retirement. In his report to the 
Association as referee on filth methods Welch stated: ‘The methods which 
utilize a variety of procedures are, however based upon one or more of 
three principles: 

(1) Solubility of the food or drug and insolubility of the extraneous material. 

(2) The preferential wetting of insects, insect parts, rodent hairs, or other ex¬ 
traneous matter by oily liquids whereby they acquire a lighter specific gravity, 
which allows their separation by flotation methods; and 

(3) Selective sedimentation in water or heavier-than-water liquids.'^ 

While these fundamental principles are simple, their application can 
become very complex in many products. 

A very significant publication with respect to filth in food appeared 
in 1944 under the title “Microanalysis of Food and Drug Products.'^ 
This work, which was prepared under Welch’s direction by members of 
the then Microanalytical Division of the Food and Drug Administration, 
consists largely of background material on the general subject of filth in 
foods and drugs and information of value to assist workers in isolating and 
identifying elements of filth. Included are some of the basic filth methods. 

For the first time, the sixth edition of the Methods of Analysis contains 
a chapter concerned entirely with the detection and estimation of extrane¬ 
ous materials in foods and drugs. This chapter of 36 pages presents meth¬ 
ods for the determination of extraneous materials in many foods, including 
canned citrus juices, tea, cocoa, dairy products, nuts, cereals, and others. 

The application of the methods to a wide variety of foods tests the skill 
of the careful worker. We have learned through experience that most of 
the A.O.A.C. methods yield the best results when followed in the minutest 
detail. However, since the filth methods do not deal with all types of 
food, and frequently individual samples present unusual difficulties, the 
chemist is constantly called upon to introduce variations of the methods 
of separation with samples having unusual characteristics. The chemist’s 
aim should be to separate the filth as completely as possible so that it 
can be readily identified and estimated. 

Quite probably the work done to date on microscopic methods has been 
of more value to food oflBicials and to industry than the work on purely 
chemical methods for detecting filth and decomposition. However, con- 
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siderable progress is bding made in this field. (H particular value is the 
work of fW Hillig on the determination of lactic acid and volatile fatty 
adds as indices of decomposition in dairy products, eggs, fish, etc. In 
connection with the wcvk on volatile acids in eggs, particularly as applied 
to dried eggs, we should mention the paper of Lepper, Bertram, and Hillig 
which brou^t to bear bacteriological and organoleptic tests as well as 
chemical ones. 

Patterson dealt very comprehensively with the broad aspects of decom¬ 
position in his 1944 report as general referee on decomposition. Indole 
has been studied as an index of decomposition in shell fish and reports 
have been published on canned oysters by King, Flynn, and Gowanlock, 
on canned clams and oysters by Beecham, and on shrimp by Duggan 
and Strasburger. Associate Referee Harris will report at this meeting on 
galacturonic acid as an index of decomposition (rot) in apple products. 
It is of interest to note that indole was studied a number of years ago as 
mi index of decomposition in shrimp and at that time it was concluded 
that indole was not of value. Subsequent to the original investigation, 
more precise methods of analysis were developed. Using the more ade¬ 
quate methods, it was found that the formation of indole was characteris¬ 
tic of certain types of decomposition in shrimp. 

Recently Cook and Steers studied the possible use of the enzymes tr 3 T)- 
sin and alkaline phosphatase as indicative of rodent and insect excreta 
in certain types of uncooked foods. Results appear to be promising and 
the study is being continued. 

R. E. Duggan has studied uric acid in frozen eggs and showed that it 
is valuable in revealing the use of eggs contaminated with manure from 
dirty shells. 

At the time of my own introduction to a food laboratory nearly 35 
years ago there were presented many purely chemical and physical prob¬ 
lems, such as the determination of protein, fat, fibre, ash, phosphoric 
acid, benzoic acid, and the host of other procedures required to detect 
the comparatively crude types of sophistication then employed. Many of 
you had similar experiences and many of you, as I did, had a wonderful, 
although sometimes disheartening, time with glycerol in vinegar. Our 
modem day food chemists are frequently first introduced to the micro¬ 
scope to learn to identify rodent hairs, insect parts, and the other signifi¬ 
cant elements of filth. They learn how to separate these tiny particles 
from the food material itself to identify them, and to evaluate their 
significance. They learn about mold counts and rot counts, and what they 
mean in terms of filthy and decomposed food. They leam about indole 
and other chemical indices of decomposition. They leam essentially to 
establish by laboratory examination the condition of sanitation under 
which a given lot of food was produced. The modem chemist must also, 

course, leam the things that the “old timers” did. All in all, the regu- 
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latory food chemist of today is in a field embracing a wide variety of inter¬ 
ests, a field to challenge his ingenuity and give him an opportunity for 
outstanding public service. 

In the development of evidence of filth or decomposition in food prod¬ 
ucts, the valuable information which can be obtained by means of factory 
inspection should not be overlooked. Frequently, a thorough factory in¬ 
spection is the only means available at the present time for determining 
the true condition of many foods. This is especially true in those industries 
where filtration, sifting, and other manufacturing procedures successfully 
remove the evidence of filth or decomposition without removing the exist¬ 
ence of filth or decomposition. 

While the A.O.A.C. has never attempted to go beyond the collection 
of a sample in its formal methods, I wonder if we should not consider a 
study of factory inspection methods as a proper function of the Associa¬ 
tion. Certainly every food ofilcial has a responsibility to establish evi¬ 
dence of violation of the law. Chemists and other scientific workers have 
provided enforcement officials with most of the evidence in the past fre¬ 
quently using methods of the A.O.A.C. Some of the A.O.A.C. methods, 
for example, sediment testing of milk, are routinely used by inspectors in 
the field. Why should we not go one step further and provide the inspector, 
who is usually a scientifically trained man, with methods of inspection 
which would have the sanction of the A.O.A.C. and the respect and au¬ 
thority ascribed to the A.O.A.C. by the courts. 

While I do not have in mind, at least in the beginning, the general sub¬ 
ject of factory investigations, I do have in mind the establishment of a 
factory inspection technique for a few classes of factories which operate 
under the same general procedure and principles. For example, a factory 
inspection technique suitable for primary cheese factories, another to 
creameries, and another to packers of frozen strawberries. It should be 
borne in mind that any method which receives the full sanction of the 
A.O.A.C. must be subjected to collaborative study. I believe this funda¬ 
mental is so precious that no method should ever be adopted as official 
until it has been studied collaboratively and found to be satisfactory when 
used by any competent worker. It is difficult to carry out collaborative 
work on many of the laboratory methods currently under study by the 
Association, since perishable foods are involved which are difficult to pre¬ 
serve and distribute for study to a number of laboratories. The problem 
of collaboration has been successfully overcome in many difficult fields 
and it need not present an insurmountable difficulty in dealing with fac- 
toiy inspection methods. One solution might be the independent inspec¬ 
tion of the same factory at the same time using the same method by differ¬ 
ent workers and a comparison of their reports for consistency. 

That the Association recognizes the importance of further work on 
filth and decomposition is evidenced by the current activity of two Refer- 
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ees; one for filth and the other for decomposition, and of six Associate 
Referees on filth and four on decomposition. Many problems in this field, 
as in all other fields of science, are pressing for solution. 1 would like to 
mention just a few broad fields where methods are badly needed. 

Probably the most obnoxious contaminant of food comes from the un¬ 
clean habits of human beings in handling food. The estimation of E. colt 
in some types of unprocessed food, for example in crabmeat, furnishes 
evidence of contamination with fecal material. In certain types of un¬ 
processed dairy products, shelled nuts, etc., the presence of E. coli fur¬ 
nishes presumptive evidence of contamination with excreta of human or 
animal origin. Badly needed are methods for the detection of traces of 
human excreta in processed food. The amount likely to be present, origi¬ 
nating as it does from filthy personal habits, will be minute, and this prob¬ 
lem is thus one to challenge the imagination of chemists, microbiologists, 
and other workers in this field. 

Methods for the detection of soluble filth should be developed without 
delay. Occasionally food manufacturers, instead of attempting to bring 
about fundamental corrections in sanitary practices, will attempt to 
meet the problem by filtering or sifting out insoluble filth in the hope that 
the filthy nature of the product will be obscured. (As expressed by Judge 
Hutcheson of the Fifth United States Circuit Court “. . . it was certainly 
not intended by Congress to leave packing stock butter manufacturers 
completely free to use in making their completed product any kind of 
filthy and putrid material they chose to use, in the faith, the substance 
of things hoped for, the evidence of things not seen, that, in the homely 
phrase, it will all come out in the wash . . . .”) Factory inspection evi¬ 
dence as to the presence of soluble filth is difficult and expensive to ob¬ 
tain. The A.O.A.C. must provide methods whereby such hidden filth 
can be detected. 

As a food decaj's, many chemical substances are formed whose determi¬ 
nation should give the chemist a measure of decomposition. Possibly some 
substance or class of substances may be characteristic of protein decompo¬ 
sition, another of fat, and still another of carbohydrates. Unfortunately 
we are forced to deal with many types of decomposition producing a vari¬ 
ety of different classes of chemical substances in food. If a limited number 
of chemical substances could be found to be characteristic of decomposi¬ 
tion in the various types of food, the problem would be simplified. For ex¬ 
ample, a method for predominantly protein foods and another for pre¬ 
dominantly fatty foods would be much more desirable than a method for 
fish and another for shrimp. 

After a substance is found to be characteristic of decomposition in 
a food product, extensive studies are required to interpret the results on 
examination of specific lots of food. Ideally, the most valuable index is a 
substance which is completely absent in sound food but plentiful in de- 
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composed food. Unfortunately, many indices now used are present in 
minute amounts when no decomposition has occurred, and only when 
larger amounts are found can we establish decomposition as a fact. We 
hope and expect that work in this field will reveal many indices of the first 
type. 

Methods for the determination of filth and decomposition should be 
as ample as possible and, to be of most value, should be applicable to field 
use. 

The Howard Mold Count Method and the sediment test methods on 
milk have been most valuable because they lend themselves to field use. 
Although it would be difficult to use many of the present methods in the 
field it is not too much to expect that some of them may later be modified 
and made available for field use. A field method for lactic acid (not titra- 
table acidity) in dairy products is badly needed. 

The type of research needed in the field of filth and decomposition is 
very time consuming, extensive, and as a rule, exceedingly complex. I 
have every confidence that the many able young men and women now 
engaged in this work are capable of giving us the answers to these numer¬ 
ous and difficult problems. These young workers are doing outstanding 
research, and bringing to bear intense interest and original thinking. As 
I study the reports of these real scientists, I feel humble in the face of 
the progress wWch they are making. 



ORDER OF PUBUCATIOn 

The reports ot the committees presented on the last day of the annual 
meeting are given at the beginning of the proceedings, not in their chrono¬ 
logical order. This arrangement will assist the referees, associate referees, 
and collaborators in planning and developing their year’s work. The 
remainder of the proceedings will follow in their usual order. 


Third Day 

WEDNESDAY—AFTERNOON SESSION 
REPORT OF THE EDITORIAL BOARD 
By H. A. Leffsr, Chairman 

At our last meeting progress in the sale of the sixth edition of Methods 
of Analysis was reported as being the disposition, during the first year, 
of over one-half of the number printed. This year we sold all but 650 
copies of the remaining 4,000. 

Advantage has been taken by over 6,000 purchasers of the Book of 
the offer of the Association to furnish reprints of the report on changes 
in methods adopted at meetings subsequent to the publication of the book. 
This, together with the favorable comment on this service shows it has 
fulfilled a definite need. Reprints of changes made each year until publica¬ 
tion of the seventh edition will be sent to those who have asked to be 
placed on the mailing list. 

As with previous editions, the reviews devoted to the book in the scien¬ 
tific journals of the world have been most favorable. A few complaints 
have been directed to the decimal system of numbering the sections of the 
chapters on the assumption that with decimal numbers, for example, 
24.41 should follow 24.4. With the use of the book, however, this pos¬ 
sible confusion is soon overcome, and mth the next printing the book can 
be avoided by the use of a colon or hyphen in place of the decimal point. 

This year there has been no need for a committee on revision of methods, 
so we are to have only the report by Dr. White for the Committee on the 
Journal. The report of the Treasurer shows that the Journal has con¬ 
tinued to be selfnsupporting. 

Approved. 

REPORT OF THE EDITORIAL COMMITTEE 
OF “THE JOURNAL” 

W. B. Weftb, Editor and Chairman 

Despite annoying delays caused by the paper shortage and production 
difficulties at the printing plant, the Journal has shown gratifjring progress 
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during the year. Total pages will be 706 against 448 pages for Volume 29. 
There will be 38 excellent contributed papers which is 10 more than the 
number in Volume 29. More and more, contributors are finding that the 
Journal is an excellent medium from many standpoints: wide circulation, 
discriminating readers, speed of publication, and the high scientific caliber 
of our reviewers, to name only a few. 

In the matter of our wide circulation, it may be of interest to say that 
all 48 States, the District of Columbia, Alaska, Puerto Rico, Hawaii, 
Panama, and the Philippines are represented. Beside Canada, England, 
Scotland, and Ireland, there are subscribers in 8 other British lands 
“overseas.” Central and South America and the West Indian republics 
number 11 countries on our list, Europe 14 including Iceland), Asia 4, 
and Africa 1 (Egypt). Subscribers now number nearly 1800, compared 
with about 1500 for Volume 29. 

We have instituted the practice of promptly acknowledging receipt 
of manuscripts, with no commitments as to their acceptability. The 
“Notice to Contributors,” which appeared in Volume 28, page 35 (Feb. 
1945), is being enclosed with the acknowledgement. It will be mailed to 
others on request. 

In closing, the Chairman wishes, on behalf of the Committee, to thank 
our reviewers for their conscientious and able reviews, and our contribu¬ 
tors for the patience and unfailing courtesy they have shown toward 
editorial suggestions. 

Approved. 

REPORT OF COMMITTEE TO CONFER WITH AMERICAN 
PUBLIC HEALTH ASSOCIATION ON STANDARD 
METHODS FOR THE EXAMINATION OF DAIRY PRODUCTS 

Your Chairman is pleased to report that the ninth edition of Standard 
Methods for the Examinaiion of Dairy Products, to be published by the 
American Public Health Association, is in galley form and should be in 
print about January 1, 1948. 

This edition contains 13 chapters, the first and last of which initiate a 
new policy. Chapter 1 is devoted essentially to explanatory matter for 
guidance of the less well informed administrator in the selection of tests 
to determine sanitary quality and in the interpretation of the results 
obtained by such tests. 

Chapters 2 to 12 outline microbiological methods for milk, cream, 
butter, cheese, frozen dessert ingredients, and frozen desserts, and for the 
coliform group and certain pathogenic species of bacteria therein; also 
methods for sterility tests for dairy equipment, sediment and extraneous 
matter in dairy products, vitamin assays, phosphatase methods to de¬ 
termine pasteurization, and certain chemical procedures. 
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Chapter 13 bears the title ^‘Screening Tests/’ It contains a selected 
group of procedures which permit determinations routinely on many 
more samples than could be made in case determinations were made by 
one or more of the refined technics. Where litigation may be elected, 
workers are warned not to depend upon the results obtained by screening 
tests. Where contests are expected, the methods should be such as will 
leave no doubt as either to the representative character of the sample or 
the dependability of the method used. 

Representatives from Laboratory Committees in the American Public 
Health Association wish the members of this Association to know that 
they appreciate the priviledge granted to them to quote in the A.P.H.A. 
Methods certain sections from your Book of Methods. 

Approved. 

A. H. Robertson, Chairman 
Guy G. Frary 
J. 0. Clarke 


REPORT OF COMMITTEE ON DEFINITIONS OF TERMS AND 
INTERPRETATIONS OF RESULTS ON FERTILIZERS 

By L. S. Walker, Chairman 
Official Final Action* 

GUARANTEEING IN TERMS OF ELEMENTS 

All fertilizer components with tlie exception of potash (KaO) and phosphoric 
acid (PaOfi), if guaranteed, sliall be .stated in terms of the elements. 

Funed irivalcium phosphate is a product composed chiefly of the alpha form of the 
compound repre.sented by the formula Ca 3 (P 04 ) 2 - Its finenes.s and content of avail¬ 
able phosphoric acid, (PaO^) shall be stipulated. Example: Fused tricalcium phos¬ 
phate—twenty-five per cent (25%) available phosphoric acid (PaOs). 

Calcium melaphosphate is a product composed chiefly of the vitreous compound 
indicated by the formula CaCPCXO^. Its fineness and its content of available phos¬ 
phoric acid (P 2 O 5 ) shall be stipulated. Example: Calcium mctapliosphate—sixty 
per cent (60%) available phosphoric acid (P 2 O 6 ). 

Potassium melaphosphate is a product composed chiefly of the crystalline com¬ 
pound represented by the formula KPO 3 . Its fineness and content of phosphoric 
acid (PaOj) and of potash (K 2 O) shall be stipulated. Example: Potassium meta¬ 
phosphate—fifty-five per cent (55%) available phosphoric acid (PiOs): thirty-seven 
per cent (37%) potash (K 2 O). 

Double sulfate of potash and magnesia {Langheinite) . Double sulfate of potash 
and magnesia (langheinite) is a commercial product containing not less than 
twenty-one per cent (21 %) of potash (K 2 O), nor less than fifty-three per cent (53%) 
of sulfate of magnesia and not more than two and one-half per cent (2.5%) of 
chlorine. 

* Noth, —The above report wa« approved by vote of the Association with respect to the official, final 
action, definitions of terms and interpretation, and the proposed defimtions. The recommendation that 
the Association of Official Agricultural Chemists discontinue the work on the Definition of Terms and the 
Interisretation of Results on Fertilisers and Liming Materials, after being duly moved and seconded for 
adoption, was laid on the table by a vote of 14 to 9. 
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PKOPOSBO DBmmON 

Fxutd Cddum-Magnetium Photphate is a product derived from the fusion of 
rock phosphate with approximately thirty per cent (30%) of magnesium oxide 
(MgO), as such or as a mineral silicate. Its fineness and content of available phos¬ 
phoric acid (PtOt) shall be stipulated. Example: Fused Calcium—magnesium phos¬ 
phate, twenty per cent (20%) available phosphoric acid (PtOi). 

Your committee has been asked by the Executive Committee to study the ques¬ 
tion of relinquishing the activities involved in the study of Definitions of Terms and 
Interpretations of Results on Fertilisers and Liming Materials. Anticipating this 
change, your chairman communicated with each member of the committee re¬ 
questing an expression of views on this subject. The Committee has voted in favor 
of this change by a vote of four to two. It is therefore recommended that the 
Association of Official Agricultural Chemists discontinue the work on the Defini¬ 
tions of Terms and Interpretations of Results on Fertilizer and Liming Materials. 

Approved. 


REPORT OF THE COMMITTEE ON RECOMMENDATIONS 

OF REFEREES 

Wm. F. Reindollar, Chairman 

One of the chief duties of the Chairman of this Committee is to coordi¬ 
nate the reports of the referees and associate referees and to encourage 
and stimulate them to complete their assignment and to submit reports at 
a date sufficiently in advance of the meeting for them to receive due con¬ 
sideration by the proper subcommittee. During the past year this was 
accomplished by sending out three series of letters, one in the early part 
of the year, one in the spring, and the last in the late summer. While the 
response to these efforts has been rather gratifying, it was felt that an 
undue burden was placed on the referees by requiring them to send copies 
of their reports to several individuals. In order to standardize the pro¬ 
cedure for handling reports and at the same time to minimize incon¬ 
venience to all concerned, the following plan will be followed in the fu¬ 
ture. 

1. Associate referees are requested to prepare not less than six copies 
of their respective reports and mail them not later than a definite date 
which will be announced by direct correspondence. 

2. All six copies are to be mailed to the office of the Secretary-Treasurer 
in Washington, D. C. The ribbon copy is to be included in this group un¬ 
less the worker plans to be present and give his own paper, in which event 
it is to be turned in immediately after presentation. The associate referee 
does not have to mail copies to anyone else. 

3. Upon receipt of the reports the Secretary-Treasurer will immediately 
mail one copy to each member of the appropriate subcommittee, one to 
the appropriate general referee, and one to the chairman of the Committee 
on Recommendations of Referees. 

4. The Secretary-Treasurer will also keep these individuals posted as 
to which associate referees will have no reports or delayed reports. 
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6. General referees will be requested to review the work of their 
associates and to submit their own reports not later than a definite date 
which will be aimounced. 

The chairman wishes to express his appreciation to the several sub¬ 
committees, referees, associate referees, and collaborators whose efforts 
have contributed so materially to the success of this Conference. 

Approved. 


REPORT OF SUBCOMMITTEE A ON RECOMMENDATIONS 

OF REFEREES* 

By G. E. Gbattan (Department of Agriculture, 79 Sussex St., 

Ottawa, Can.), Chairman] H. A. Halvobson, and E. L. Griffin 

FBBDINO STUFFS 

It is recommended— 

(1) That the following editorial corrections be made on page 419, 
method 27.59, line 11. The following to be inserted before the words, 
“compare. . .KMnO/’ “Cool, make to measured volume of 50 or 100 ml, 
and mix.” 

(2) That further study be made on the following: 

(a) Calcium and iodine in mineral mixed feeds. 

(b) Lactose in mixed feeds. 

(c) Adulteration of condensed milk products. 

(d) Crude fat or ether extract. 

(e) Activity of yeast. 

(f) Fluorine. 

(g) Protein evaluations in fish and animal products. 

(h) Hydrocyanic acid glucosides. 

(i) Sampling and analysis of condensed buttermilk. 

(i) Microscopic examination of feeds. 

(k) Tankage (hide, hoof, horn, and hair content). 

(3) That the methods for calcium and phosphorus as outlined by the 
Associate Referee be made tentative and work continued. - 

(4) That the acetone method for fat in fish meal be adopted as tentative. 

(5) That editorial changes in the method for crude fiber be made as 
recommended by the Associate Referee and the study continued. 

(6) That the work on fat in cooked animal feeds be discontinued. 

(7) That the method for nitrogen, 2.26, be made preferential when 
applied to feeding stuff materials containing 30% or more of protein and 
that the work be discontinued. 


FBRTILIZBRS 

It is recommended— 

(1) That line 6 of section 2.1, Methods of Analysis (1945) be changed 
to read “If less than 100 bags, sample not less than 20 bags.” 

* These recommendations submitted by Suboommittee A were approved by the Association. Unless 
otherwise given all references are to MUKod% «/A.O.A.C., 1045. 
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That the following be added in section 2,1, line 7, before the final sen¬ 
tence: ^Tn sampling a bulk lot of fertiliser draw not less than 20 cores 
from different regions of the lot. In sampling fertilizer in small containers 
(10 lbs or less) a single package may constitute a sample for the lot;^^ 
and the whole section be made official, first action, and the study of samp¬ 
ling equipment and methods be continued. 

(2) That work on methods for phosphoric acid be continued, with 
emphasis on 

(a) the ammonium citrate method and its applicability to basic slag; 

(b) evaluation of sintered, fused, and calcined phosphates as fertilizers; 

(c) the aging of molybdate solutions. 

(3) that the recommendations of the Associate Referee on P 2 O 6 be 
adopted and the methods be made official, first action. 

(4) That attempts to work out improved methods for moisture be 
continued. 

(5) That work on methods for nitrogen be continued with special em¬ 
phasis on fertilizers which contain ammonium nitrate. 

(6) That work on methods for manganese and magnesium be continued. 

(7) That the study of problems relating to acid- and base-forming 
qualities of fertilizers be continued. 

(8) That the work on potash be continued. 

(9) That 95% ethyl alcohol be adopted instead of 80% alcohol in the 
determination of potash (official, first action). 

(10) That work on analysis of sulfur be continued. 

(11) That the study of methods for copper and zinc be continued. 

(12) That the work on methods of analysis for boron be continued. 

(13) That editorial correction in section 2.10(b) of ^‘323.8P^ to ‘*324.03^^ 
line 1 and of ‘^32.38^' to ^^32.40^^ line 2 be made. 

ECONOMIC POISONS 

It is recommended— 

(1) That the method for total chlorine in emulsions containing DDT, 
solvent, emulsifying agent, and water, as recommended by the Associate 
Referee, be adopted as tentative. 

(2) That the methods for DDT be amended as recommended by the 
Associate Referee and retained as tentative. 

(3) That specific methods be sought for the determination of 1080 and 
Antu in rodenticidcs. 

(4) That methods for fluorine and nicotine be discontinued. 

(5) That studies on tetra ethyl pyrophosphate, benzene hexachloride, 
insecticides containing derris or cubd, oil emulsions, and herbicides be 
instituted. 

(6) That the title of the section on Insecticides and Fungicides be 
changed to ^'Economic Poisons.^’ 
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DISINFECTANTS 

No report was received. It is recommended that the work be continued. 

LEATHER AND TANNING MATERIALS 

No report was received. It is recommended that the work be continued. 

PLANTS 

It is recommended— 

(1) That the Associate Referee on copper and cobalt be relieved of the 
assignment as requested. 

(2) That the Associate Referee on carbohydrates be relieved of his 
assignment as requested and the title changed to ‘‘sugar.^' 

(3) That Associate Referees be appointed to study sodium, cellulose 
and lignin, pectin, and starch. 

(4) That the other Associate Referees retain their assignments and 
continue their studies. 

(5) That the studies on boron be continued. 

(6) That the studies on zinc be continued. 

SOILS AND LIMING MATERULS 

It is recommended— 

(1) That studies on the ‘‘combination dithizone-spectrographic 
method^' and on the polarographic procedure for the determination of 
zinc in soils be continued. 

(2) That the study of the determination of copper in soils be continued. 

(3) That tlie utilization of carmin as an indicator in the determination 
of boron content of soils be studied further and that p-nitrobenzeneazo-1, 
8-dihydroxy naphthalene-3, G-disulphonic acid, or “chromotrope-B^' be 
studied as a suitable reagent for the determination of boron in soils. 

(4) That further studies in pH in soils of arid and semi-arid regions 
be based upon soil systems of moisture content representative of an air- 
dry soil. 

(5) That the anal 3 "tical technic previouslj^ proposed for ignition of 
charge and distillation of fluorine therefrom be studied collaboratively. 

(6) That “500” be substituted for “900” (p. 13, section 1.32, line 3). 

(7) That a study be made as to the adequacy of Ca(OH )2 as a fixative 
for fluorine in soil charges of 1 to 1 proportion with calcination at 500 C 
in 5 to 60 minute periods. 

(8) That the direct distillation of unignited soil with H 2 SO 4 at 165°C 
with sequential distillation of an aliquot at 135°C be studied collabora¬ 
tively. 

(9) That the “2 point” titration procedure for the determination of 
exchangeable H in soils be studied further in relation to liming practice. 

(10) That the survey and comparison of methods for the determination 
of phosphorus (a) that fraction in “available” state and (b) the proper- 
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tioDS of organic-morganic forms therein be continued (This Jottmal, 
30,43). 

(11) That the survey and comparisons of methods for the determina¬ 
tion of exchangeable K in soils be continued. (This Journal, 30, 44). 

(12) That the direct titration against bromcresol green (Method II, 
This Journal 30,297 (1947), be adopted as optional for the determination 
of the neutralizing value of blast furnace slags. 

(13) That the tentative procedures in “Liming materials” be annotated 
by the statement “without correction for sulphide content.” 

(14) That the correction for sulphide content be studied further. 

STAimABD SOLUTIONS 

It is recommended— 

(1) That the method for the preparation and standardization of sodium 
thiosulphate solution (43.28) be adopted as official, final action. 

(2) That the method recommended by the National Bureau of Stand¬ 
ards for the standardization of potassium permanganate solution be 
adopted as official, first action, and that it replace the official method ap¬ 
pearing in the sixth edition, Methods of Analysis. 

(3) That the method for the preparation and standardization of bro- 
mide-bromate solutions be adopted as official, first action. 

(4) That the methods for the standardizing of titanium trichloride 
solutions be studied further. 

(5) That the study on buffer solutions be continued. 

(6) That the study of the preparation and standardization of potas¬ 
sium dichromate solutions be continued. 

(7) That the method for the preparation and standardization of thio¬ 
cyanate solutions be adopted as official, final action. 

VITAMINS 

It is recommended— 

(1) That the collaborative procedure for the determination of carotene 
be studied further, with different samples of alfalfa meal and other types 
of food and feed materials. 

(2) That the collaborative procedure as outlined for the determina¬ 
tion of carotene in hays and dried plants be adopted as an alternate tenta¬ 
tive method. 

(3) That the (General Referee consider the question of recommending 
the inclusion of both saturated steam pressure and temperature for sterili¬ 
zing, in view of the disagreement in the U.8. Pharmacopoeia XII and the 
Handbook of Chemistry and Physics (19th Ed.). 

(4) That the thiochrome method for thiamine (36.24-36.28 incl.) be 
made official (first action). 

(5) That further work be conducted on the fiuorometric method for 
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vitamin Bi and that further consideration be given to the present micro- 
biol<^cal method. 

(6) That the method for folic acid be given further study. 

(7) That the other vitamin methods for which there were no reports 
be given further study. 

REPORT OF SUBCOMMITTEE B ON RECOMMENDATIONS 

OF REFEREES* 

By H. J. Fisher (Agricultural Experiment Station, New Haven, 
Coimecticut), Chairman; G. R. Clark, and F. H. Wilet 

NAVAL stores 

No report was received; it is recommended that the subject be con¬ 
tinued. 

RAniOACTIVITT 

No reports were received. It is recommended that studies on various 
methods of measurement of radioactivity be undertaken as Associate 
Referees are available. 

SPBCTROORAPHIC METHODS 

The Referee submitted a report outlining the quantitative technique 
used in his laboratory for the determination of metals and phosphorus in 
plant materials and illustrating the precision that had been obtained. He 
recommends that samples of various types of plant materials be submitted 
to collaborators for analj'sis by their own techniques and that these tech¬ 
niques then be compared as to their relative accuracy. At a later date the 
one technique found to be most promising would be submitted to all 
collaborators for further study. The committee concurs in these recom¬ 
mendations. 

VEGETABLE DRUGS AND THEIR DERIVATIVES 

It is recommended— 

(1) That the study of chemical methods for ergot alkaloids be con¬ 
tinued. 

(2) That the study of methods for determining physostigmine be 
continued, with particular attention being paid to the determination of 
this alkaloid in ointments. 

(3) That the study of the determination of theobromine and pheno- 
barbital in mixtures be continued. 

(4) That the study of the separation of aminopyrine, ephedrine, and 
phenobarbital be continued. 

(5) That the study of the determination of quinine by the Herd and 
other methods be continued. 

, * Thaie reoommeiid»tioiia submitted by Suboommittee B were approved by the Aeaooiation. Unless 
otherwise given all roferenoes are to Method* of Anolysif, A.O.A.C., 1945. 
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(6) That the method proposed by the Associate Referee for the de¬ 
termination of ephedrine be adopted as oflScial (first action) and the sub¬ 
ject closed. 

(7) That the modification of the N. F. VIII method for the determi¬ 
nation of camphor in spirit of camphor proposed by the Associate Referee 
be adopted as official (first action) and also referred to the Committee on 
the National Formulary, and that the subject be closed. 

(8) That the study of chemical methods for penicillin be continued. 

(9) That a study be made of the determination of rutin in tablets. 

(10) That a study be made of the determination of ethyhnorphine 
in syrups. 

SYNTHETIC DRUGS 

It is recommended— 

(1) That study of the determination of methylene blue be continued, 
with particular attention being paid to spectrophotometric methods. 

(2) That the study of methods for the determination of sulfanilamide 
derivatives be reassigned. 

(3) That the method proposed by the Associate Referee for the de¬ 
termination of atabrine (quinacrine hydrochloride) be adopted as official 
(first action) and the topic closed. 

(4) That the distillation and extraction methods for demerol previously 
outlined by the Associate Referee [This Journal^ 28, 712 (1945)] be 
adopted as official (first action) and the subject closed. 

(5) That the study of the determination of propadrine hydrochloride 
be continued. 

(6) That the study of the estimation of carbromal by the determination 
of bromine be continued. 

(7) That the method proposed by the Associate Referee for the de¬ 
termination of dihydrocodeinone be adopted as official (first action) and 
the subject closed. 

(8) That the study of butacaine sulfate be continued. 

(9) That the study of spectrophotometric methods for drugs be con¬ 
tinued. 

(10) That the study of the determination of trichloroethylene be con¬ 
tinued, with particular attention being paid to the Rauscher method for 
chlorine in organic compounds. 

(11) That the method proposed by the Associate Referee for the 
determination of thiouracil in tablets be adopted as official (first action) 
and the propyl derivative of this compound studied next year. 

(12) That the study of methods for the determination of phenol- 
phthalein in chocolate preparations be continued. 

(13) That a study be made of the detection and determination of 
pyribenzamine and benadryl. 

(14) That a study be made of the determination of synthetic estrogens. 
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MISCELLANEOUS DRUGS 

It is recommended— 

(1) That the title of the Associate Refereeship for microchemical tests 
for alkaloids and synthetics be changed to ‘‘Microscopic tests for alka¬ 
loids and synthetics/^ and the subject continued. 

(2) That study of the ethanolamine method for mercury be continued. 

(3) That study of the separation of chlorides, bromides, and iodides 
be reassigned. 

(4) That the Associate Refereeship on organic iodides be discontinued 
and work on this subject be combined with that on the separation of 
the halogens. 

(5) That the method proposed by the Associate Referee for the assay 
of compound ointment of benzoic acid be adopted as official (first action) 
and the topic closed. 

(6) That study of the separation of the alkali metals be continued. 

(7) That study of the determination of glycols and related compounds 
be continued. 

(8) That study of methods for preservative and bacteriostatic agents 
in ampul solutions be continued. 

(9) That study of the determination of phosphorus, calcium, and iron 
in vitamin preparations be continued. 

(10) That the recommendation of the Associate Referee that his pro¬ 
posed modification of the method for total iodine be submitted to collabo¬ 
rative study be approved. 

(11) That the subject of superheated steam in separation of drugs be 
dropped. 

(12) That the study of estrone and estradiol be continued. 

(13) That the study of the chromatographic separation of drugs l)e 
continued. 

(14) That the tentative method for methyl alcohol, sections 39.161- 
39.162, be studied, together with the directions in 16.25, to bring about 
uniformity in these procedures. 

DRUG BIOASSAYS 

No reports were received. Since it appears to be impractical, if not im¬ 
possible, for the Association to obtain qualified collaborators for work of 
this sort, it is recommended that the Refereeship on drug bioassays be 
abolished. 

cosmetics 

It is recommended— 

(1) That the periodate consumption and formic acid titration methods 
proposed by the Associate Referee be made official (first action); and 
study of other cosmetic cream problems be undertaken. 

(2) That the following topics on which no, reports were received be 
continued: 
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Alkalies in cuticle removers 
Hair stnughteners 

Cosmetic powders ^ 

Cosmetic skin lotions 
Deodorants and antiperspirants 
Depilatories 
Hair dyes and rinses 
Mercury salts in cosmetics 

(3) That the Associate Referee’s reconunendation of further study of 
methods for mascara, eyebrow pencils, and eye shadow be approved. 

(4) That the study of the determination of moisture in cosmetics be 
continued. 

(5) That the study of the determination of pyrogallol in the presence 
of henna be continued. 

COAL-TAS COLORS 

(6) That the following topics on which no reports were received be 
continued: 

Acetates, carbonates, halides, and sulfates in certified coal-tar colors 

Buffers and solvents in titanium trichloride titrations 

Ether extract in coal-tar colors 

Identification of certified coal-tar colors 

Unsulfonated phenolic intermediates in coal-tar colors 

Mixtures of coal-tar colors for drug and cosmetic use 

(7) That the following topics on which no reports were received be 
continued and reassigned: 

Halogens in halogenated fluoresceins 

Nonvolatile unsulfonated amine intermediates in coal-tar colors 
Sulfonated amine intermediates in coal-tar colors 
Intermediates derived from phthalic acid 
Sulfonated phenolic intermediates in coal-tar colors 

(8) That the method proposed by the Associate Referee for the de¬ 
termination of aniline in coal-tar colors be adopted as official (first ac¬ 
tion), and that study of the applicability of this method to other volatile 
amines be continued. 

(9) That adoption of the method proposed by the Associate Referee 
for the determination of pure dye in lakes and pigments be deferred until 
the method has been tested on other dyes. 

(10) That study of the following topics be continued as recommended 
by the Associate Referees: 

Spectrophotometric testing of coal-tar colors 
Subsidiary dyes in Dd^C colors 

(11) That the following new topics be studied: 

Lead in coal-tar colors 
Lead in lakes of coal-tar colors 
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Subsidiary dyes in FD&G colors 
Hygroscopic properties of coal-tar colors 


REPORT OF SUBCOMMITTEE C ON RECOMMENDATIONS 

OF REFEREES* 

By Joseph Callaway, U. S. Food and Drug Administration, Wash¬ 
ington, D. C., Chairman; Paul A. Clippord, and A. H. Robertson 

PROCESSED VEGETABLE PRODUCTS 

It is recommended— 

(1) That studies of methods for determining quality factors in canned 
and frozen fruits and vegetables be continued. 

(2) That studies of the determination of a moisture in dried vegetables 
be continued. 

(3) That studies of methods for the estimation of the enzymatic ac¬ 
tivity in frozen fruits and vegetables be continued. 

Pn.L OF CONTAII?ER METHODS 

It is recommended— 

(1) That studies of methods for determining 611 of container for foods, 
drugs, and cosmetics be continued. 

COPPBE AND TEA 

It is recommended— 

(1) That the Referee review the chapter on coffee and tea and make 
recommendations for additional work where this appears desirable. 

COLORING MATTERS IN FOOD 

It is recommended— 

(1) That the method for the detection of small amounts of tartrazine 
in alimentary paste as modiffed by the Associate Referee be made official, 
ffrst action. 

(2) That work be continued on the separation and quantitative de¬ 
termination of tartrazine (FD&C No. 5) and sunset yellow FCF (FDC 
No. 6). 

(3) That investigational work be undertaken to separate and deter¬ 
mine quantitatively FD&C Green No. 2 (Light Green S.F. yellowish), 
FD&C Green No. 3 (Fast Green F.C.F.), and FD&C Blue No. 1 (BrUliant 
Blue F.C.F.). 

(4) That investigational work be undertaken to separate and estimate 
quantitatively FD&C Yellow No. 3 (Yellow A.B.), FD&C YeUow No. 4 
(YeUow O.B.), FD&C Orange No. 2 (Orange S.S.), and FD&C Red No. 
32 (Oil Red X.O.). 


* These reoommendatione submitted by Subcommittee C were approved by the A^ssooiation. Unless 
otherwise given all referenoes are to MMhod$ of Analyna, A.O.A.C.^ 1945. 



50 ASSOCIATION OF OFFICIAL AORICULTUBAL CHEMISTS [Vol. SI, No. 1 


DAISY PRODOCTS 

It is recommended— 

(1) That the Sanders-Sager method for phosphatase in fluid milk and 
cream, in cheddar type cheese, and in soft uncured cheeses, be made offi¬ 
cial, first action. That this test with modification making it applicable to 
other designated types of cheese, ice cream mix, sherbet mix, chocolate- 
flavored milks and skim milks, butter, sweet cream and cultured butter¬ 
milks, fermented milks, goats’ milk, cheese whey, and concentrated 
milks, be adopted as tentative and subjected to collaborative tests; and 
that the present tentative methods for phosphatase (22.43 to 22.57) be 
dropped. 

(2) That studies of methods for the detection of reconstituted milks be 
continued. 

(3) That studies of methods for the detection of chlorine added to milk 
be continued. 

(4) That the rapid screening method for moisture described by the 
Associate Referee be adopted as tentative, and that methods for the 
preparation of samples of various types of cheese, processed cheeses, and 
related products, and methods for the determination of fat in these foods, 
be further studied. 

(5) That studies of methods for determining the acidity of milk be 
continued. 

(6) That the use of mechanical shaking devices and of artificial meth¬ 
ods of cooling suitable for use in the present official method for the pre¬ 
paration of butter samples be studied and that the mechanical stirrer 
method described by the Associate Referee be adopted as tentative. 

(7) That methods for the determination of ash in milk and evaporated 
milk be further studied. 

(8) That the official method (22.146b) for the preparation of samples 
for frozen dessert and other methods for the preparation of samples be 
further studied. 

(9) That an associate referee be appointed to study and make recom¬ 
mendations for methods for the determination of various fruits and other 
characterizing ingredients of ice cream and other frozen desserts. 

(10) That studies be initiated to ascertain whether the present Babcock 
method for fat in milk should be modified when used for determining fat 
in homogenized milk. 

(11) That the Roese-Gottleib method in dairy products be studied. 

(12) That the editorial changes in wording recommended by the 
Referee in section 22.149 (fat in ice cream) be made. 

(13) That there be inserted in sections 22.28 (a), 22.29, and 22.30 di¬ 
rections for converting readings made on Bausch and Lomb instruments 
to corresponding readings on Zeiss instruments, and that a study of these 
sections be continued. 
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(14) That the test for sediment in fluid milk (22.40, 22.41, and 22.42) 
be dropped and that the American Public Health Association method for 
sediment in fluid milk be adopted as tentative and further studied. 

(15) That the editorial changes in the wording of section 22.33 recom¬ 
mended by the Referee be made. 

EGGS AND EGG PRODUCTS 

It is recommended— 

(1) That the method for the determination for added glycerol in liquid 
and frozen eggs, and egg yolks, be further studied. 

(2) That the method for the acidity of the ether extract of dried egg 
and dried egg yolk proposed by Kline and Johnson be further studied, 
utilizing if possible samples of dried egg products of known history. 

MICROANALYTICAL METHODS FOR EXTRANEOUS MATERIALS 
IN FOODS AND DRUGS 

It is recommended— 

(1) That the method for rodent excreta in corn meal (42.32) be made 
official, first action. 

(2) That methods for extraneous matters in fruits be subjected to 
collaborative studies. 

(3) That methods for extraneous matters in drugs be further studied. 

(4) That the changes in wording of section 42.57 (mold in tomato pro¬ 
ducts) providing for adjusting the total solids in the sample by the use of 
the Abbe refractometer, as recommended by the Associate Referee, be 
made. 

(5) That the changes in wording of section 42.11 (manure fragments in 
dair}’' products), recommended by the Referee, be made. 

DECOMPOSITION IN FOODS 

It is recommended— 

(1) That the method described by the Associate Referee for the deter¬ 
mination of indole in shrimp, oysters, and crabmeat be adopted as tenta¬ 
tive and work on other indices of decomposition in these foods be con¬ 
tinued. 

(2) That the method for the determination of galacturonic acid in 
apple products described by the Associate Referee be further studied and 
that substances other than galacturonic acid be investigated as indices 
of the use of rotten apples in the manufacture of apple products. 

(3) That studies be continued on fish and dairy products. 

GELATIN, DESSERT PREPARATIONS, AND MIXES 

It is recommended— 

(1) That changes in the method for the determination of jelly strength 
in gelatin (9.6) recommended by the Associate Referee, be made; and that 
this method as revised and also the method for determination of jelly 
strength in dessert powders (9.12) be subjected to collaborative study. 
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FISH AND OTHBK MABOR FKODOCTS 

It is recommended— 

(1) That the compomtion (rf the substances extracted by ether and by 
mixtures of ether and petroleum ether after the acid hydrolysis of the 
fish be further studied, with the idea of determining whether the material 
extracted is largely fat, before final adoption of this method for the de¬ 
termination of fat in fish. 

(2) That work be continued on selecting a suitable method for deter¬ 
mining total solids in fish, and, if practicable, that such method be sub¬ 
jected to collaborative study. 

OUMS m FOOD 

It is recommended— 

(1) That the method for detection of gums in soft uncured cheeses be 
further studied as to its quantitative application and as to whether it de¬ 
tects the presence of soluble alginates. 

(2) That studies be continued on the detection of gums in cacao pro¬ 
ducts. 

(3) That studies be continued on the detection and determination of 
gelatin gums and other stabilizers in frozen desserts. 

( 4 ) That studies be continued on the detection of gum in mayonnaise, 
French dressing and related salad dressings. 

HEAT ARD HEAT PKODUCTS 

It is recommended— 

(1) That work be continued on the development of methods for the 
determination of soya flour in meat products. 

(2) That work be initiated on the development of a method for the 
determination of nonfat dry milk solids in meat products. 

(3) That studies be made of additional methods for the determination 
of creatin in meat products. 

METALS. OTHER ELEMENTS, AND EESmUES IN FOODS 

It is recommended— 

(1) That methods for the determination of cadmium be further studied. 

(2) Iliat the methods for the determination of copper of Greenleaf, 
and of Bendix and Grabenstetter, be subjected to collaborative study. 

(3) That methods for the determinations for DDT in spray residue 
and canned foods be further studied. 

( 4 ) That methods for the determination for mercury in spray residue 
be further studied. 

(6) That methods for the determination of zinc be further studied. 

MICROBIOLOGICAL METHODS 

It ifl recommended— 

(1) That work be continued on eggs and egg products, sugar, canned 
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vegetables, canned meat products, canned fish, acid canned foods, nuts 
and nut products. 

(2) That methods for the examination of frozen fruits and vegetables 
outlined by the Associate Referee be studied and if practicable be sub¬ 
jected to collaborative study. 

HICltOCHBHICAI. HBTHODS 

It is recommended— 

(1) That the collaborative study of microchemical methods be under¬ 
taken for carbon and hydrogen, and the Dumas and Kjeldahl methods for 
nitrogen. 


HUTS AHD nxrr pkoducts 

It is recommended— 

(1) That methods for the preparation of samples and the determination 
of moisture and fat in nuts and nut products be further studied. 

On,S, FATS, AHD WAXES 

It is recommended— 

(1) That the method for unsaponifiable matter (31.40) be made ofiScial, 
final action. 

(2) That a chromatographic procedime for the purification of the un¬ 
saponifiable matter be studied. 

(3) That the F.A.C. Method for unsaponifiable matter (31.37 to 31.30 
inclusive) be deleted, final action. 

(4) lliat the method for squalene (31.41-^1.43) be made official, final 
action. 

(5) That studies of methods for determining the stability of fats be 
discontinued for the present. 

(6) That studies of methods for the estimation of peanut oil be con¬ 
tinued. 

(7) That studies on methods for the detection and determination of 
antioxidants in fats be continued. 

PRBSBRVATTVBS AHD AETIPICIAL SWEETEHSES 

It is recommended— 

(1) That work on the esters of benzoic acid be continued and if prac¬ 
ticable that methods also be found for the detection and determination of 
esters of vanillic acid. 

(2) That methods for the quantitative determination of saccharin in 
baked goods be further studied. 

(3) That the method for saccharin described by the Associate Referee 
This Journal, 30,492 (1947), be further studied. 

(4) (Hiat the method for estimation for volatile fatty acids in bakery 
products described by the Associate Referee be adopted as tentative and 
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work on this subject continued with the idea of utilizing if possible the 
chromatographic procedure for the separation of propionic acid. 

(5) That the tests for the detection of thiourea in orange juice, de¬ 
scribed by the Associate Referee, be adopted as tentative and work con¬ 
tinued. That the quantitative methods for thiourea in orange juice and 
frozen peaches, described by the Associate Referee, be adopted as tenta¬ 
tive and the work continued. 

(6) That work be continued on methods for the detection and estima¬ 
tion of dulcin in foods. 

(7) That work be initiated on the detection and estimation of the arti¬ 
ficial sweetener having the composition 1-propoxy 2-amino 4-nitroben- 
zene. 

(8) That work be initiated on the detection and determination of 
dichloracetic acid in foods. 

(9) That work be continued on the development of improved methods 
for the detection of formaldehyde in foods and that unnecessary and un¬ 
used methods now carried as official method be recommended for deletion. 

(10) The the method for the determination for monochloracetic acid 
(applicable to carbonated beverages and fruit juice, This Journal, 27,199, 
1944), with the provision as to the use of alternate method of extraction 
recommended by the Associate Referee, be made official, first action; that 
further collaborative work be done on other fruit juices and beverages and 
that the application of this method to other foods be studied; and that 
collaborative work on the indigo and pyridine qualitative tests for mono¬ 
chloracetic acid be continued. 

(11) That the ferricyanide method for quaternary ammonium com¬ 
pounds in commercial preservatives. This Journal, 29, 312 (1946), be 
made oflicial, first action; that the method for the determination of quat¬ 
ernary ammonium compound in table syrup, This Journal, 29, 325 (1946), 
be made official, first action; that the method for the determination of 
quaternary ammonium compound in beverages containing fruit juices. 
This Journal, 29,322 (1946), be made official, first action; that the method 
for the determination of quaternary ammonium compounds in beer. 
This Journal, 29,325 (1946), be made official, first action; and that studies 
be continued of methods for the determination of quaternary ammon¬ 
ium compounds in fruit juices, soda waters, milk, salad dressings, sand¬ 
wich spreads, pickles, relishes, and related products. 

SPICES AND CONDIMENTS 

It is recommended— 

(1) That the method for the determination of caramel in vinegar 
(33.78) be dropped and that studies be made of other tests for caramel, 
such as Mathers test, and the test for caramel in wine (15.39), to deter¬ 
mine their applicability to the detection of caramel in vinegar. 
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(2) That the permanganate oxidation method be applied to a number 
of samples of distilled vinegars of known history in order to ascertain if 
it has value in differentiating this type of vinegar from a dilute acetic acid. 

(3) That the methods for the quantitative determination of free min¬ 
eral acids in vinegar be further studied. 

(4) That studies of the determination of tartaric acid and tartrates 
in vinegar be continued. 

(5) That the method, as recommended by the Associate Referee for 
starch in mayonnaise and salad dressing, be made official, first action, and 
that work be initiated looking toward the adoption, as official, of methods 
for the preparation of samples and determination of total fat in mayon¬ 
naise and salad dressing. 

(6) That the present tentative method for starch in prepared mustard 
and mustard flour, modified as suggested by the Associate Referee, be 
adopted as official, first action. 

(7) That studies be initiated looking toward adoption of a method for 
the determination of ash in prepared mustard. 

(8) That the official method for copper-reducing substances (33.40) 
be dropped, final action. 

(9) That studies be initiated looking toward adoption of a method for 
the determination of sugars in prepared mustard. 

(10) That studies be continued of methods for the determination of 
volatile oils and other pungent principles in prepared mustard and mus¬ 
tard flour. 

(11) That studies be continued for methods for the determination of 
volatile oils in spices. 


REPORT OF SUBCOMMITTEE D ON RECOMMENDATIONS 

OF REFEREES* 

By C. S. Ferguson, State Department of Public Health, Boston, Mass., 
Chairman; Kenneth L. Milstead, and J. Walter Sale 

ALCOHOLIC BEVERAGES 

Malt Beverages^ Brewing Moieriah, and Allied Products: 

It is recommended— 

(1) That the following official (first action) methods for malt be adopted 
as official, final action: Sampling (14.39); Preparation of sample (14.40); 
Bushel weight (14.41); 1,000 Kernel weight (14.45); Moisture in caramel 
malt and black malt (14.52); Diastatic power (14.61). 

(2) That the following official (first action) methods for beer be adopted 
as official, final action: Extract of original wort (14.7); Real degree of 

* These reoommeDdations submitted by Suboommittee D were approved by the Association. Unless 
otherwise given all references are to Mtihods of Anofysts, A.O.A.C., 1945. 
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fermentation or real attentiiation (14.8); Apparent degree of fermenta¬ 
tion or apparent attenuation (14.9); Total acidity—Indicator Titration 
method (14.10); Total Acidity—^potentiometric titration method (14.11); 
H-ion concentraticm (pH)—^Electrometric method (14.12). 

(3) That the following official (first action) methods for hops be adopted 
as official, final action: Sampling (14.80); Ph 3 ^cal examination (14^1); 
Preparation of sample for chemical analysis (14.82); Moisture (14.83); 
Resins (14.84-14.89, inclusive). 

(4) That the following official (first action) methods for brewing sugars 
and 83 Tups be adopted as official, final action:Extract (14.90); Non-extract 
(apparent water) (14.92); Fermentable extract—(b) Rapid Fermentation 
method (14.92); Protein (14.93); Iodine reaction for unconverted starch 
(14.95); Acidity (14.96); H-ion concentration (pH) (14.97); Ash (14.98); 
Total reducing sugars—Munson-Walker general method (14.99). 

(5) That the following official, fiirst action methods for wort be adopted 
as official, final action: Specific gravity (14.103); Original extract or ori¬ 
ginal gravity (14.104); Fermentable extract (14.105); Iodine reaction 
(14.106); Total acidity (14.107); H-ion concentration (pH) (14.108); 
Color (14.109); Protein (14.110); Total reducing sugars (14.111). 

(6) That study of methods for determination of essential oil in hops 
be continued. 

(7) That the study of the tentative method for color {This Journal, 
30,68, 1947), and the photoelectric beer color evaluation, as well as work 
on beer turbidity methods, be continued. 

(8) That the direct (non-ashing) orthophenanthroline method described 
in Proceedings of the Eleventh Annual Meeting of the American Society 
of Brewing Chemists, pages 32 and 37, for the determination of iron in 
beer, be studied collaboratively. 

(9) That study of methods for testing soluble starches used in diastatic 
power determination of malt be discontinued. 

(10) That study of methods for determination of total solids and yeast 
solids be continued in accordance with this year’s report of the Associate 
Referee. 

(11) That the Milos test for caramel, 14.35 be deleted, first action. 

(12) That the Mathers test for caramel, described in this year’s report 
of the Associate Referee on Wine, be studied collaboratively with respect 
to its application to beer. 

(13) That the study of carbon dioxide in beer be continued. 

(14) That the official modified Denig4s’ method for methanol, section 
16.25, be studied together with the directions in 39.161-39.162, to bring 
about uniformity in these procedures. 

Wines: 


It is recommended- 
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(1) That study of the spectrophotometric examination of wines be 
discontinued. 

(2) That chromatographic studies in wines be continued. 

(3) That study of methods for methanol in wines and distilled liquors 
be continued. 

(4) That the official Milos test for caramel (15.38) be deleted (first 
action). 

(5) That the Mathers test, as described in the report of the Associate 
Referee this year, be adopted as official, first action. 

(6) That the tentative confirmatory test for caramel (15.39) be modi¬ 
fied as described in the report of the Associate Referee for this year. 

Distilled Liquors: 

It is recommended— 

(1) That the study of the obscuration method for determining the true 
proof of blended spirits be continued. 

(2) That the study of methods of analysis with reference to the aging 
or maturing of whiskey in laminated (plywood) barrels be continued. 

(3) That method 16.46 (b) be changed as recommended by the Asso¬ 
ciate Referee in this year’s report and that study of cordials and liqueurs 
be continued. 

(4) That the official modified Marsh test and the official Milos test, 
16.39 and 16.41, for caramel, be deleted (first action). 

(5) That the Fulton test for caramel, described in this year’s report 
of the Associate Referee, be adopted as tentative, for distilled liquors and 
for cordials and liqueurs. 

(6) That the Mathers test for caramel, described in this year’s report 
of the Associate Referee, be adopted as official (first action) for Distilled 
Liquors. 

(7) That the Mathers test for caramel, described in this year’s report 
of the Associate Referee, be adopted as official (first action) for cordials 
and liqueurs, and that it be included by reference in the chapter on cor¬ 
dials and liqueurs in 16.60, in place of the modified Marsh test, 16.39, 
and the Milos test, 15.38. 

(8) That an Associate Referee be appointed to study a rapid colori¬ 
metric method for fusel oil. 

(9) That the method for fusel oil, 16.22 (p. 196) be further studied. 

CACAO BEAR ARD ITS PRODUCTS 

It is recommended— 

(1) That the work on lecithin {This Journal, 25, 717) be continued. 

(2) That the work on the determination of maltose and of lactose in 
the presence of other reducing sugars be continued. 

(3) That the method for tannins and pigments in this year’s Referee 
Report, be adopted as tentative. 
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(4) That the three procedures for fat in refractory beverage bases, 
described in this year’s report of the Associate Referee, be further studied. 

(5) That work be continued on the tentative method for pectic acid, 
19.16, with particular reference to milk chocolate. 

CEREAL FOODS 

It is recommended— 

(1) That both procedures proposed by the Associate Referee for the 
determination of phosphorus in cereals and cereal products be adopted as 
official (first action) and that the study be continued. 

(2) That the dry ashing method for iron 20.9~20.12, inclusive, be 
made official, final action, for enriched macaroni products, degerminated, 
bolted, and whole corn meals, and that the study be discontinued. 

(3) T^at the wet ashing method for iron {This Journal, 30, 71, 1947), 
be made official, final action, and that study be discontinued. 

(4) That the studies on determination of starch in raw and cooked ce¬ 
reals be continued. 

(5) That the tentative method for the determination of fat acidity in 
grain, flour, corn meal, and whole w'heat flour (20.18-20.21, inclusive) 
be further studied and also that the relationship of acidity to unsound¬ 
ness be studied. 

(6) That the Associate Referee continue his work reported this year on 
the application of the method for reducing and non-reducing sugars in 
flour 20.28-20.30, inclusive, to the determination of sugars in bread and 
other bakery products, with special consideration to the article on this 
subject published by R. M. Sandstedt and G. C. Fleming {This Journal, 
30, 550-2). 

(7) That the tentative method for benzoyl peroxide in flour, 20.53, be 
continued for rye flour and the title changed to Benzoic Acid in rye flour; 
and that the method proposed by the Associate Referee replace it for wheat 
flour. 

(8) That work be continued on methods for determination of available 
CO* in self-rising flour containing added CaCO*. 

(9) That the method for the determination of lactose in bread {This 
Journal, 24,630) be further studied. 

(10) That the determination of milk fat in bread, 20.86, be further 
studied. 

(11) That the methods for the determination of proteolytic activity of 
flour be continued. 

(12) (a) That the method for moisture in soy flour, 20.77, may be 
changed to read—“Moisture— see 20.2 or 20.4, with the exception that 
a 5 g sample be dried 130° for 2 hours.” (b) That the method for ash, 
20.78, be changed to read—“Ash— see 27.9.” (c) That the method for 
nitrogen, 20.79, be changed to read—“Proceed as directed under 2.26, 
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using 10 g K2SO4, or NajSOi and 0.7 g of HgO or its equivalent in Hg, with 
the additional option of using sodium alizarin sulfonate.'^ (d) The the 
method for oil, 20.82, be changed to read ^^See 31.07 except that ca 2 g 
full-fat flour or 5 g low or defatted soy flour be extracted for 5 hours^' 
and that the study be continued on these methods. 

(13) That studies be made on the detection and determination of soy 
bean flour in cereal products. 

(14) That the method proposed by the Associate Referee for deter¬ 
mination of the amount of added inorganic material in phosphated and 
self-rising flour be further studied. 

(15) That the method referred to in This Journal 25, 83-4, for the de¬ 
termination of unsaponifiable matter and sterols in noodles be studied to 
determine their applicability to other foods containing eggs. 

(16) That studies of methods for the determination of albumin in 
noodles and other farinaceous egg-containing products be continued. 

(17) That the method for the determination of total solids, 20.84(b), 
for raisin bread and bread containing raisins and fruits (official, first 
action. This Journal, 30, 72,1947) be adopted as official, final action, and 
that study on the determination of moisture, fat, crude fiber, ash, and 
protein in bakery products be continued. 

(18) Tiiat the study on the determination of moisture in all flour-like 
products containing sodium bicarbonate as one of its constituents be 
continued. 

(19) That the study on the determination of bromates in flour be con¬ 
tinued along the lines suggested in this yearns report of the Associate 
Referee. 

(20) That the study on the determination of apparent viscosity meas¬ 
urements of flour be discontinued. 

BAKING POWDER 

It is recommended— 

(1) That the present official method for determination of residual car¬ 
bon dioxide in baking powders be deleted (final action under suspension 
of the rules), for the following reasons: 

(a) The wording and description of the method is susceptible to too 
many interpretations. 

(b) The manner of heating and treating the sample does not yield a 
true residual because all of the available CO 2 is not driven off. 

(c) The method is not applicable to all types of baking powder, par¬ 
ticularly the pyrophosphate types. 

(2) That the modified Quartermaster Corps method as described in 
the report of the Associate Referee this year, be adopted as a tentative 
method, adding the words ^'or electricity^^ after the phrase “The bath 
should be heated with gas.’’ 
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(3) That the modified Q.M.C. method referred to in recommendation 

(2) be subjected to further study wherein the single evaporation to dryness 
is carried out in a moisture oven instead of on a water bath and at tem¬ 
peratures ranging from 70 to 100°C. 

(4) That the modified Q.M.C. method referred to in recommendation 
(2) also be studied using a neutral saturated sodium chloride solution as a 
medium instead of distilled water. 

(5) That the expression “or subtract 17.8 from 17.6” in method 17.9, 
available carbon dioxide—ofiGicial, be deleted, first action, and that the 
tentative available CO* be determined by subtraction of the tentative 
residual COi from the total COi, ofiScial 17.6. 

(6) That an investigation be made on modifying the present A.O.A.C. 
gravimetric method, 17.2 and 17.3, by changing from HtS04 and KOH 
absorption bulbs to the use of “Caroxite” or “Ascarite and Anhydrone.” 

FLAVORS AND HOH-ALCOHOUC BBVERAGBS 

It is recommended— 

(1) That the collaborative study of the reflux method for determination 
of peel oil in citrus fruit juices and the use of the modified oil separation 
trap be continued. 

(2) That collaborative work be continued on the method for deter¬ 
mination of beta-lonone where small amounts are present. 

(3) That collaborative studies on the Ripper method for determina¬ 
tion of aldehydes in spirts as applied to lemon oils and extracts be con¬ 
tinued. 

(4) That collaborative studies of the methods proposed by the Referee 
for determination of esters in lemon extract be continued. 

(5) That collaborative studies on the Seeker-Kirby Method for deter¬ 
mination of esters in lemon and orange oils (Dept, of Agri. Bull. 241) be 
continued. 

(6) That collaborative studies of extract methods containing both iso¬ 
propyl alcohol and acetone be continued. 

(7) That collaborative study of the photometric method for determina¬ 
tion of vanillin and coumarin be continued. 

(8) That work be continued on the determination of glycerol, vanillin, 
and coumarin in vanilla and imitation vanilla extracts with special refer¬ 
ence to the automatic extraction of vanillin and coumarin. 

(9) That the study of emulsion flavors be continued. 

,(10) That studies on maple concentrates and imitations be continued. 

(11) That study of the method for determination of diacetyl, published 
in This Journal, 25,255, be continued. 

(12) That section 25.2 be changed to read as follows: 

‘‘ 25.2 Alcohol-Official—Proceed as directed in 16.6 or 16.7 but measure the sam¬ 
ple used at 15.66‘’C. in a pycnometer (see pages 192-3) calibrated at that tempera¬ 
ture." 
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(13) That the Referee study collaboratively the modification of 25.23 
as given in his report. 

(14) That the Referee study collaboratively the modification of 25.54 
as given in his report. 

(15) That 25.64 be changed to read as follows; 

“25.04 Alcohol-Official—Proceed as directed in 16.6 (b). 

FBUiTS Ain> FKinr products 

It is recommended— 

(1) That study of methods for determining fruit and sugar content of 
frozen dessert fruits be continued. 

(2) That further collaborative study be made of the method for elec¬ 
trometric titration of acidity. 

(3) lhat further study be made of methods of separating and deter¬ 
mining fruit acids. 

(4) That the study of methods for the determination of water insoluble 
solids be continued. 

SUGARS AND SUGAR PRODUCTS 

It is recommended— 

(1) That the Java method (This Journal, 29, 242) for unfermented re¬ 
ducing substances in molasses be adopted as tentative, and that work be 
continued. 

(2) That the study for the determination of moisture be continued. 

(3) That study be continued on tables of density of sucrose solution at 
various temperatures. 

(4) That the Zerban and Martin values for refractive indices of dextrose 
and invert sugar solutions (This Journal, 27, 295) be subjected to col¬ 
laborative study. 

(5) That the study of the applicability of electro-deposition to the di¬ 
rect quantitative determination of dextrin in honey and honeydew honey 
be discontinued. 

(6) That the study of the characteristic properties of dextrine of 
honey and honeydew honey be discontinued. 

(7) That the official method for the determination of free acid in honey, 
34.99, be studied collaboratively with a view to establishing the end point 
more accurately. 

(8) That study be made of methods for the detection of adulter¬ 
ants in honey, particularly commercial syrups. 

(9) That collaborative study of the method described in last year’s 
report of the Associate Referee, for the determination of resinous glaze in 
confectionery be continued, with special reference to large amounts of lac. 

(10) That study be continued on the determination of dextrose, mal¬ 
tose, and dextrins, by copper reduction methods in pure sugar mixtures. 

(11) That the tentative methods, 34.133-44.155, inclusive, be subjected 
to collaborative study. 
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(12) That the procedures in N.B.S. Circular C440, pp. 324-334, for 
measurement of transmission of solutions of commercial sugar products, 
be considered with a view to their future adoption as tentative methods. 

(13) That the Somogyi Modification (J. Biol. Chem., V. 160, p. 61,1945) 
of the tentative micro method for reducing sugars (34.63) be studied. 

(14) That changes in accordance with the International Sugar Scale 
be adopted as official, final (special action) in sections 34.18 and 34.19. 

WATERS, BRINE, AND SALT 

It is recommended— 

(1) That studies of methods for the determination of borate be con¬ 
tinued. 

(2) That methods for determination of fluoride in salt be studied col- 
laboratively. 


REPORT OF A.O.A.C. REPRESENTATIVES ON THE BOARD OF 
GOVERNORS OF THE CROP PROTECTION INSTITUTE 
OF THE NATIONAL RESEARCH COUNCIL 

The Crop Protection Institute congratulates the A.O.A.C. on its record 
of 61 years of very worth-while accomplishments, and sends greetings and 
best wishes for a continuation of the successful and fine record of the past 
and may the future have still better things in store for your useful organ¬ 
ization. 

The Board of Governors of the Crop Protection Institute continues to 
hold at least two meetings a year to discuss the progress of projects and 
consider new projects. The various project committees are always work¬ 
ing and the Chairman of Board is perpetually active. 

In the early years of the Institute, the work was largely with inorganic 
compounds. In recent years the material to be tested for crop protection 
are largely synthetic organic compounds. The progress which has been 
made in many fields are marvels of efficiency and in directions which were 
undreamed of a few years ago. Great progress has been made in develop¬ 
ing organic insecticides and fungicides which are harmless to man and 
animals. Sprays have been developed which will prevent fruit from drop¬ 
ping from the trees. Much has been accomplished in developing weed 
killers with selective characters. So now lawns can be freed of objection¬ 
able weeds without injury to the grass. Much work has been done and 
much accomplished in protecting man and animals from objectionable and 
disease carrying insects and plants. 

While much progress has been made in developing synthetic organic 
products for the control of objectionable plants, insects, and animals, 
though this field is in its infancy it offers a great opportunity for the re¬ 
search worker. Hiis Association should encourage its members to promote 
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this field of research and cooperate whenever possible with the entomolo¬ 
gist, botanist, and pathologic in solving their problems. 

The Crop Protection Institute has about the same number of projects 
under way as in former years. The numbers of people or firms who come to 
the Institute for help and research are increasing. The Institute continues 
the policy of cooperating with State experiment stations and imiversity 
laboratories whenever possible. There is no doubt but that commercial 
industries need and appreciate having a neutral agency like the Crop 
Protection Institute to assist them in developing and testing their pro¬ 
ducts. 

We recommend that A.O.A.C. continue its active cooperation with the 
crop Protection Institute and direct its way such commercial work, of a 
more or less private character, as it is prepared to handle. 

H. J. Pattebbon 
W. H. MacIntibb 


REPORT OF COMMITTEE ON CLASSIFICATION 
OF METHODS 

Your Committee has made a careful survey of all methods in the 1946, 
Edition of the Association’s “Methods of Analysis.” 

Those methods clearly designated “Ofiicial” need no comment, other 
than to wge that any methods which have been for some time in the 
“First Action” status should be promptly adopted as Official, Final Ac¬ 
tion. If doubt has arisen as to their merit, referees should resolve such 
doubt at once by directing further collaborative study, looking toward 
either final adoption or deletion, as the findings dictate. 

There are a few chapters in the “Methods of Analyas” which use the 
footnote device: “All methods are tentative unless otherwise designated.” 
It is urged that this ambiguous device be abandoned. Each individual 
method should be plainly tagged; and incidentally, such a procedure would 
use up no additional space. 

As to those methods designated “Tentative” (and those which now bear 
no designation), these seem to fall into the following broad groups: 

(1) Those which could, and we feel should, be made official with or 
without further collaborative study, as the findings justify. 

(2) Those which have been thought, we believe erroneously, to be, 
from their very natiue, incapable of collaborative study. 

(3) Those which are frankly for the purpose of making rough approxi¬ 
mations rather than precise measurements. 

(4) Those which are clearly obsolete. 

A brief discussion of these four classes follows: 

(1) No worthy method should be saddled with the term “Tentative,” 
if by worthy we mean producing reliable results in capable hands. Any 
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method found unworthy of official adoption should, we believe, be drop¬ 
ped rather than continued as tentative; and referees should reach a de¬ 
cision as promply as possible. Pending such decision on methods not 
palpably unworthy or obsolete, the methods should be designated “Pend¬ 
ing Official” or the equivalent. Such methods may be regarded as interim 
methods to be made official for inclusion in the revision of “Methods of 
Analysis” which follows their adoption. If found unworthy they should 
be dropped. It is not intended that the Book include methods in the “pend¬ 
ing official” status. 

(2) We believe that any method of analysis that is of proven useful¬ 
ness is, almost by definition, capable of collaborative study. Take as an 
illustration the methods for the isolation of filth from foods in Chapter 42. 
These, we believe, could and should be studied collaboratively, not as 
methods of measurement which they are not, but rather as to whether 
they do or do not cleanly isolate the filth from the food itself. In such a 
study the collaborator would report a method as “satisfactory” if no food 
remained with the filth to obscure it. Satisfactory methods of isolation 
should then be adopted as official. We believe that other purely isolational 
methods could be handled in the same way. 

(3) This class of methods serves the sole purpose of indicating to the 
analyst whether he needs to go through the longer and more accurate 
procedure, or whether he has no further regulatory or research interest 
in the sample. We believe that such methods should not be designated as 
either official or tentative, but rather called just what they are: “screen¬ 
ing methods.” Whatever the name, it should be uniformly used by all 
referees. 

(4) The obsolete methods need little comment. The sooner they are 
deleted the better, for their omission will give the “Methods of Analysis” 
badly needed elbow room. Any doubt on the question should be promptly 
resolved by collaborative studies instigated by the referee. 

By way of final comment, there is need for making a clear-cut distinc¬ 
tion among (1) “Sampling Methods,” which we feel should be rigidly 
restricted to the selection, from the “lot,” of unit packages (or material, 
in the case of bulk shipments) for further attention; (2) “Drawing the 
Sample,” which is concerned with exactly how the inspector breaks into 
the units selected, and withdraws, consolidates, and packs the sample so 
withdrawn; and (3) “Preparation of Sample,” which describes just how 
the analyst treats it in order to make it homogeneous, before he weighs 
out the analytical charge. We recommend that referees adopt this plan 
of nomenclature, making any necessary changes in present headings. 

A brief discussion of these three classes of sampling and subsampling 
follows: 

(1) There are numerous treatises on the art of sampling in this re- 
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stricted sense of the word. It is enough to say that each individual task 
is always unique in some respect, and that therefore only the very broad¬ 
est principles can be formulated for any given material. It is our view that 
all “methods” of this character should be deleted as at once too broad and 
(when “official”) too restrictive. 

(2) These, on the other hand, do have a place in the “Methods of 
Analysis,” but we believe no such method should be retained unless the 
procedure has stood the test of collaboration, and then it should promptly 
be adopted as “official.” Such collaboration needs to be wisely and care¬ 
fully planned in advance, so that the experiment will, to the extent pos¬ 
sible, isolate the sampling variations from the analytical ones. If, as seems 
improbable, a method is so abstract or abstruse as to make a collaboration 
impossible, it should be deleted. 

(3) These methods are pretty well subject to the comment under (2), 
and little need be added here. It must be remembered that the choice is 
between a resort to some general language (such as “stir until homogene¬ 
ous”), in which case the preparation is left entirely to the judgment of 
the analyst; and a set of directions for stirring, shaking, grinding, sieving, 
etc., which he must perforce follow. Which course to take in any specific 
case should be a matter of deep, and somewhat philosophical, reflection 
on the part of the responsible referee. The first course would call for no 
formal method of sample preparation at all; the second would call for a 
rigid “official” procedure. 

We might point out certain headings that are somewhat difficult to 
classify, e.g. “Preliminary Examination,” “Physical Examination,” 
“Macroscopic Examination.” In the main these deal with broad generali¬ 
zations, directions, and the like. Perhaps referees should re-examine 
these as to their value, and then either delete them or give them some gen¬ 
eral heading, such as “General Suggestions” which would take them en¬ 
tirely outside the “Methods” classification. 

In this connection, and also in connection with the above discussion 
on the entire process of sampling and sub-sampling, it might be wise to 
include a statement analogous to the first two parenthetical sentences in 
Chapter 1. These are: “(In view of the variability of soils, it seems im¬ 
possible to devise an entirely satisfactory method for sampling. It is ob¬ 
vious that details of procedure should be determined by the purpose for 
which the sample is taken.)” 

To sum up, your Committee makes the following recommendations to 
the Association: 

To chart a course (including any necessary changes in the Constitution 
and By-laws) which, by the time the next edition of Methods of Analysis 
is issued, will have accomplished the following objectives: 

(1) The complete deletion of all so-called “tentative” analytical and 
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Bampling procedures which are palpably obsolete or unworthy. 

(2) Adoption as “official” of such currently “tentative” procedures as 
are found worthy. 

(3) The designation as “pending official” of those tentative methods 
not covered by (1), pending further study by the appropriate referee. 

(4) Adoption as “official final action” of all those methods long desig¬ 
nated as “official first action” which are found worthy of such adoption. 

(6) Adoption of useful methods of the “screening” type, under a suit¬ 
able heading which will not include either of the terms “tentative” or 
“official.” 

■ (6) The possible adoption of a heading, again without the words 
“official” or “tentative,” to cover any useful suggestions as to physical, 
preliirdnary, or macroscopic examination, or as to handling and storage 
of the inspector’s or analyst’s sample. 

W. B. White, Chairman 
K. D. Jacob 
W. F. Reindollar 

REPORT OF THE SECRETARY-TREASURER 
By Henry A. Lepper 

The meeting of the executive committee was held on Sunday, October 
19, 1947, at 10 s.m., in the Green Room of the Shoreham Hotel. All 
members were present and ex-president J. W. Sale served as the addi¬ 
tional member in the absence of Dr. Ross. The audit of the firm of Snyder, 
Farr, and Company was presented and accepted. 

ASSOCIATION OF OFFICIAL AGRICULTURAL 
CHEMISTS, INC. 

BALANCE SHEET—SEPTEMBER 30, 1947 


ASSETS 

Current Assets: 

Cash, Lincoln National Bank. S23,091.40 

Office cash fund. 61.12 $23,152.52 

Accounts receivable. $ 4,038.42 

Less reserve for doubtful accounts. 163.90 3,874.52 

Accrued interest receivable, Gk)vernment bonds. 250.00 

Inventories. 5,057.87 

Total Current Assets . $32,334.91 

Investments . 42,319.00 

Total AsseU . $74,653.91 
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uabujtibs and subplus 


Current lAdbUitiee: 

Accounts payable. I 2,245.16 

Surplus; 

Balance, October 1,1946. S61,344.53 

Add net profit, year ended September 30, 1047, 11,064.22 

Balance, September 30, 1947. 72,408.75 

Total Liabilities and Surplus . $74,653.01 


A vacancy on the Committee on Recommendations of Referees, due to 
the change in position of C. S. Ladd, no longer eligible to active member¬ 
ship, was filled by appointment of A. H. Robertson. The present chair¬ 
man of the committee, W. F. Reindollar, was reappointed. The vacancy 
occurring on the editorial committee of The Journal, was filled by the 
appointment of J. B. Smith. Because of the practically complete sale of 
the 9,000 copies of the sixth edition of Methods of Analysis, the Secretary 
was instructed to negotiate the publication of an additional 1,000 or 
2,000 copies, if the rate of sale indicates a sufficient demand therefore be¬ 
tween now and the contemplated issue of the seventh edition in 1950. 
Authority for the purchase of an addressing machine and an adding 
machine for the business office was granted. The Secretary was instructed 
to arrange with other associations engaged in establishing methods of an¬ 
alysis involving the same topics as those of our Association a means if pos¬ 
sible whereby uniformity in direction could be adopted by both, using the 
present harmonious relationship with the American Public Health Asso¬ 
ciation as a guide. 

Approved. 

REPORT OF COMMITTEE ON NECROLOGY 
Andrew Lincoln Winton 

Dr. Winton was bom at Westport, Connecticut, January 26, 1864, 
and died October 17, 1946. After attending high school at Bridgeport, 
Connecticut, he graduated in 1884 from Sheffield Scientific School of Yale 
University with the degree of Ph.B. After graduation he became a member 
of the staff on the Connecticut Agricultural Experiment Station where he 
began his work on vegetable histology. Winton’s first attendance at the 
Association Meetings was in 1891 at which time he presented a paper on 
the Determination of Potash. He was president of this Association in 
1898. His interest in our Association continued to the end .when only nine 
days before his death he wrote, “I have been looking ahead to the A.O.A.C. 
Meeting.” 
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Henbt E. Babnard 

Dr. Barnard was bom November 14,1874, in Dumbarton, New Hamp¬ 
shire. He graduated from the University of New Hampshire in 1899. He 
received two honorary degrees, Ph.D. from Hanover College in 1913 and 
Sc.D. from New Hampshire in 1928. In 1901 he organized the New 
Hampshire State Laboratory of Hygiene and in 1905 performed the same 
duty for Indiana. He drafted the first food and drug law to be adopted 
after the passage of the Federal Law. He served as Federal Food Admin¬ 
istrator during World War I and organized the Com Industries Research 
Foundation and the National Farm Chermurgic Council during World 
War II, in both of which he was director. Dr. Barnard was principal Em- 
plo 5 Tnent Specialist in Chemistry for National Personnel of Scientific and 
Specialized Personnel. He was active in the American Chemical Society, 
serving as a director from 1917 to 1920. He died December 31, 1946, in 
Indianapolis, Indiana, after an illness of five months. 

Andrew L. Felker 

Andrew L. Felker, New Hampshire’s beloved Commissioner of Agri¬ 
culture, died suddenly October 17, 1946, at the home of his son, Louis K. 
Felker at Laconia at the age of 77. He died at the end of a hard days work 
in the interest of his fellow farmers. He was born in Barrington July 6, 
1869, and was appointed the first Commissioner of Agriculture for New 
Hampshire on January 10, 1914. At that time he had little help while 
today it requires 28 full time employees to handle the department. He 
organized and administered control and eradication of all diseases of live 
stock and poultry, laws controlling sale of seeds, feeds, fertilizers, insecti¬ 
cides and fungicides; dairy plant inspection; insect and plant disease 
disease control; apiary inspection and seed potato certification, and had 
the interest of all farmers in the State and was quick to establish laws for 
their benefit. He was the oldest commissioner of agriculture in the United 
States in years of continuous service, held the honorary degree of LL.D. 
and was active in many organizations. His place will be difficult to fill. 

Charles Albert Browne 

On February 3,1947, Dr. Browne died in Washington, D.C., at the age 
of 76 years. His obituary published in the August 15,1947, number of the 
Journal is an appreciation of his life and work and need not be repeated 
here. Suffice it to say that he achieved high rank in his chosen field, agri¬ 
cultural chemistry, particularly the chemistry of sugars, and withal was 
a charming scholar and gentleman. He was a warm supporter of this 
Association, serving as its president in 1925. He attended the meeting 
last fall and enjoyed to the full the contact with his many friends. In his 
passing we have all suffered loss. 
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William Horace Ross 

Dr. Ross was born on December 27, 1875 at River John, Nova Scotia, 
Canada, and died on May 16, 1947. His work on agricultural chemistry, 
started in Arizona in 1907 and continued after 1912 in the U. S. Depart¬ 
ment of Agriculture until his retirement in 1945, has been extremely 
fruitful. He has made many contributions to the development of methods 
for fertilizer analysis and has had a strong influence on the methods adopt¬ 
ed by this Association. His work is more fully described in his obituary 
which appeared in the August 15,1947, number of this Journal. The Presi¬ 
dent’s address, given at the October 1946 meeting of this Association, 
showed his broad understanding of the factors involving soil fertility and 
productivity. His counsel in the Association will be seriously missed. 

Bernard A. Linden 

Born on December 17, 1893, in New York City, he died on March 9, 
1947. Mr. Linden joined the staff of the Bureau of Chemistry in 1914 as a 
laboratory helper. He studied bacteriology and other biological sciences 
at Emerson Institute and George Washington University night schools 
and was promoted to the professional service in 1925. In his long career 
as a food bacteriologist he combined a high degree of technical skill and in¬ 
vestigational ability in his work, notably on decomposition of fishery 
products, sanitation in food packing plants, and in the field of food poison¬ 
ing. At the time of his death he was serving as supervising analyst in the 
Bacteriological Section, Division of Microbiology. 

L. S. Walker, Chairman 
W. B. White 
E. L. Griffin 


REPORT OF THE COMMITTEE ON NOMINATIONS 

President : G. H. Marsh, Director Chemistry Division, Montgomery, Ala. 

Vice-President: L. S. Walker, Agricultural Experiment Station, Bur¬ 
lington, Vt. 

Secrelary-Treasurer Emeritus: W. W. Skinner, Kensington, Md. 

Secretary-Treasurer: Henry A. Lepper, Food and Drug Administration, 
Washington, D. C. 

Additional Members of the Executive Committee: W. A. Queen, Wash¬ 
ington, D. C.: H. A. Halvorson, State Chemist, St. Paul, Minn.; W. B. 
White, Washington, D. C.; J. 0. Clarke, Food and Drug Administration, 
Chicago, Ill. 

W. H. MacIntire, Chaimum 
Frank H. Wiley 
Leslie E. Bopst 

Approved. 
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REPORT OF COMMITTEE ON RESOLUTIONS 

Whereas, the officers of our Association have capably and efficiently 
performed their duties during the past year and have planned and carried 
through successfully this the 61st meeting at the close of the 63rd year of 
our organization, therefore, be it 

Resoloed, that we express our appreciation and thanks to President 
J. O. Clarke, Vice-president George H. Marsh, Secretary-Treasurer 
Henry A. Lepper, and other members of the Executive Committee, for 
unselfish and able service rendered. 

Whereas, the progress of the work of this Association depends so much 
upon the effectiveness of the services of our Referees and Associate 
Referees, therefore, be it 

Resolved, that the Association extend this expression of genuine appre¬ 
ciation to these workers who have given so generously of their time and 
efforts toward the accomplishment of the aims of this organization. 

Whereas, the registration at the present meeting reveals the presence of 
representatives of State and Federal agencies and institutions in all parts 
of the Nation, and from Canada, therefore, be it 

Resolved, that we hereby express our thanks to those agencies respon¬ 
sible for making possible the attendance of so many representatives; Be 
it further 

Resolved, that the Secretary express to the management of The Shore- 
ham Hotel the thanks of our Association for making available rooms and 
other facilities suitable for the successful conduct of the meeting. 

Guy G. Fbaet, Chairman 
E. M. Nelson 
J. J. Taylor 

Approved. 


CHANGES IN OFFICIAL AND TENTATIVE METHODS 
OF ANALYSIS MADE AT THE SIXTY-FIRST ANNUAL 
MEETING, OCTOBER 20, 21, AND 22, 1947* 

The changes in the methods of the Association recorded below become 
effective March 17, 1948, as provided in section 8 of the by-laws, thirty 
days from the date of publication of this Report, Feb. 15,1948. 

1. soas 

(1) The tentative method for fluorine, section 1.32 (p. 13), line 3, was 
changed by substituting “500” for “900.” 

2. FERTILIZERS 

(1) The official method for sampling, section 2.1 (p. 20), was changed 


* UolMt otbenriae given ell referenoee in thk report ere to Usthods of Analysis, A.O*A,C„ 1045. 
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by substituting “20” for the first “10” in line 7 and by addition of the 
following sentences between “bags” and “Thoroly” in line 7: 

sampling a bulk lot of fertilizer, draw not less than 20 cores from different 
regions of the lot. In sampling fertilizer in small containers (10 lbs or less) a single 
package may constitute a sample for the lot.’’ 

The whole section, as revised, was adopted as official, first action. 

(2) The official volumetric method for phosphoric acid was changed, 
and the method as revised was adopted as official, first action, by— 

(a) substituting “324.03’* for “323.81” line 1 and “32.40” for 
“32.38” line 2, in section 2.10(b); 

(b) deleting “and dilute to 200 ml with H 2 O” from section 2.11 (p. 23) 
and designating the section as “(a)”; 

(c) by adding to section 2.11 the following: 

**(b) Not applicable in preparation of solna by sulfuric acid digestion. —Proceed 
as directed under 2.8 (a), (b), or (c), preferably (a) when these acids are a suitable 
solvent, to point where acid digestion of sample is completed. Add 25 ml of 10% 
BaCls so In to the hot digestate, boil ca 2 min, and continue as directed under 2.8.” 

(d) adding to section 2.12(a) (p. 23) the following as the first sentence: 
“Prepare soln of sample as directed under 2.11(a).” 

(e) deleting the phrase, in section 2.12(b) first line, “Not applicable to 
superphosphates and other fertilizers that contain sulfates (5),” and add¬ 
ing the following as the first sentence: “Prepare soln of sample as directed 
tmder 2.11(b).” 

(f) adding to section 2.12 a new paragraph, as follows: 

”(c) Not applicable to superphosphates and other fertilisers that contain sulfate or 
to solns prepared with the aid of sulfuric acid. (5).—Prepare soln of sample as directed 
under 2.11(a). Proceed as directed under (b).” 

(3) The official method for potash was changed and the method as 
revised was adopted as official, first action, by substituting “95%” 
for “80%” in section 2.40(d), (p. 31), line 1, and section 2.42 (p. 32)‘ 
lines 12 and 15. 


3. AGRICULTURAL LIMING MATERIALS 

(1) The following method was adopted as tentative for neutralizing 
value of blast furnace slag. 

Blast Furnace Slags. —Weigh 0.5 gram charge ground to pass 80-mesh sieve and 
transfer into a 250 ml Erlenmeyer flask. Wash down with small portions of water 
and introduce 35 ml of 0.5 N HCl while swirling. Heat to a gentle boil over Bunsen 
burner, agitating the suspension continuously until the bulk of the sample has dis¬ 
solved. Maintain the boUing for 5 min.; cool to room temperature; then dilute with 
COi-free HsO to about 150 ml and add 1 ml of 30% HtOiand 3 drops of a 1% soln 
of Bromcresol green. (Methyl red indicator, 4 drops of a 2% soln, may be substi¬ 
tuted for Bromcresol green with some advantage in visibility of end point. This 
indicator is very unstable, however, and requires renewal of buffer soln every few 
days.) Back titrate with 0.5 N NaOH, adding the first 15 ml rapidly and continue titra¬ 
tion dropwise, contents of stoppered flask being agitated vigorously after each addi- 
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tion until the indicator tint matches or slightly oversteps that of a pH 6,2 phthalate 
buffer soln of like volume and indicator concentration after agitation for 2~3 seconds. 

(2) The tentative procedures, section 3.3, p. 42, and the one above are 
to be annotated by the statement ‘‘without correction for sulphite con¬ 
tent/^ 

4. COSMETICS 

The following method was adopted as official, first action: 

OLTCBROL IN VANISHING CREAM 
BEAQENT8 

Potassium periodate. —.02 M. Dissolve 4.6 grams of C. P. KIO 4 in ca 500 ml of 
hot water. Dilute to about 900 ml with water, cool to room temperature, and make 
to 1 liter. 

Sodium hydroxide. —0.02 N. (See 43.5 or 43.6) 

Bromcresol purple indicator. —Dissolve 0.1 gm of indicator in 100 ml of alcohol. 

Propylene glycol. —A pure product containing no free acidity or liberating acidic 
substances on oxidation is desirable. A product B.P. 85-86®C/10 mm is suitable. 

DETERMINATION 

Isolation of glycerol. —Place 2 to 10 gm of sample in a separatory funnel, add 
25-50 ml of water, acidify slightly with dilute HjSOi (10 gm/100 ml), and extract 
with successive portions of chloroform. Usually 4-5 portions of chloroform, each ca 
36 ml, are sufficient to remove aU chloroform soluble material. Wash the combined 
chloroform extract with 10 ml of water. Filter the aqueous solution and wash water 
through a cotton plug to remove droplets of chloroform, and receive filtrate in a 
250 ml volumetric flask. Add 3 drops of bromcresol purple indicator to the filtrate 
and neutralize with carbonate free alkali (0.1 N NaOH is satisfactory) making the 
final adjustment with the .02 N NaOH. Dilute almost to the mark with water, and 
if necessary, add more alkali so as to maintain a light but definite purple color in the 
solution, and then complete the dilution to the mark. 

Periodate oxidation. —Transfer an aliquot of the neutral soln preferably con¬ 
taining 30-40 mg of glycerol to a 100 ml volumetric flask and add 50 ml of .02 M 
KIO 4 . Make to mark with water and allow to stand ca 1 hour. (Test for excess perio¬ 
date which must be present in the oxidation mixture by adding NaHCOi and KI 
to a test portion; if excess is present, iodine will be liberated.) 

Formic Acid Titration. —(Applicable in absence of substances yielding acid on 
periodate oxidation.) Transfer a 50 ml aliquot of the oxidized mixture to a titration 
flask, add 10 drops of propylene glycol (ca 0.5 ml), mix well, wash down the sides of 
the flask wdth water and allow to stand for 10 min. Add 3 drops of bromcresol purple 
indicator and titrate with 0.02 N NaOH to a light purple end point. 

1 ml 0.02 N NaOH = 1.84 mg glycerol 

5. ENZYMES 

No additions, deletions, or other changes. 

6. INSECTICIDES AND FUNGICIDES 

(1) The following method was adopted as tentative. 

TOTAL CHLORIDE IN EMULSIONS CONTAINING DDT, SOLVENT, 
EMULSIFYING AGENT, AND WATER 

Weigh a quantity of well-mixed sample containing about 0,75 g of DDT in a 



1948] 


CHANGES IN METHODS OP ANALYSIS 


73 


tared weighing bottle. Wash into a 100-ml volumetric flask and make to volume with 
99% isopropanoL Transfer a 10-ml aliquot to a 250-500 ml standard tai>ered Er- 
lenmeyer flask. Place on a steam bath, and expel the isopropanol and water in a cur¬ 
rent of air. Remove last traces of solvent and water from the cooled flask. If drops of 
water still remain, add 10 ml of isopropyl alcohol and repeat the evaporation. Pro¬ 
ceed as directed in method (6) This Journal^ 30, 65 (1947), line 2, beginning “Add 
25 ml of 99% isopropanol. . . “ 

(2) The tentative method for DDT by total chlorine, This Journal, 30, 
64 (1947), was changed by deleting from the first ‘‘and,’’ line 2, and ending 
with “and,” line 6, and substituting therefor “add 10 ml thiophene-free 
benzene, dissolve the sample, make to volume with 99% isopropanol. 
Transfer a 25 ml aliquot to a 250-5(K) ml standard tapered Erlenmeyer 
flask. Add.. 

(3) The tentative method for total chlorine in dusting mixtures con¬ 
taining DDT in absence of organic matter. This Journal, 30, 64 (1947), 
was changed by deleting beginning with “From” line 3, p. 65, through 
“bath” line 4, and substituting therefor: 

“Evaporate on steam bath until most of the benzene is removed. It is not desir¬ 
able to evaporate to dryness, as DDT may decompose with loss of hydrochloric acid. 
Add 25 ml of 99% isopropanol and 2.5 g of metallic sodium in the form of ribbon or 
cut in small pieces and shake flask to mix sample with the alcohol. Proceed as in (1) 
This Journal, 30, 64 (1947) beginning “Connect the flask.“ 

(4) The tentative method for total chlorine in dusting mixtures contain¬ 
ing DDT in presence of organic matter such as coloring matter, plant 
resins, etc.. This Journal, 30, 65 (1947), was changed by deleting beginning 
with “Proceed” line 7, through “water. . .’’line 8, and substituting there¬ 
for: 

“Evaporate on steam bath until most of the benzene is removed. It is not desir¬ 
able to evaporate to dryness, as DDT may decompose with loss of hydrochloric 
acid. Add 25 ml of 99% isopropanol and add 2.5 g of metallic sodium in form of 
ribbon or cut in small pieces, and shake flask to mix the sample with the alcohol. 
Connect to a reflux condenser and boil gently for at least J hour. Shake flask occa¬ 
sionally. Eliminate excess metallic sodium by cautiously adding 10 ml of 50% iso¬ 
propanol through the condenser at the rate of 1-2 drops per second. Boil for an addi¬ 
tional 10 min., then add 60 ml of H 2 O.” 

(5) The tentative method for total chlorine in mineral oil sprays con¬ 
taining DDT in the absence of organic matter (plant extractives material, 
organic thiocyanate) was changed by deletion beginning with “From,” 
line 2, through “isopropanol,” line 3, and substituting “Add 25 ml of 99% 
isopropanol and 2.5 g of metallic sodium and proceed as in (1) This 
Journal, 30, p. 64 (1947), beginning “in the form of ribbon.” 

(6) The tentative method for p, p' DDT, section 6.152 (p. 86), was 
changed by deleting beginning “Reflux” line 3, through the second “Add,” 
line 4, and substituting therefor “Place in a water bath at 25® for 35- 
60 min, add 10 ml of H 2 O and add ...” 

(7) The title of chapter 6 was changed to “Economic Poisons.” 
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7. CAUSTIC POISONS 

No additionSi deletions, or other changes. 

8. NAVAL STORES 

No additions, deletions, or other changes. 

9. GELATIN, DESSERT PREPARATIONS, AND MIXES 

(1) The tentative method for jelly strength section 9.6 (p. 104), was 
deleted. 

(2) The following method was adopted as tentative. 

JELLY STRENGTH 

'*To 7,6 g of sample add from pipet, with stirring, 105 ml of water at 10® to 16®C* 
Let stand for one hour and then bring to 62® in 15 min. by placing in a water bath 
regulated at 65®; the sample may be swirled several times to aid solution. Finally 
mix by inversion, let stand 15 min. and place in a water bath at 10® controlled at ±0.1®. 
Chill for 17 hours. Determine jelly strength on Bloom Gelometer (2)® adjusted for a 
4 mm depression and to deliver 200 gms shot/6 seconds (±5 gms), using the 
plummet.” 

10. LEATHERS 

No additions, deletions, or other changes. 

n. TANNING MATERIALS 

No additions, deletions, or other changes. 

12. PLANTS 

No additions, deletions, or other changes. 

13. BEVERAGES (NON-ALCOHOLIC) AND CONCENTRATES 

No additions, deletions, or other changes. 

14. MALT BEVERAGES, SIRUPS, AND EXTRACTS, 

AND BREWING MATERIALS 

(1) The following details for alcohol by immersion refractometer, 
Methods of Anolysis, 5th ed.. Chapter XIV, section 5(c), were omitted 
from the 6th edition and should appear under section 14.5 (p.l51) as (c), 
and are as follows: 

(c) By immersion refraciometer ,—Verify the percentage of alcohol as deter¬ 
mined under (a) or (b) by ascertaining the immersion refractometer reading of the 
distillate and obtaining the corresponding percentage of alcohol from Tables 44.24 
and 44.25.” 

(2) The following official, first action {This Journal, 30, 67 (1947)) 
methods for malt were made official, final action: 

Sampling, section 14.39 (p. 158). 

Preparation of sample, section 14.40 (p. 159). 

Bushel weight, section 14.41 (p. 159). 

1,000 kernel weight, section 14.45 (p. 160). 

* Referenoe number refers to the selected references, Methods of Analysis, 6th Ed., p. 106. 
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Moisture in caramel malt and black malt, section 14.52 (p. 161). 

Diastatic power, section 14.61 (p. 166). 

(3) The following official, first action (This Journal^ 30, 67 (1947)) 
methods for beer were adopted as official, final action: 

Extract of original wort, section 14.7 (p. 151). 

Real degree of fermentation or real attentuation, section 14.8 (p. 152). 

Apparent degree of fermentation or apparent attenuation, section 14.9 (p. 152). 
Total acidity—Indicator Titration Method, section 14.10 (p. 152). 

Total acidity—Potentiometric Titration Method, section 14.11 (p. 152). 

H4on concentration (pH)-Electrometric Method, section 14.12 (p. 153). 

(4) The following official, first action (This Journal, 30, 67 (1947)) 
methods for hops were adopted as official, final action: 

Sampling, section 14.80 (p. 170). 

Physical examination, section 14.81 (p. 170). 

Preparation of sample for chemical analysis, section 14.82 (p. 171). 

Moisture, section 14.83 (p. 172). 

Resins, section 14.84-14.89, inclusive (p. 172). 

(5) The following official, first action (This Journal, 30, 67 (1947)) 
methods for brewing sugars and sirups were adopted as official, final 
action: 

Extract, section 14.90 (p. 174). 

Non-extract (apparent water), section 14.91 (p. 174). 

Fermentable extract (b) rapid fermentation method, section 14.92 (p. 174). 
Protein, section 14.93 (p. 175). 

Iodine reaction for unconverted starch, section 14.95 (p. 175). 

Acidity, section 14.96 (p. 175). 

H-ion concentration (pH), section 14.97 (p. 176). 

Ash, section 14.98 (p. 176). 

Total reducing sugars, Munson-Walker method, section 14.99 (p. 176). 

(6) The following official, first action (This Journal, 30, 67 (1947)) 
methods for wort were adopted as official, final action: 

Specific gravity, section 14.103 (p. 176). 

Original extract or original gravity, section 14.104 (p. 176). 

Fermentable extract, section 14.105 (p. 176). 

Iodine reaction, section 14.106 (p. 177). 

Total acidity, section 14.107 (p. 177). 

H-ion concentration (pH), section 14.108 (p. 177). 

Color, section 14.109 (p. 177). 

Protein, section 14.110 (p. 177). 

Total reducing sugars, section 14.111 (p. 177). 

(7) The official Milos test for caramel, 14.35 (p. 158) was deleted, first 
action. 


15. WINES 

(1) The official Milos test for caramel, section 15.38 (p. 188), was deleted, 
first action. 

(2) The following method was adopted as official, first action: 
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CARAMBL 
Mathers Test 

Preliminary ,—Before applying the following tests, the sample to be analyzed 
should be filtered through ordinary laboratory filter paper in order to remove sus¬ 
pended particles and sediment. The sediment or particles could also be eliminated 
by centrifuging. Use the clear portion for analysis. 

Mather^8 Test ,—To 10 ml of the above filtered wine or spirits previously intro¬ 
duced into a Babcock cream bottle or any convenient small centrifuge bottle, add 1 
ml of pectin soln (made by dissolving 1 g of pectin in 75 ml of water and adding 25 
ml of alcohol for preserving it. Shake well before using.) Add to the material to be 
tested in the centrifuge bottle about 3 drops of concentrated HCl and fill bottle 
with alcohol (ca 60 ml or more). Shake well and centrifuge for 5 min. or more and 
decant carefully the supernatant liquid off of the gelatinous residue. Dissolve the 
residue in the bottle by adding 10 ml water and shaking well. To this residue dis¬ 
solved in water add about 3 drops of concentrated HCl and 50 ml or more of al¬ 
cohol; shake well and again centrifuge. Repeat this process until the upper alcoholic 
layer is quite clear and colorless. After the final decantation of the water-white 
supernatent alcohol, the gelatinous residue is dissolved in 10 ml of hot water. A clear 
brown soln indicates caramel coloring. To further confirm caramel, add 1 ml of the 
following reagent (made by dissolving 1 g of 2,4-di-nitro-phenyl-hydrazine in 7.5 
ml of cone, sulphuric acid and bringing the volume up to 75 ml with 95% ethyl 
alcohol; kept in a glass-stoppered bottle in which it will stay clear and stable for 
several months) to the residue dissolved in the 10 ml of hot water. Stand the bottle 
in a beaker of boiling water for 30 min. In the presence of substantial quantities of 
caramel a precipitate forms almost at once. Smaller amounts show as a precipitate 
before the 30 min. are up. Even the smallest amount of caramel will show a precipi¬ 
tate under the conditions described, but if the analysis has been conducted as de¬ 
scribed above, no precipitate will appear if caramel is absent. In order to be sure a 
precipitate has formed, pour the hot test soln from the bottle on a small filter paper 
and wash any residue with hot water. A reddish brown precipitate wdll be clearly 
seen on the filter. This precipitate, although amorphous, is quite characteristic and 
will always be the same if caramel is present. A low-power microscope affords a fine 
examination of the precipitate. If caramel is found to be present by the above test, 
check the sample as follow^s: 

Confirmatory Test 

Place 10 ml of wine or spirits in a small centrifuge bottle (Babcock cream bottle), 
approximately neutralize with 2% KOII soln, add 2 ml of 5% ZnCb soln, and 2 ml 
of 2% KOH soln. Shake thoroughly and centrifuge for about 5 or more min. 
Decant the supernatent liquid carefully from the residue and add hot or boiling 
water. Shake thoroughly to w’ash precipitate, centrifuge, and again wash with hot 
water. Repeat this process until the upper aqueous water layer is quite colorless. 
Any amount of hot water may be used. To this well-washed residue add 50 ml or 
more of 85% alcohol containing 0.5% HCl. Shake well and centrifuge and decant 
off the upper liquid from any residue that remains below. If caramel is present a 
thin brown layer will be at the bottom of the centrifuge bottle. Add another portion 
of 85% alcohol containing 0.6% HCl, and again centrifuge. Repeat this process 
until the upper supernatant liquid is quite clear and colorless. To facilitate this 
washing of the caramel or any residue, the centrifuge bottle containing the 85% 
alcohol with 0.5% IICl may be dipped for a few min in the beaker of boiling w^ater. 
After the final washing with acid alcohol and decanting off the alcoholic wash liquid, 
the residue, if any is present, is dissolved in 10 ml of water. A brown solution indi- 
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cates caramel. To this brown soln, add 1 ml of the 2,4-di-nitro-phenyl-hydrazine 
reagent in the manner described above. If no precipitate appears after 30 min., no 
caramel is present. If the precipitate is difficult to see in the orange-colored test soln, 
pour it on the filter paper immediately after the 30 min boiling, and a 30 min 
cooling period is over. 

(3) The directions of the tentative confirmatory tests for caramel, 
section 15.39 (p. 189) were changed by— 

(a) Deleting the last sentence of paragraph 1 beginning ‘Tf there .. 
and paragraphs 2, 3, 4 and 5; 

(b) substituting therefor the following— 

To the brown solution in the Babcock or other test bottle add 1 ml of 2,4-dini- 
tro-phenyl-hydrazine reagent and place bottle in beaker of boiling water and heat 
the bottle and its contents therein for 30 min, turn off the heat and allow the bottle 
to cool with the water for 30 min and examine; a brown precipitate confirms the 
presence of caramel. 

16. DISTILLED LIQUORS 

(1) The official modified Marsh test for caramel, section 16.39 (p. 302), 
was deleted, first action. 

(2) The following test was adopted as tentative for distilled liquors and 
for cordials and liqueurs: 

CARAMEL 
Fulton Teat 

REAGENTS 

(a) Acetone reagent —Acetone, 500 ml; amyl alcohol, 200 ml; ethyl acetate, 200 
ml; syrupy H|P 04 , 50 ml; water, 50 ml. 

(b) Sodium di-hydrogen phosphate, —NaH 2 P 04 , 25 g; water, 100 ml, 

DETERMINATION 

To ca 5 ml of spirits add 10 ml of the acetone reagent and 3 ml of the NaHjP 04 
soln, shake and let stand. Color in the lower layer indicates caramel, 

(3) The official Milos test for caramel, section 16.41 (p. 202) was 
deleted, first action. 

(4) The tentative method for alcohol by volume, section 16.46(b) 
(p. 203), was changed by adding “except calibrate pycnometer at 15.56“ 
and measure sample at that temperature." 

(5) The Mathers test for caramel, see (2) and (3) under IS, Wines, 
above, was adopted for distilled liquors and for cordials and liqueurs, as 
official, first action. 

(6) The tentative method for caramel, section 16.60 (p. 204), was 
changed to drop reference to sections 16.39 and 16.41. 

17. BAKING POWDERS AND BAKING CHEMICALS 

The official gasometric method for residual carbon dioxide, section 
17.8 (p. 210), was deleted, first action. 

(2) The following method was adopted as tentative: 
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RBSmUAL CARBON DIOZIDB IN BAKING POWDERS 
OASOMETBZC METHOD 

Place 1.7 g of baking powder in a clean, dry, 250 ml, wide-mouthed sohxlet 
extraction flask (flask A 17.5). Add 20 ml distilled water. Put flask on the coper of a 
water bath (single or multiple) in which boiling water is kept at a constant level 
of 2 inches below top of bath. The water in the bath should be boiling vigorously all 
through the determination and bath heated with gas or electricity. The opening in 
the cover of bath into which flask is set must be 3 inches in diameter. This prevents 
the flask from touching water, keeping it at a definite distance above. Evaporate 
contents of flask until there is no visible evidence of moisture in residue or inside 
surface of flask. If set-up is functioning properly, sample should be completely dry 
in 1} to 2 hours. Leave the flask on water bath for 2 hours. Add 10 ml of distilled 
water and let stand until flask is at room temperature (ca 1 hour). 

Determine carbon dioxide with Chittick apparatus as in 17.5, using correction 
factors in section 44.30. Shake the flask vigorously until further shaking produces 
no increment in the reading. 

(3) The official method for available carbon dioxide, section 17.9 (p.210) 
was changed, first action, deleting “17.8 from 17.6'' and substituting 
“the result from the tentative gasometric method from 17.6" 

18. COFFEE AND TEA 

No additions, deletions, or other changes. 

19. CACAO BEAN AND ITS PRODUCTS 

The following method was adopted as tentative. 

TANNINS AND PIGMENTS 
DETERMINATION 

Place 25 g of sweetened products (such as milk chocolate, light sweet chocolate, 
skim, buttermilk, or malted milk chocolate) in a 250 ml centrifuge bottle. Extract 
three times with 100 ml of ether, shaking well, centrifuging, and decanting each time. 
Expel most of the residual ether by passing a moderate current of air through the 
bottle for ca 10-15 min. Add 40 ml of water, measured closely by graduate, to the 
bottle, stopper, and shake well for a minute or more to thoroughly disperse the con¬ 
tents of the bottle. Now add 40 ml of 1% sodium oxalate soln and again shake well. 
(If no milk solids are present, 80 ml of water can be used instead of the water and 
sodium oxalate.) 

Place the bottle in the centrifuge and whirl for 10 min. or more at about 1800 
r.p.m. Remove and decant the supernatant liquid into a 125 ml separatory funnel. 
Again add 20 ml of 0.5% sodium oxalate (equal volumes water and 1 % Na oxalate) 
to the centrifuge bottle, shake well, and centrifuge as before. 

Place 55 ml of absolute alcohol, 60 ml of acetone, and 130 ml of ethyl ether (all 
measured by graduate) in a 500 ml Erlenmeyer flask. Add also 28-30 g of salt (NaCl) 
and 1 ml of glacial acetic acid. Add the contents of the separatory funnel gradually 
in a small stream (requiring about 5 min time) to the contents of the flask while 
shaking the latter with vigorous rotation. Close the stopcock on the funnel and pour 
in the liquid of the second extraction from the centrifuge bottle. Shake funnel to 
rinse and add this extract also in a similar manner (shaking) to the contents of Er¬ 
lenmeyer flask. Reserve the contents of the centrifuge bottle for further treatment. 
Stopper and shake the Erlenmeyer and if it contains a milk protein precipitate, pour 
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the contents of the flask into centrifuge bottles, rinse flask with a wash of mixed 
ether, alcohol, and acetone in proportions used above. Centrifuge 10 min. and care¬ 
fully decant the liquids into a 500 ml separatory funnel, retaining the precipitate in 
the bottles. 

Einse the bottles with about 30 ml of the wash of the three mixed solvents, 
pour out the contents of bottle on a Bflchner funnel containing a Whatman No. 54 
filter paper, and filter with suction. Add filtrate to contents of 500 ml separatory 
funnel. Draw off the lower layer and filter the top remaining layer through a plug of 
cotton into an 800 ml beaker. Wash funnel once with mixed solvent. 

Measure 125 ml of absolute alcohol in a graduate. Add a portion of it to the bot¬ 
tle containing the residue reserved above. Stopper and shake well to disperse the 
residue and transfer it to a 300 ml Erlenmeyer flask, using all the alcohol. Add 2 ml 
cone. HCl to the flask, place on the steam bath, heat to the boiling point and 1 
minute longer. Remove and filter on a 7-cm BQchner funnel using a CS&S No. 589 
blue ribbon paper. Rinse the flask and wash the filter with 20 ml of absolute alcohol 
and with 25 ml of acetone. 

Transfer the alcoholic filtrate quantitatively to the 800 ml beaker containing the 
previous extract. Evaporate the extracts on an electric hot plate to about 200 ml, 
add 75 ml of water, and continue boiling to about 75 ml. Add more water (40-50 
ml) and continue boiling until all alcohol is driven off, adding water again if neces¬ 
sary. Transfer the liquid and any sediment quantitatively to a 250 ml beaker and 
boil down to ca 35 ml. Cool and pour the contents into a 50 ml graduate and note 
volume. Decant into a 200-250 ml flask and rinse beaker and graduate with small 
portions of water sufficient to make the total volume to 50 ml. Transfer any residue 
to the flask. Add 4 ml cone. HCl and 10 ml of 40% formaldehyde soln (Stiasny^s 
reagent) to the contents of flask. Place the flask under a condenser and reflux for 30 
min. Cool to room temperature and filter off the precipitate on a tared gooch cru¬ 
cible. Transfer the precipitate and wash with two 15 ml portions of wash soln (5 
ml cone. HCl and 10 ml 40% formaldehyde added to each 100 ml H 2 O). Then wash 
once with 10 ml of water. Dry the precipitate in the oven at 100®C., cool, and weigh. 
Obtain weight and per cent of precipitated tannins and pigments. 

20. CEREAL FOODS 

(1) The following methods were adopted as official, first action. 

PHOSPHORUS IN CEREALS AND CEREAL PRODUCTS 
REAGENTS 

Mg{NOt)t soln ,—Dissolve 8 g MgO in HNOa(l 4 - 1)1 avoiding excess of the acid; 
add a little MgO in excess, boil, filter from the excess MgO, FcaOt, etc, and dilute to 
100 ml. 

Molybdate soln ,—^section 2.7 (a), p. 21. 

DETERMINATION 

(a) Transfer 1.0 g of sample to a size #3 porcelain casserole (140 ml capacity), 
add 3 ml Mg(NOi)i soln, mix well, using a small glass rod, clean off the rod with a 
small piece of filter paper and place in the casserole. Drive off most of the moisture 
by drying in the oven at lOO^C for about 2 hours, transfer to a cold muflie and ignite 
at 550®C until a white or gray ash is obtained (about 8-8 hours). Cool, cover with 
watch glass, take up with 10 ml HCl ( 1 4-4), add 5 ml cone. HCl, rinse off watch 
glass, and evaporate to dryness on steam bath, add 5 ml cone. HCl and 50 ml H 3 O, 
heat 15 min on the steam bath, filter into 100 ml volumetric flask, cool and make to 
volume. Pipet 50 ml into 300 ml Erlenmeyer flask, neutralize to litmus with NH 4 OH, 
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make just faintly acid with HNOs, dilute to 75-100 ml, add ca 15 g NH 4 NO 8 , and 
proceed under section 2 . 12 , p. 23, beginning ^*add sufficient molybdate soln to insure 
complete precipitation . . . ” or 

Transfer 5.0 g of sample to a size No. 000 porcelain evaporating dish (35 ml 
capacity), mix well with 0.5 g Na 2 C 08 , ash at 550®C until gray ash, cool, cover with 
watch glass, take up with 2 ml HCl (1 +4), add 5 ml cone. HCl, rinse off watch glass, 
evaporate to dryness, add 5 ml cone. HCl and 10 ml H 2 O and heat about 10 min on 
steam bath, filter into 100 ml volumetric flask, cool, make to volume. Pipet 10 ml 
aliquot in 300 ml Erlenmeyer flask and proceed as above beginning ^'neutralize to 
litmus with NH 4 OH . . . '^ Report results as % P. 

(2) The official dry ashing method for iron, sections 20.9-20.12 (pp. 
238-239), was adopted as official, final action, for enriched macaroni 
products, degerminated, bolted, and whole corn meals. 

(3) The wet ashing method for iron, This Journaly 30, 71 (1947), was 
made official, final action. 

(4) The tentative method for benzoyl peroxide bleach in flour, section 
20.53 (p. 253), was deleted as applied to wheat flour but retained as 
applicable to rye flour and the title changed to Benzoic Acid in Rye Flour. 

(6) The following method was adopted as tentative: 

BENZOIC ACm IN WHEAT FLOUR 

Place 50 g of flour in (preferably) glass-stoppered flask, add 30-40 glass beads 
(about 6 mm diam.), 0.1 g powdered iron, 100 ml ether or isopropyl ether. Allow to 
stand a few min. shake with a rotary motion and add slowly (preferably dropwise) 
2.5 ml HCl from a Mohr pipet. Allow to stand overnight. Shake well with rotary 
motion, allow the flour to settle a few minutes, and decant through a BUchner 
funnel (100 mm) fitted with filter paper moistened with ether into a 500 ml suction 
flask. Add 50 ml ether, shake, and allow to settle a few minutes, decant as before, 
repeat twice more, transferring the whole contents to the funnel following the last 
addition. Transfer through a large funnel into a 250 ml separatory funnel, add 20 
ml 5% NaHC08 soln, mix without too much vigorous shaking, and draw off the lower 
clear layer into a 125 ml Erlenmeyer flask, repeat with two more 20 ml portions of 
5% NaHCOs. Add to this soln 0.3 g decolorizing C (Nuchaw W), shake and filter 
(11 or 12.5 cm 589 white ribbon, S&S) into 125 ml Erlenmeyer flask, wash flask and 
filter with about 20-25 ml H 2 O, add 2.0 ml H 2 SO 4 (1+1) dropwise to avoid foaming 
out of the flask. (The soln should be definitely acid to litmus paper.) Transfer to a 
125 ml separatory funnel, rinse out the flask with 12 ml ether and add to the funnel, 
shake gently with frequent release of pressure due to ether and CO 2 . (During first 
extraction with ether, it is preferable to release pressure after each shake to avoid 
possibility of loss.) Repeat with two more 12 ml extractions with ether. Rinse out 
the flask each time with the ether. After each extraction draw off the aqueous soln 
into the same 125 ml Erlenmeyer flask and transfer the ether to a Pyrex test tube 
(about 50 ml capacity, 25 mm diam. and 150 ml length) and add 2 ml 10% NaOH. 
Hold top of tube firmly against the hand and shake vigorously, insert a piece of cop¬ 
per wire (1 mm diam. X200 mm) into the tube, evaporate the ether very slowly on 
the steam bath. Remove copper wire. Place the tubes into a beaker of boiling water 
and evaporate nearly to dryness, add 0.5 ml 30% H 2 O 2 , followed by another 0.5 ml 
as soon as the foam condition permits. Continue evaporation until there is no ap¬ 
parent moisture in the tube. (The introduction of a gentle air blast into the tube 
hastens the evaporation.) Add from Mohr pipet 4 ml of (1+1) mixture of H 2 SO 4 
and fuming nitric acid, taking care to have it wash down the sides of the tube, heat 



CHANGES IN METHODS OP ANALYSTS 


81 


194S] 

20 min. in a gently boiling water bath, immediately cool under tap, add 6 ml water 
while continuing to cool. Then slowly add 16 ml cone. NH 4 OH with continuous 
shaking under the tap to keep soln cool. Add 2 ml of 6% hydroxylamine hydrochlo¬ 
ride soln, stir, place in 65® water bath 6-6 min, stirring occasionally. Cool under tap, 
filter into similar tube and observe color of filtrate. Red or definitely pink color in¬ 
dicates the presence of benzoic acid. In case the color is not definite enough to indi¬ 
cate the presence of benzoic acid in a light bleach flour, repeat the analysis as above, 
except use 100 g flour, 200 ml ether, and 5 ml HCl. 

Quantitative determination. —Transfer soln (within 30 min) to a 2 in. glass cell 
and read in neutral wedge photometer, using No. 51 filter or in other equally precise 
instrument at wave length 510 m^. Standardize the instrument by placing in test 
tubes 0.4, 0.8, 1.0, and 1.2 mg benzoic in acetone soln (0.5 mg to 1 ml), adding 2 ml 
10% NaOH, shaking to mix well and proceeding as above beginning ''place the tubes 
into a beaker of boiling water.” Report results in p.p.m. of benzoic acid. 

(6) The tentative method for soybean flour, sections 20.77-20.79, and 
20.82, were changed to read as follows: 

20.77 Moisture, "see 20.2 or 20.4, with the exception that a 5 g sample be dried 
at 130® for 2 hours. 

20.78 Ash, "see 27.9.” 

29.79 Nitrogen, "Proceed as directed under 2.26 using 10 g K 2 SO 4 or Na 2 S 04 
and 0.7 g Ilg or its equivalent in Hg with the option of using sodium alizarin sul¬ 
fonate.” 

20.82 Oil or Petroleum Benzine Extract, "see 31.07 except that ca 2 g full fat soy 
flour or 5 g low defatted flour be extracted for 5 hours.” 

(7) The method for total solids in entire loaf of bread (raisin bread and 
bread containing raisins and fruits) section 20.84(b), p. 261, oflfleial, 
first action. This Journal 30, 72 (1947), was adopted as oflfleial, final 
action. 

21. COLORING MATTERS 

(1) The following method was adopted as official, first action: 

Intermediates 

ANILINE 

REAGENTS 

Sodium nitrite soln. —Dissolve 79 g of NaNOj in 1 liter of water. 

Sulfamic acid soln. —Dissolve 97 g of NllallSOj in 1 liter of water. 

Coupling soln. —In a 500 ml wide-mouthed flask dissolve 0.1 g of l-(4 sulfo- 
phenyl) 3-methy 1-5-pyrazolone in 2 ml of ca 2.5 N NaOH soln and add 50 ml of 
H 2 O and 10 grams of trisodium citrate. Cool to 10°C or below and hold at that temp, 
until used. This reagent must be freshly prepared for each determination. 

DETERMINATION 

Place 10 g of the dye, 200 ml of IIiO, and 5 g of trisodiura citrate in a 500 ml 
round bottom flask equipped with a standard-taper neck. Connect the flask to a 
condenser with a suitable connecting tube. Distill 100 ml into a 100-ml graduated 
cylinder containing 1 ml of cone. HCl. Regulate the rate of distillation to require 
ca 1 hour.^ 

^ In the distillation of aniline from water insoluble colors, varying amounts of foaming and entrainment 
are encountered; in such oases, a trap may be used. The presence of a few particles of water insoluble color 
in the distillate, however, does not affect the results. 
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Place the distillate in a 500 ml Erlenmayer flask (washing out the graduate into 
the flask with a few ml of water), cool in ice to below lO^C and add 1 ml of the 
NaNOs soln. Mix well and let stand in the ice bath for 30 min. Then add 2 ml of 
the sulfamic acid soln, mix well, wash down the sides of the flask with a little H 3 O 
cooled in ice. Let stand in ice 2 to 3 min, then pour into the flask containing the 
coupling soln. 

Let stand at least one hour, heat on a steam bath for i hour, then heat to boiling 
and titrate the yellow color with 0.1 JV TiCU. A 1 % coin of FD&C Green No. 2 
may be used as an indicator; in this case, a correction for indicator blank must be 
made. 1 ml of 0.1 N TiClt nO.0023 grams aniline. 

(2) The tentative method for tartrazine, section 20.125 (p. 268), was 
changed by substituting '^0.1 for '^1 mP' in 3rd line from end, and 
adopted as oflicial, first action. 

22 . DAIRY PRODUCTS 

(1) The following method was adopted as oflScial, first action, for 
fluid milk and cream, cheddar type cheese, and soft uncured cheeses, and 
as tentative for other types of cheese, ice cream mix, sherbet mix, choco¬ 
late-flavored milks and skim milk, butter, sweet-cream and cultured 
buttermilks, fermented milks, goats^ milk, cheese whey, and concen¬ 
trated milks. 


PHOSPHATASE TEST FOR PASTEURIZATION 
REAGENTS 

1 , Buffers: 

a. Barium horate-hydroxide buffer .—Dissolve 25.0 g of C. P. barium hydroxide 
[Ba(OH )2 -SHaO—fresh, not deteriorated] in distilled water and dilute to 500 ml. 
In another flask or cylinder dissolve 11.0 g of C. P. boric acid (HsBO*) and dilute 
to 500 ml. Warm each to 60®C, mix the two together, stir, cool to approximately 
20®C, filter, and stopper the filtrate tightly (pH 10.6). 

The buffer thus prepared is designated as the 25-11 buffer, the figures indicating 
the grams per liter of each of the respective reagents. Modifications in the quantities 
of these two reagents, necessary in preparing the appropriate buffers for testing vari¬ 
ous products, are indicated in Tables 1 and 2 . 

b. Color development buffer .—Dissolve 6.0 g of sodium metaborate (NaBO*)' 
and 20 g of sodium chloride in water and dilute to 1 liter with water (pH 9.8). 

c. Color dilution buffer .—Dilute 100 ml of color development buffer 1 -b to 1 liter 
with water. 

d. Standard borax buffer, 0.01-molar, for checking pH meter, pH 9.18 at 25®C.* 
Dissolve 0.9603 g of pure borax (Bureau of Standards Sample 187) in distilled water 
(distilled recently or freshly boiled and cooled) and dilute to 250 ml. Keep stoppered 
tightly. 

2. Buffer substrates: 

a. For evaluating pasteurization .—Dissolve 0.10 g of phenol-free crystalline diso¬ 
dium phenyl phosphate’ in 100 ml. of the appropriate (Tables 1 and 2) barium bor¬ 
ate-hydroxide buffer 1 -a. 


N.y. 


N.Y. 


1 Obtainable from Amend Drug and Chemical Company, Ino., 117 East 24th Street, New York 10 

s All pH Talues reported herein were determined at 25^ C or corrected to that temperature. 

* Obtainable, relatively pure, from Applied Research Institute, 2 East 23rd Street, New York 10, 
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b. For quanUtative reaultB with raw milk and raw^mUk products, —Dissolve 0.20 
g of the phenol-free crystalline disodium phenyl phosphate in 100 ml of the appro¬ 
priate (Tables 1 and 2) barium borate-hydroxide buffer 1-a. 

3. Protein precipitants: 

a. Zinc^copper precipitant for milk. Dissolve 3.0 g of zinc sulfate (ZnS 04 *7ll%0) 
and 0,6 g of copper sulfate (CuSOi* 6HiO) in water and dilute to 100 ml with water. 
The precipitant thus prepared is designated as the 3.(M).6 precipitant. 

b. Zinc^pper precipitant for unripened cheese. Dissolve 6.0 g of zinc sulfate and 
0.1 g of copper sulfate in water and dilute to 100 ml with water. This precipitant is 
designated as the 6.0-0.1 precipitant. 

c. Zinc precipitant for ripened cheese and for butter. Dissolve 6.0 g of zinc sulfate 
in water and dilute to 100 ml with water. This precipitant is designated as the 6.0 
precipitant. 

The quantities of the respective reagents to use in preparing the precipitants for 
testing other products, not mentioned under “Protein precipitants" above, are indi¬ 
cated in Tables 1 and 2. 

4. BQC or B,6-dibromoquinonechloroimine solution (Gibbs* reagent) —Dissolve 
40 mg of BQO powder in 10 ml of absolute ethyl or methyl alcohol and transfer to 
a dark-colored dropper bottle. This reagent remains stable for at least a month if 
kept in the ice tray of a refrigerator. Do not use it after it begins to turn brown. 

5. Other reagents: 

a. Copper sulfate^ 0,05 percent^ for standards, —Dissolve 0.05 g of copper sulfate 
in water and dilute to 100 ml. 

b. Butyl alcohol. —Specify n-butyl alcohol, boiling point 116-118®C. To adjust 
the pH, mix 50 ml of the color development buffer 1-b with a liter of the alcohol. 

6. Phenol standards: 

a. Stock soln, —Weigh accurately 1.0 g of pure phenol, transfer to a liter volu¬ 
metric flask, dilute to a liter with water, and mix. One ml contains 1 mg of phenol. 
Use this stock soln to prepare standard solns. It is stable for several months in the 
refrigerator. 

b. Preparation of standards. —Dilute 10.0 ml of the stock soln 6-a to a liter with 
water, and mix. One ml contains 10 micrograms (0.00001 g; 10 mmg, or 10 units) 
of phenol. Use this standard soln to prepare more dilute standard solns; c.jr., dilute 
5, 10, 30, and 50 ml to 100 ml with water to prepare standard solns containing 0.5, 
1.0, 3.0, and 5.0 mmg or units of phenol per ml, respectively. Keep standard solns in 
the refrigerator. 

In a similar manner, prepare from the stock soln as many more concentrated 
standard solns as may be needed, containing, for example, 20, 30, and 40 units per 
ml. 

Measure appropriate quantities of the phenol standard solns into a series of 
tubes (preferably graduated at 5.0 and 10.0 ml) to provide a suitable range of stand¬ 
ards as needed, containing 0 (control or blank), 0.5, 1.0, 3.0, 5.0, 10.0, etc., to 30 or 
40 units. To increase the brightness of the blue color and improve the stability of the 
standards, add 1.0 ml of 0.05% copper sulfate soln 5-a to each. 

Add 5.0 ml of color dilution buffer 1-c and add water to bring the volume to 10.0 
ml. Add 4 drops (0.08 ml) of BQC*, mix, and allow to develop for 30 min. at room 
temperature. If the butyl alcohol extraction method is to be used in the test, extract 
the standards as described under “Conducting the test." 

Read the color intensities with a photometer, subtract the value of the blank 
from the value of each phenol standard, and prepare a standard curve (straight 
line). When the standards are to be used for visual comparisons they should be 
stored in a refrigerator. 


* Obtainable from Applied Reeearoh Inetitute. 
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Table 1. —Phosphatase test modifications for different kinds of 
cheese and cheese of different ages 


KIND or CHUBS 

AOS OR BXTSNT 

or cubing; 

OTHER DETAILS 

BurrsR roR 

OPT. pH 
(0.86-10.20) 

PRBCIPITAMT 

CRITBRION, 

BXPBRIMBNTAL, 

PHENOL 

SQUIYALENT* 

Cheddar, granular, 

<1 wk. 

25-ll‘» 

6.0-0.1* 

mmo /0.25 g. 

3 

stirred curd, hard 

1 wk.-1.5 mo. 

25-11 

6.0'* 

3 

cheese 

1.5-4 mo. 

26-11 

6.0 

3 


>4 mo. 

27-11 

6.0 

3 

Washed curd, soaked 

<1 wk. 

25-11 

6.0-0.1 

3 

curd, Colby 

1 wk.-2 mo. 

25-11 

6.0 

3 


>2 mo. 

26-11 

6.0 

3 

Swiss, GruySre 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


1-3 mo. 

26-11 

6.0 

3 


>3 mo. 

27-11 

6.0 

3 

Brick, Muenster 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


1-2 mo. 

25-11 

6.0 

3 


>2 mo. 

26-11 

6.0 

3 

Edam, Gouda 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-2 mo. 

25-11 

6.0 

3 


2-4 mo. 

26-11 

6.0 

3 


>4 mo. 

27-11 

6.0 

3 

Blue mold, blue 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-l mo. 

26-11 

6.0 

3 


1-4.5 mo. 

27-11 

6.0 

3 


>4.5 mo. 

28-11 

6.0 

3 

Camembert, Limburger 

<1 wk. 

25-11 

6.0-0.1 

4 


1 wk.-l mo. 

25-11 

6.0 

4 


1-2 mo. 

26-11 

6.0 

4 


>2 mo. 

27-11 

6.0 

4 

Monterey 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-2 mo. 

25-11 

6.0 

3 


>2 mo. 

26-11 

6.0 

3 

High moisture Jack 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-2.5 mo. 

25-11 

6.0 

3 


>2.5 mo. 

26-11 

6.0 

3 

Provolone, pasta 

<1 wk. 

25-11 

6.0-0.1 

3 

filata 

1 wk.-l mo. 

25-11 

6.0 

3 


1-3 mo. 

26-11 

6.0 

3 


>3 mo. 

27-11 

6.0 

3 
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Table 1.— {continued) 


KIND or CBBSBl 

ACW OB BmMT 

Of CURINO; 

OTHIB DBTAILa 

BUiTEB fOB 

OPT. PB 

(9.85-10.20) 

PBBCIPlTAIfT 

CBITBBION, 

XXFXRIMBMTAL, 

PBBNOL 

BQUIfAUBNT* 

Parmesan, reggiano, 

<1 wk. 

25-11 

6.0-0.1 

mrno /0.25 g. 

3 

monte, modena. 

1 wk.-2 mo. 

26-11 

6.0 

3 

Romano, asiago old 

2-6 mo. 

27-11 

6.0 

3 


6 mo.-l yr. 

28-11 

6.0 

3 


>1 yr. 

29-11 

6.0 

3 

Asiago fresh 

Asiago medium 

Same as Cheddar 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


1-3 mo. 

26-11 

6.0 

3 


>3 mo. 

27-11 

6.0 

3 

Gorgonzola 

Cottage,* cook cheese. 

Same as blue 

Dry 

25-11 

6.0-0.1 

1 

koch kacse 

Moist 

25-11 (8-f2)' 

4.5-0.1 

1 

Cream cheese 


25-11 (7+3) 

4.5-0.1 

3 

Semi-soft cheese 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


>1 mo. 

26-11 

6.0 

3 

Soft ripened cheese 

<1 wk. 

25-11 

6.0-0.1 

4 


1 wk.-l mo. 

25-11 

6.0 

4 


>1 mo. 

26-11 

6.0 

4 

Nokkclost, kuminost, 

<1 wk. 

25-11 

6.04).! 

3 

sage cheese 

1 wk.-l .5 mo. 

25-11 

6.0 

3 


1.5-4 mo. 

26-11 

6.0 

3 


>4 mo. 

27-11 

6.0 

3 

Pasteurized process, 

Soft, mild 

25-11 

6.0 

3 

past. proc. pimiento, 

Medium firm 

26-11 

6.0 

3 

past. proc. with 
fruits, meats, etc. 

Firm, sharp 
(inch Swiss, 

27-11 

6.0 

3 

Past. proc. cheese 
foods; past. proc. 
cheese foods with 
fruits, meats, etc. 

Past. proc. cheese 
spreads; past. proc. 
cheese spreads with 
fruits, meats, etc. 

Gruy^re) 

Same as 

pasteurized 

process 

Soft, high 
moisture, 
inch cream 
spreads 

25-11 

G.O 

3 


Less soft, 
inch Blue 

26-11 

6.0 

3 
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Tabu 1.—(eonItniMd) 


xiNDoroBiiaB 

▲Ql OB aXTBNT 

or cuRiNo; 

OTEBR DBTA1L8 

Burm roM 

OPT. pH 

(9.85-10.20) 

PBBOlPirAHT 

ORITBRION, 

BHPlBIiaMTAL, 

raiNOL 

HQUivAUirr* 





mmp/0.25 g. 

Cold pack, club; 

Mild to me¬ 




cold pack cheese 

dium flavored, 




foods; cold pack 

soft 

26-11 

6.0 

3 

cheese foods with 
fruits, meats, etc. 

Sharp, firm 

27-11 

6.0 

3 


f Values higher than those shown indicate under-pasteurisation. 

" Grams Ba(OH)B • 8HtO and HaBO> respectively, per liter . 

< Grams ZnSOi • 7HtO and GuSOi • 6HiO respectively, per 100 ml. 
<1 Grams ZnSOi • 7HtO per 100 ml. 

* See also more sensitive modification in text (p. 90), alternative. 

I Bight parts of 26-11 buffer plus 2 parts of water. 


Table 2. —Phosphatase test modifications for various dairy 
products other than cheese 


PRODUCT 

QUAMTITT Of 

BAMPLl 

BUmCR POR 

OPTIMUM pH 

(9.85-10.20) 

PRBCIPrrAMT 

CBITRRION, BXPERIMBNTAL, 
PBBNOL RQUIVALRNT* 

Milk: 

Fresh 

1 ml. 

25-11'’(6+5)‘ 

3.0-0.6'' 

mmg 

2/0.5 ml. 

Old or slightly 

sour 

1 ml. 

25-11 

6.0* 

2/0.5 ml. 

Cream: 

Fresh 

1 ml. or 1 g. 

25-11 (54-6) 

3.0-0.6 

2/0.5 ml. or0.5 g. 

Old or slightly 

sour 

1 ml. or 1 g. 

25-11 (84-2) 

4.5 

2/0.5 ml. or 0.5 g. 

Ice cream mix 

1 ml. 

25-11 (8+2) 

4.5-0.1 

2/0.5 ml. 

Sherbet mix 

1 ml. 

25-11 (5+5) 

3.0-0.6 

2/0.5 ml. 

Chocolate drink 

1 ml. 

25-11 (8+2) 

4.5-0.1 

2/0.5 ml. 

Butter 

1 g. 

18-8 

6.0 

2/0.5 g. 

Sweet buttermilk 

1 ml. 

25-11 (5+5) 

3.0-0.6 

2/0.5 ml. 

Cultured butter¬ 
milk and fer¬ 
mented drinks: 

Medium acid 

1 ml. 

25-11 

6.0 

2/0.5 ml. 

Very acid. 

pH <4.5 

1 ml. 

26-11 

6.0 

2/0.5 ml. 

Goats’ milk^ 

3 ml 

27-11 

7.5-0,1 

1/1.5 ml. 

Cheese whey 

1 ml. 

25-11 (5+5) 

3.04).6 

2/0.5 ml. 


* Values higher than those shown indicate under-pasteurisation, 
b Grams Ba(OH)i*8HiO and H»BOa. respectively, per liter. 

* Five parts of 25-11 buffer plus 5 parts of water. 

<1 Grams ZnSO«*7HtO and CuSO 4 *oHt 0 . respectively, per 100 ml. 

* Grains ZnS04‘7Ht0 per 100 ml. 

f Four-hour incubation period; use 7.0 ml. of filtrate and add 3.0 ml. of color development buffer 1-b. 
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PHOTOMETBIC DETERMINATION 

To read the color in aqueous soln, use a filter with maximum light transmission 
in the region of 610 m/i wave length. 

To read the color in butyl alcohol, extract the color as described above and 
centrifuge the sample for 5 min. to break the emulsion and to remove the moisture 
suspended in the alcohol layer. A Babcock centrifuge can be adapted for this purpose 
by making special tube holders as follows: Slice a section i inch thick from a rubber 
stopper of suitable diameter to fit into the bottom of the centrifuge cup. Glue to¬ 
gether two cork stoppers of appropriate diameter, bore through the center a hole 
of proper size to hold the tube snugly, and insert the double cork section into the 
cup. After centrifuging, remove nearly all of the butyl alcohol by means of a pi pet 
with a rubber bulb on the top end. Filter the alcohol into the photometer cell and 
read with a filter with maximum light transmission in the region of 650 m/* wave¬ 
length. 

If more than approximately 4 ml of butyl alcohol is required for the photometer 
used, conduct the test in a larger tube and extract the color, in both the test and 
tlie standards, with the necessary quantity of butyl alcohol rather than with 5 ml 
specified above. 

SAMPLING 

1, Milk and other fluid products. —Mix the product well, pour several ml into a 
small tube, stopper the tube, and keep it in a refrigerator. 

Hard cheese: Take a sample from the interior with a clean Roquefort trier, 
place in a small tube, stopper the tube, and keep it in a refrigerator. 

5. Soft and semi-soft ripened cheese. —Harden the cheese by chilling it in the freez¬ 
ing chamber of a refrigerator. Taking special precautions to avoid contaminating 
the sample with phosphatase that may be present on the surface, use either of the 
following methods for sampling: 

(a) Cut a portion from the end of the loaf or from the side of the cheese, extend¬ 
ing in at least 2 inches if possii)le or to a point somewhat beyond the center in the 
case of a small cheese. Cut a slit J to J inch deep at least halfway around the portion 
and midway between the top and bottom. Break the portion into two parts, pulling 
it apart so that it breaks on a line with the slit, being careful not to contaminate 
the freshly exposed, broken surface. Remove the sample from the freshly exposed 
surface at or near the center of the cheese, 

(b) Remove the surface of the area to be sampled—c.g., the end and the ad¬ 
jacent sides—with a clean knife or spatula, to a depth of J inch. Clean the instru¬ 
ment and hands with hot water and phenol-free soap and wipe them dry. Remove 
the freshly exposed surface to a similar or greater depth, and repeat the cleaning. 
Then take the sample from the center of the freshly exposed area, preferably at or 
near the center of the cheese in the case of a small cheese. 

4^ Process cheesef spreads^ butler, and other non-fluid products. —Take the sample 
from beneath the surface with a clean knife or spatula. 

6, Ice cream and sherbet. —Melt the portion removed and allow it to remain 
melted for an hour or longer before testing, testing it as a fluid product. 

Avoid the use of samples contaminated with mold. 

6. Preservation. —If a preservative is necessary, for liquid products add 1 to 
3 per cent of chloroform; for solid products put 1 to 3 ml of chloroform in the con¬ 
tainer, cover with a plug of cotton, insert sample and stopper container tightly. 
Label preserved samples: ^^Poison^ preservative added.** 

CONDtrCTING THE TEST 

The chemical principles involved in the detection and measurement of milk 
phosphatase activity are the same for all dairy products. Some modifications, 
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described below, have been found necessary for different dairy products, because 
of their differences in physical properties, compositions, and especially buffering ca¬ 
pacities. 

Cheese: 

Step 1. Weigh, on a dean balance pan or watch glass, a 0.50-g sample (preferably 
in duphcate) and place in a culture tube 16 or 18X150 mm. Similarly, weigh an¬ 
other sample and place in a tube as a control or blank. If the cheese is sticky, 
weigh the sample on a piece of wax paper about 1 XI inch and insert the paper with 
the sample into the tube. Macerate the blank and the test with a glass rod about 
8X180 mm. 

Step 2. Add to the blank 1.0 ml of the appropriate (Table 1) barium buffer 1-a 
(without substrate added), macerate with the rod, leave the rod in the tube, heat for 
about a minute to at least 85^0 (185^F) in a beaker of boiling water with the 
beaker covered so that the entire tube is heated to approximately 85®C, cool to 
room temperature, and macerate again with the rod. 

Step 3. Add to the test 1.0 ml of barium buffer substrate 2-a or 2-b (Table 1) and 
macerate. 

From this point, treat the blank and the test in a similar manner. 

Add 9.0 ml of the appropriate barium buffer substrate 2-a or 2-b (total, 10.0 ml 
added), and mix. The rod may be left in the tube during incubation; if it is removed 
at this point, cut a piece of filter paper ca 1XI inch, wrap and hold it tightly around 
the rod, rotate the rod while withdrawing it from within the tube so as to wipe the 
rod clean, insert the paper with the adhering fat into the tube, and stopper the tube. 

Step 4. Incubate in a water bath at 37“38®C for 1 hour, mixing or shaking the 
contents occasionally. 

Step 5. Place in a beaker of boiling water for nearly a minute, heating to ap¬ 
proximately 85^0 (use a thermometer in another tube containing the same volume 
of liquid), and cool to room temperature. 

Step 6. Pipet in 1.0 ml of the zinc precipitant 3-c for ripened cheese, or the zinc- 
copper precipitant 3-b for unripened cheese, and mix thoroughly (pH of mixture, 
9.0-9.1). 

Step 7. Filter (5-cm funnel, 9-cm Whatman No. 42 or No. 2 paper recommended), 
and collect 5.0 ml of filtrate in a tube, preferably graduated at 5.0 and 10.0 ml. 

Step 8. Add 5.0 ml of color development buffer 1-b (pH of mixture, 9.3-9.4). 

Step 9. Add 4 drops* of BQG, mix, and allow the color to develop for 30 min 
at room temperature. 

Step 10. Determine the intensity of blue color by either of two methods: 

a. With a photometer: Read the color intensity of the blank and that of the test, 
subtract the reading of the blank from that of the test, and convert the result into 
phenol equivalents by reference to the standard curve described under “Phenol 
standards.” The butyl alcohol extraction method ordinarily is unnecessary when 
using a photometer. 

b. With visual standards: For quantitative results in borderline instances, e,g., 
tests yielding 0.5 to 5 units of color, extract with butyl alcohol 5-b. Add 5.0 ml of 
the alcohol and invert the tube slowly several times, centrifuge if necessary to in¬ 
crease the clearness of the alcohol layer, and compare the blue color with the colors 
of standards in the alcohol. 

With samples yielding more than 5 *Units, compare the colors in aqueous tests 
with those of aqueous standards. 

Step 11. Dilution method for quantitative results: In tests that are observed to be 


* For merely detectim^ under-paeteuriietion in testing unrii>ened eheem, 2 drops are suffioient, pro¬ 
vided the visual standards likewise are prepared with 2 drops. 
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strongly positive during color development— e.g., 20 units or more—^in which 4 drops 
of BQC may be much less than sufficient to combine with all of the phenol, pipet an 
appropriate proportion of the contents into another tube, make up to 10.0 ml with 
color dilution buffer 1-c, and add 2 drops more of BQC in the case of an unripened 
product or 4 drops in the case of a ripened product. With each test, dilute and treat 
the blank in the corresponding manner. Dilute each strongly positive test thus until 
the final color is within the range of the visual standards or photometer. Allow 
30 min. for color development aftei the last addition of BQC, and make the reading 
at the end of the 30-min. period. To correct, multiply by 2 for a 5+5 dilution, by 
10 for a 1 +9 dilution, and by 50 for a 1 +9 followed by a 2+8 dilution. 

Alternatively, to reduce the amount of yellow off color, add 2 instead of 4 drops 
of BQC after each dilution, and allow the color to develop. Then test the com¬ 
pleteness of color development by adding a third drop. Repeat the dilution pro¬ 
cedure until the addition of an extra drop does not cause any further increase in the 
amount of blue color. 

Step 12. Calculation and evaluation of result: When using 0.5 g of solid sample and 
adding a total of 11.0 ml of liquid, multiply the value of the reading by 1.1 to convert 
it to units of color or phenol equivalents per 0.25 g of cheese. The result, if desired, 
may be converted to phenol equivalents per 1 g. by multiplying by 4.4. Evaluate 
the result by comparing it with the criteria of pasteurization in Table 1. 

Milk and other fluid products: 

Step 1. Pipet a 1.0-ml sample (preferably in duplicate) into a tube and pipet 1.0 
ml into another tube as a control or blank. In testing cream, the sample may be 
weighed (1.0 g) if desired; in testing goats^ milk, pipet in a 3.0 ml sample (Table 2). 

Step 2. Heat the blank to the temperature indicated under **Cheese: Step 2,'' 
and cool to room temperature. From this point, treat the blank and the test in a 
similar manner. 

Step 3. Add 10.0 ml of barium buffer substrate 2-a or 2-b (Table 2), stopper the 
tube, and mix. 

Steps 4 to 11, inclusive. Follow the directions given for the corresponding steps 
under “Cheese^* above, substituting the appropriate precipitant (Table 2) in Step 6, 
and, for merely detecting under-pasteurization, using 2 rather than 4 drops of BQC 
in Step 9. 

Step 12. Calculation and evaluation of result: When using 1.0 ml of fluid sample 
and adding 11.0 ml of liquid (total liquid 12.0 ml, 5.0 ml of filtrate used), multiply 
the value of the reading by 1.2 to convert it to phenol equivalents per 0.5 ml of sam¬ 
ple. If desired, the result may be converted to phenol equivalents per 1 ml by multi¬ 
plying by 2.4. Evaluate the result by comparing it with the criteria of pasteurization 
in Table 2. 

Butter: 

Step 1. Weigh, on a piece of wax paper about 1X1 inch on a balance, a 1.0-g 
sample (preferably in duplicate) and insert the paper with the sample into the tube. 
Similarly, weigh another sample and place in a tube as a control or blank. 

Step 2. Heat the blank to the temperature indicated under **Cheese: Step 2.” 
and cool to room temperature. From this point, treat the blank and the test in a 
similar manner. 

Step 3. Add 10.0 ml of barium buffer substrate 2-a or 2-b (prepared with 18-8 
barium buffer. Table 2), stopper the tube, and mix. 

Steps 4 to 11, inclusive. Follow the directions given for the corresponding steps 
under ‘‘Cheese'^ above, mixing the contents frequently and thoroughly during incu¬ 
bation, substituting the appropriate zinc precipitant (Table 2) in Step 6, and, 
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for merely detecting under-pasteurization, using 2 rather than 4 drops of BQC in 
Step 9. 

Step 12. Calculation and evaluation of result: When using 1.0 g of butter and 
adding 11.0 ml of liquid, multiply the value of the reading by 1.1 to convert the 
result to phenol equivalents per 0.5 g of butter. Evaluate the result by comparing 
it with the criterion of pasteurization in Table 2. 

MODIFICATIONS FOB DIFFERENT CHEESES 
AND OTHER DAIRY PRODUCTS 

Different dairy products, and different kinds of cheese and cheeses of different 
ages, have different buffering capacities, and therefore some of them require modifi¬ 
cation of concentrations of the reagents. The modifications of the barium buffer 
needed to produce optimal pH conditions during incubation (9.85-10.20), and of 
the precipitant to yield uniformly clear filtrates and to minimize interference during 
color development under optimal pH conditions (9.3-9.4), are specified in Tables 
1 and 2. 

With some samples, especially cheese samples of unknown history, slight devia¬ 
tions from the optimal pH range may occur, but such deviations do not very ma¬ 
terially affect the results. For example, pH values as low as 9.6 or as high as 10.35 
during incubation have been found to result in an average decrease of not more than 
20 per cent below the maximum in the quantity of phenol liberated. The use of the 
25-11 buffer substrate with samples for which the 27-11 buffer substrate is specified 
yields pH values not lower than 9.8. 

A trace of cloudiness in the filtrate, following the use of the precipitant as pre¬ 
scribed, indicates that the concentration of barium hydroxide in the buffer was not 
sufficiently great, t.e., that the buffer substrate was not sufficiently alkaline. For 
example, the 25-11 buffer diluted 5-f-5 with water, for use with fresh milk, may 
yield a cloudy filtrate if used with old milk having a pH below approximately 6.0, 
or with milk that has soured, and the test should be repeated with a more concen¬ 
trated buffer and precipitant. Likewise, the 25-11 buffer, for use with unripened 
cheese, may yield a cloudy filtrate if used with ripened cheese, indicating that the 
concentration of the buffer used was not sufficient. Increasing the concentration of 
zinc sulfate in the precipitant also eliminates turbidity of the filtrate. 

In testing cheese of unknown history or age, information as to the percentage 
of solids, especially the nonfat solids, is useful as an indication of the correct buffer 
to use; cheese with a relatively high percentage of nonfat solids generally requires 
the use of a relatively concentrated buffer to adjust the pH of the mixture correctly. 

For precise quantitative results on unknown samples, adjust the pH to 10.0- 
10.05 for the incubation. 

Cottage cheese curd is heated in the presence of considerable acid during manu¬ 
facture, and therefore its phosphatase values are comparatively low. Alternatively, 
to increase the sensitivity of the test on cottage cheese, apply the following modifi¬ 
cations: Use a 1.0-g sample, 27-11 buffer substrate, 2-hour incubation, 6.0-0.1 pre¬ 
cipitant, and a pasteurization criterion of 2 units per 0.5 g. 

Phosphatase activity is much less in goats’ milk than in cows’ milk. The details 
of a modification designed to increase the sensitivity of the test applied to goats’ 
milk are specified in Table 2. 

To test concentrated milk products, reconstitute the product with water to its 
original concentration of milk solids and test in the manner specified for the original 
product. 

To test for the presence of microbial phosphatase, which is indicated by blue 
color in the blank prepared as directed above, repeat the determination, adding 1 ml 
of the appropriate barium buffer (without substrate) to the blank and heat it for 
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5 min. in boiling water in a covered beaker. If the blank treated thus is negative, it 
indicates that the blue color in the original blank was due to microbial phosphatase, 
i,e.f a ‘‘false positive** sample. 

PRECAUTIONS 

The length of time that the crystalline disodium phenyl phosphate and the BQC 
powder will remain stable can be increased greatly by keeping them in the freezing 
chamber of a refrigerator. 

The glassware, stoppers, and sampling tools should be scrupulously clean, and it 
is desirable to soak them in hot, running water after cleaning. 

The bottles containing solid barium hydroxide and the barium buffer must be 
kept stoppered tightly to prevent absorption of carbon dioxide. 

Phenolic contamination from plastic closures on reagent bottles has been en¬ 
countered, and therefore the use of plastic closures should be avoided. Rubber 
stoppers should not be used in flasks in which butyl alcohol is stored. Glass or cork 
stoppers should be used. 

(2) The tentative methods for phosphatase test for pasteurization, 
sections 22.43-22.57, were deleted. 

(3) The following was adopted as tentative as a rapid screening method. 

MOISTURE IN CHEESE 

Weigh 2-3 g of prepared sample into moisture dishes with tight fitting covers. 
Partially dry on the steam bath with lids removed and then insert in a forced draft 
oven which ha.s come to equilibrium at 130±1°C. Dry for 1.25 hours (with covers 
entirely off), cover tightly, remove from oven, cool, and weigh. 

(4) The following method was adopted as tentative. 

BUTTER 

Preparation of Sample—Mechanical Stirrer Method 

EQUIPMENT 

(a) . A cylindrical jar holder mounted on the shaft of a hand centrifuge or similar 
apparatus for rotation of the jar on a vertical axis by means of a crank and trans¬ 
mission mechanism (See Fig. 1), The sample container must be cylindrical. 

(b) . A common steel spatula with wooden handle and fairly stiff blade at least 
IJ*" wide by 5' long with blade shaped to fit the jar as indicated in Fig. 2. 

PREPARATION 

Warm the sample in the closed sample jar to a temperature of about 25®C, 
avoiding liquefaction of any portion to the extent that oily and aqueous phases 
separate. The most easily managed samples are those that have been warmed to 
room temperature overnight, but it is not essential that the entire contents of the 
jar be thus uniformly tempered, provided all parts are at least in a plastic state. In 
principle the sample should be warmed only enough to permit initiation of mixing. 

Place the jar in the jar-holder and wedge it in position with shims of corrugated 
pasteboard. Remove the cover and scrape off any butter adhering thereto with the 
back of the spatula blade. Immerse the blade in the jar with the edge against the 
side, holding it at a slight angle from the vertical and the plane of the blade at a 
slight angle to the radius. Operate the crank with the other hand, slowly at first, 
increasing speed as lumpiness decreases. In a short time the lumpincss disappears 
rather abruptly, and from this point on tilt the spatula occasionally on its horizontal 
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Fig.l.-Mechanical stirrer for preparation of butter sam- Fig. 2.-Special blade in two positions facilitating miaing 

pies showing special blade for rapid mixing. action. 
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axis as illustrated in Fig. 2, move it back and forth to bring the toe of the blade a 
little past the axis of rotation, then up and down agiunst the side of the jar, so twisted 
on its vertical axis as to throw the material first to the side and then to the center of 
the jar. After lumpiness disappears a mixing time of one minute is normally ade¬ 
quate. When mixing has been completed wipe off the blade agiunst the mouth of the 
jar and replace the cover promptly. Start the analysis without undue delay—^in no 
case later than one hour after mixing. 

(5) The following editorial change was made in the method for fat in 
ice cream and frozen desserts, section 22.149 (p. 343), line 4. 

After “60” add “for 20 min with occasional shaking” and add “cool 
and” before “Proceed.” 

(6) The following editorial change was made in the official method for 
added water in milk: 

Section 22.28(a) (p.Sll), line 8, after “suspected” add “Scale readings 
are identical on Bausch & Lomb refractometers except those bearing 
serial numbers 4000 to 10000, in which case readings of 38.6 and 39.6 
correspond, respectively to 39 and 40 on the Zeiss instrument (Zeiss 
scale=B&L scale times 1.0092).” 

Section 22.29(a) (p.312), line 3 after “H*0” add “Scale readings are 
identical on Bausch & Lomb immersion refractometers except those 
bearing serial numbers 4000 to 10000 in which case a reading of 37.9 
corresponds to 38.3 on the Zeiss instrument.” 

Section 22.30 (p.312), line 5 after “HjO” add “Scale readings are 
identical on Bausch &, Lomb immersion refractometers except those bear¬ 
ing serial numbers 4000 to 10000, in which case a reading of 35.6 corre¬ 
sponds to 36 on the Zeiss instrument.” 

(7) The following editorial changes were adopted in section 22.33 
(p. 314) of the cyroscopic method for added water in milk. 

Insert “depression” after “point” line 6, p. 316. 

Delete “depression” in line 9 and in 3rd line from end of method, 
p. 316. 

(8) The sediment test, sections 22.40-22.42, was dropped. 

(9) The following method from “Standard Methods of Milk Analysis,” 
American Public Health Association, was adopted as tentative. 

SEDIMENT IN FLUm MILK 
A. COLLECTION OF BAUFLE 

(a) Mixed Sample Method .—Use 1 pt. samples. A retail pint bottle is satisfactory. 
Thoroly mix the milk in bulk containers before removal of the test portion. Where 
quart or other sizes are involved, including 10 gal. cans, transfer with a small 
strainer all floating extraneous matter, such as flies, hairs, large chunks of dirt, etc., 
if any are present, to the mounted disc. B (g). Avoid contamination of the milk with 
dirty stirrers or by any other means. 

(b) Off-bottom Method .^—Use 1 pt. samples but do not disturb the bulk milk 
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except as needed to insert the tester carefully to the bottom of the container and 
remove therefrom the 1 pt. portion, C (b). Where quart, or other sizes, are involved, 
including 10 gal. cans, transfer with a small strainer all floating extraneous matter, 
such as flies, hairs, large chunks of dirt, etc., if any are present, to the mounted 
disc, B (g). Avoid contamination of the milk with dirty stirrers or by any other 
means. 


B. APPARATUS AND MATERIALS 

The tester should be of simple construction, easily cleaned and quickly adjust¬ 
able between samples so as to permit the sanitary removal of the used disc and the 
replacement therein of the unused disc. Before use, check the tester for duplicability 
of results, B (e). Milk must not by-pass the filter disc. 

(a) Sediment testers for mixed sample method, —Pressure gravity or vacuum types 
may be used. 

(b) Sediment testers for off-bottom method. —Single unit type for intake of 1 pt. of 
milk on the up stroke of the plunger and discharge through the disc on the down 
stroke, or, two-unit type, one for removal of 1 pt. of milk from the bottom of the 
can and the other to filter the sample. Sampling device for the off-bottom method 
must be designed to permit insertion to the bottom of the milk can. Milk enters the 
tester through an opening measuring 1 in. in diameter. 

(c) Cotton sediment discs,^ —Provide special lintine cotton discs, diameter IJ in., 
for use over a flat wire screen in the tester so as to expose a filtration area at the 
center measuring li in. in diameter. Testers and discs usually can be purchased 
from dealers in dairy supplies. 

(d) Preparation of standard sediment discs. —Make a uniform mixture of oven 
dried (100®.) materials which meet the following screening specifications: 

Per cent 


Cow manure, 40 mesh 53 

Cow manure, 20 mesh, retained on 40 mesh 2 

Garden soil, 40 mesh 27 

Charcoal, 40 mesh 14 

Charcoal, 20 mesh, retained on 40 mesh 4 


Moisten 2 gm of the above mixture with 4 ml of 1 % aerosol soln or other suitable 
wetting agent, and 46 ml of 0.75% gum soln such as gum arabic, and then make up 
to 100 ml with a 50% by weight sucrose soln. Mix thoroly, transfer a 10 ml portion 
(200 mg of standard sediment) wdth a large tip, graduated pipette to a flask and 
make up to a liter with 50% by weight sucrose soln. When thoroly mixed, each ml 
contains 0.2 mg of sediment. Add definite volumes of the sediment mixture to } pt. 
of filtered milk. Mix thoroly and pass the mixture thru a standard sediment disc 
with a filtering area measuring li in. in diameter. Wash the container promptly 
with i pt. of filtered milk. For a permanent record, mount and spray the disc with 
40% formaldehyde or with a soln containing 2.5 g menthol and 2.5 g thymol made 
up to 100 ml with alcohol. Following the above method, prepare a series of discs 
containing the sediment remaining from 0.0, 0.2, 0.5, 1.0, 2.0, 3.0, 4.0, 5.0, 6.0, 7.0, 
8.0, 9.0, 10.0, 12.0, and 14.0 mg of the standard mixture. Identify each disc on the 
permanent record with the amount of sediment in milligrams used to prepare the 
pad. 

(For the purpose of comparison, the entire series of discs may be used. It will 
usually be found more convenient to select a few discs denoting the variations in 
grade which are applicable to the particular investigation being made. Where grad¬ 
ing charts are prepared and where reports are made, the chart and report must indi- 


»J. Milk Tech., 7, 260 (1944). 
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cate whether the mixed sample or of!-bottom method has been used. If standards 
are to be handled or to be used for any appreciable length of time, place them under 
glass, transparent plastic sheets, or other suitable materials. In using standards, 
the sediment discs of the sample tested should be graded to the nearest standard 
sediment disc whether the actual amount of sediment is above or below the stand¬ 
ard. Gross pieces of material, such as whole flies, large chunks of manure, etc., 
should be disregarded in grading the pads, but should be plainly listed in connection 
with each pad on which they occur.) 

(e) Checking sediment testers .—Because of mechanical variations in sediment 
testing devices, check each tester frequently for duplicability of results as directed 
below. 

To check the sediment testing devices, proceed as follows: Measure the actual 
amount of milk delivered to make sure that 1 pt. is withdrawn and passes thru the 
disc. Thoroly mix 2 gm of the oven-dried mixture described in B (d) with 4 ml of 1 % 
wetting agent soln and 46 ml of 0.75% gum soln, such as gum arabic, and then make 
up to 100 ml with a 50% sucrose soln. Mix thoroly and transfer 10 ml with a large 
tip, graduated pipette to 10 gal of clean filtered water in a clean milk can. After 
thoroly agitating tlic mixture, remove a 1 pt. portion with a clean pint measuring 
device and filter the pint mixture, water, and sediment, thru a li in. diameter area 
of a standard lintine disc mounted in a Buchner, or other suitable funnel, of proper 
size. After thoro agitation again, remove a pt. sample with the sediment testing 
device from the same can and pass it thru the lintine disc in exactly the same 
manner as used in milk testing. This procedure is to be followed for testers used 
for mixed sample and off-bottom methods, lieptmt this operation several times with 
the tester to determine whether or not all discs obtained in this manner are com¬ 
parable \\ith the disc obtained by filtering thru a BUchner funnel as described above. 

(f) Photograph of sediment disc standards .—Photographic standards may be used 
as a guide in grading s(‘diment pads. Preferably, use actual discs as directed in 
B (d). A photograph showing the complete range, as there described, is obtainable 
at $1.50 each from the American Public Health Association, 1790 Broadway, New 
York 19, N. Y. Do not use photographs which have become faded, stained, soiled, 
or otherwise damaged. 

(g) ^ ^se of discs .—Discs may be mounted on special size paper or placed indi¬ 
vidually in transparent waxed envelopes. Place the disc on the paper or in the en¬ 
velope while still moist with milk. As the milk dries, it serves as an adhesive. To pre¬ 
vent decomposition, observe spraying tr(*atments in B (d). Spray the discs with a 
40% formaldehyde soln or with a .soln containing 2.5 gm menthol and 2.5 gm thy¬ 
mol, made up to 100 ml with 95% alcohol. Do not use glue to affix the disc to the 
pa])cr. If the discs become detached, moisten with a few drops of water and re¬ 
mount. Protect dkscs from contamination. 


C. DIUECTIONS 

(a) Mixed Samples .^—Pass a 1 pt. sample, taken from the well mixed milk, thru a 
properly adjusted, firm cotton lintine disc held in correct position in the sediment 
tester. Milk varies considerably in its rate of flow through the lintine discs. Pas¬ 
teurized milk may be more difficult to filter than raw milk. Other factors influencing 
the rate of flow are the temperature, fat content, the degree of clumping of the fat 
globules, stage of lactation, the presence of mastitic milk, and the amount of sedi¬ 
ment in the sample. 

Remove disc from tester, mount and identify. Grade by comparison wdth stand¬ 
ard discs as provided in B (d). Always indicate on report whether pad is graded 
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when wet or when dry. The character of the sediment may be determined by micro* 
scopic examinations. 

(b) Off-boUom Samples. —For either type of ofif-bottom tester, the pt. sample is 
taken not more than } in. off the bottom of the unstirred can of milk while the sam¬ 
pling device is moved diametrically across the bottom of the can. Take the sample on 
the up stroke of the plunger, synchronizing the withdrawal of a full pint with the 
movement of the head of the tester once completely across the bottom of the can. 
To do this, push the head of the tester away as the plunger is puUed up in the tube 
to suck in the pint sample. Proceed as directed in C (a) after ''Remove disc from 
tester... 

23. EGGS AND EGG PRODUCTS 
No additions, deletions, or other changes. 

24. FISH AND OTHER MARINE PRODUCTS 
The following method was adopted as tentative. 

INDOLE IN SHRIMP. OYSTERS. AND CRABMEAT 
APPARATUS AND REAGENTS 

Color Reagent. —Dissolve 0.4 g p-dimethylaminobenzaldehyde in 5 ml acetic 
acid and mix with 0.92 ml phosphoric acid and 3 ml HCl. The purity of the p*di* 
methylaminobenzaldehyde exerts a strong influence on the intensity of the reagent 
blank. The yellow commercial reagent must be purified as follows: 

Dissolve 100 g p-dimethylaminobenzaldehyde in 600 ml dil. HCl (1+6). Add 
300 ml water and precipitate the aldehyde by slowly adding 10% NaOH soln with 
vigorous stirring. As soon as the precipitated aldehyde appears white, stop the addi¬ 
tion of the NaOH, filter and discard the precipitate. Continue the neutralization 
until practically all of the aldehyde has been precipitated. The neutralization 
should not be carried to completion since the last 4-5 g of aldehyde are inclined to 
be colored. Filter and wash the precipitate with water until the washings are no 
longer acid. Dry the aldehyde, which should be practically white, in a desiccator. 

Acetic Add. —C. P, If this reagent gives a pink color with the color reagent, 
purify by distilling 500 ml in all glass still with 25 g KMnOi and 20 ml H2SO4. 

Chloroform. —U.S. P. 

Sodium Sulfate. —Saturated aqueous solution. 

Hydrochloric Add. —Dilute 5 ml cone. HCl to 100 ml with water. 

Standard Indole Soln. —Weigh accurately 20 mg indole into a 200 ml vol. flask 
and dilute to mark with alcohol. Keep stock solution under refrigeration and do not 
use after two weeks. 

Distillation Apparatus. —Use a separate steam generator for each unit. Steam 
generator may be made from 1 liter Erlenmeyer flask and connected to all-glass 
steam distillation apparatus with minimum use of rubber tubing. Distillation flask 
(capacity not less than 500 ml) is connected to straight bore condenser through a 
spray trap. A 500 ml Erlenmeyer flask is an effective receiver. Foil covered rubber 
stoppers may be used in absence of all-glass apparatus. (Unprotected natural or 
synthetic rubber connections and stoppers cause variable distillation blanks.) 

Note: Guard against traces of chlorine in the distilled water since they 
may partly or entirely inhibit the development of the indole color. 

PREPARATION OF SAMPLE 

Crahmeat: 

Weigh 25 g or 50 g of drained crabmeat (depending upon the amount of indole 
expected) into a Waring blendor, add 80 ml water and mix for several min. until a 
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smooth homogeneous mixture is obtained. Transfer quantitatively to the distillation 
flask, using a minimum of wash water to rinse the mixing chamber. 

OyBiers: 

Weigh 50 g of drained oyster meats into a Waring blendor, add 80 ml water and 
mix until a smooth homogeneous mixture is obtained. Transfer quantitatively to the 
distillation flask, using a minimum of wash water to rinse the mixing chamber. 

Shrimp: 

Weigh 25 g or 50 g of peeled raw or cooked shrimp (depending upon the amount 
of indole expected) into a Waring blendor, add 80 ml of alcohol and mix for 
several min. until the shrimp are finely divided, and transfer quantitatively the 
mixture to the distillation flask, using a minimum quantity of alcohol to rinse the 
mixing chamber. 

DETERMINATION 

Connect flask to steam distillation apparatus and gently apply steam. Care 
should be exercised until the distillation is well started in order to avoid excessive 
foaming which is encountered occasionally. Apply suflicient heat to the distillation 
flask to maintain 80-90 ml volume. Collect 350 ml distillate in ca 45 min. If alcohol 
was used in the preparation of the sample, collect 450 ml of distillate. Wash the 
condenser with a small amount of alcohol and allow to drain into receiving flask 
containing the distillate. 

Transfer the distillate to a 500 ml separatory funnel, add 5 ml dilute HCl and 
6 ml sodium sulfate soln. Extract successively with 25, 20, and 15 ml portions of 
chloroform. Shake each portion vigorously for at least one min. Combine and wash 
the 25 and 20 ml chloroform extracts in a 500 ml separatory funnel with 400 ml 
water, 5 ml sodium sulfate soln and 5 ml dil. HCl. Save wash water. Filter the com¬ 
bined extracts through a plug of cotton into a dry 125 ml separatory funnel. Wash 
the 15 ml portion, using the same wash water and combine with the other portions 
in the 125 ml separatory funnel. 

Add 10 ml of the color reagent to the combined extracts, shake vigorously for 
exactly two min. and allow acid layer to separate as completely as possible. Drain 
until 9.0 ml have been secured. 

Fill to 50 ml mark with acetic acid, mix well, transfer the soln to a suitable pho¬ 
tometer cell and measure color photometrically at 560 m^. The color soln may be 
diluted with acetic acid, containing 9.0 ml color reagent per 50 ml of soln, provided 
blanks are determined at the same dilutions. 

Prepare a standard curve by the above procedure by steam distilling a series of 
freshly prepared diluted solutions of standard indole soln. Determine the distillation 
blank in a like manner, omitting addition of indole. 

25, FLAVORING EXTRACTS 

(1) The official method for alcohol, section 25.2 (p.365), was changed by 
deleting from “or" to “25.9” and substituting “but measure the sample 
used at 15.56® in a pycnometer (Fig. 1 or Fig. 2, p. 192-3) calibrated at 
that temperature.” 

(2) The tentative method for alcohol in ginger extract, section 25.6 
(p. 376), was changed to read “Proceed as directed in 16.6(b).” 

26. FRUIT AND FRUIT PRODUCTS 
No additions, deletions, or other changes. 
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27. GRAINS AND STOCK FEEDS 

(1) The following editorial change was adopted in section 27.59 (p. 419): 
Insert ‘‘Cool, make to measured volume of 50 or 100 ml and mix'* before 
the last sentence beginning “Compare’^ line 11. 

(2) The following method was adopted as tentative: 

CALCIUM AND PHOSPHORUS 
PREPARATION OP SAMPLE 

(a) Proceed as directed under 12.5 to end of paragraph. 

(b) Weigh a sample of suitable size (2 grams) into a Kjcldahl flask (500 or 300 ml). 
Add 20-30 ml of concentrated nitric acid and boil gently until all of the easily 
oxidizable matter is oxidized (30-45 minutes). Cool the soln somewhat and add 
10 ml of perchloric acid (70-72%). Boil very gently, adjusting the flame until the 
soln is water-white or nearly so, and dense white fumes appear. Use particular care 
not to boil to dryness at any stage in the procedure. Cool slightly, add 50 ml of dis¬ 
tilled water, and boil to drive out any remaining nitrogen fumes. Cool, dilute, filter, 
and make to volume in a 250 ml flask. 

DETERMINATION 

Calcium. —With soln prepared as above, proceed as directed in section 27.47 
beginning *Tipet 25 ml . . . line 4. 

Phosphorus. —With soln prepared as above, proceed as directed in section 

2.12(a). 

(3) The following method was adopted as tentative: 

FAT IN FISH MEAL 

Weigh 4-5 g of the meal to the nearest 0.01 g into an alundum or paper ex¬ 
traction thimble, cover with light layer of cotton, and extract in a continuous ex¬ 
tractor for 16 hours with acetone. 

At the end of this extraction period, distill off acetone until volume in flask is 
10-15 ml. Transfer this oil soln to a 100 ml tared beaker washing flask free of all 
oil with fresh acetone and evaporate with a current of warm air. A convenient 
method is to place flask on a grill (e.^., over a steam radiator) in front of a small 
electric fan. 

When no moisture or acetone can be observed, place beaker in a vacuum oven 
at 80®C and apply a vacuum of 24 to 25 inches for 1 hour. Transfer to desiccator, 
cool, and weigh. 

Transfer the extracted meal residue from the thimble to a 150 ml beaker. Re¬ 
move any remaining solvent by heating on warm grid and then add 60 ml of 4 JNT HCl. 
Digest for one hour at or near the boiling point on a hot plate, occasionally stirring 
with a glass rod, adding water as necessary to maintain volume in the beaker. 
(Thoro removal of all acetone is necessary preliminary to this digestion, for other¬ 
wise vaporization of solvent will carry meal particles over side of vessel on to hot 
plate.) Filter through a 12.5 cm fluted filter. Wash residue on filter until free of acid, 
using methyl red indicator on portions of filtrate to follow progress of washing. Place 
filter and meal in a 150 ml beaker and dry in air oven at 80-90®C for one hour. 
Transfer filter paper and contents to a thimble and extract 16 hours with acetone. 
Remove solvent and weigh extract as above. The sum of the weights of extracts 
represents total fat. 

(4) The following editorial changes were made in the oflScial method, 
sections 27.28-27.30, for crude fiber, p. 408: 
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27.28 

(a) Delete ‘‘Contains** substitute “.255 iNT.** 

(b) Delete “Contains** substitute “.312 AT.** 

(c) Add to paragraph: 

“Gooch grade, medium fiber, acid washed and ignited is usually satis¬ 
factory but should be tested for chemical stability and filtering speed be¬ 
fore use,** 

27.29 

(c) Delete “appreciable,** line 1. Add “Retention can be tested by running 
filtrate thru Gooch** after “rapid,** line 2. 

27.30 

Lines 8 and 9—delete “ca every 6 min. in order to mix charge thoroly** 
and substitute “frequently until sample is thoroly wetted.** 

(5) The official method for crude protein, section 27.10 (p. 405), was 
changed to read Determine N as directed under 2.24, 2.25, or 2.26. With 
products containing 30% of protein or over, proceed as directed under 
2.26. Multiply results by 0.25.” 

28. MEATS AND MEAT PRODUCTS 

No additions, deletions, or other changes. 

29. METALS, OTHER ELEMENTS, AND RESIDUES IN FOODS 

No additions, deletions, or other changes. 

30. NUTS AND NUT PRODUCTS 

No additions, deletions, or other changes. 

31. OILS, FATS, AND WAXES 

(1) The S.P.A. method for unsaponifiable residue, section 31.40 (p. 504) 
was made official, final action. 

(2) The F.A.C. method for unsaponifiable residue, sections 31.37-31.39 
(p. 504) was deletenl, final action. 

(3) The method for squalene, sections 31.41-31.43 (p. 505), was adopted 
as official, final action. 

32. PRESERVATIVES AND ARTIFICIAL SWEETENERS 

(1) The following method vas adopted as tentative: 

VOLATILE FATTY ACIDS IN BAKERY PRODUCTS 
PREPARATION OF SOLUTION 

(a) Air-Dried Bread ,—For analysis of the air-dried product prepare sample as 
directed in section 20.83. 

(b) Fresh Bread or Cake .—For analysis of the fresh product or for analysis of 
cake, wliich is often difficult to air-ilry without spoilage, pass the sample through a 
meat grinder, equip{>ed with a I** hole plate, and reduce to a finely divided con¬ 
dition by rubbing through an 8 mesh sieve. Proceed with the analysis promptly. 

DETERMINATION 

Transfer 25 g of air-dried or 35 g of fresh sample to a 250 ml volumetric flask. 
Add 100 ml of H|0 and mix by swirling until all particles are wet and any lumps 
are compleUdy broken up. Add 25 ml of ca normal HfSOi, shake for 2 min and 
let stand for J hour, shaking occasionally to stir up the particles. Do not allow 
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bread to clog in the neck of flaak. This can be prevented by avoiding too vigorous 
shaking. Wash down with a small amount of water if necessary. Add 15 ml of 20% 
W/V phosphotungstic acid, shake for 2 min. and make to volume. Transfer mixture 
to centrifuge bottle and centrifuge for 10 min., at 1000-1500 r.p.m. Disregard tur¬ 
bidity. Decant (should be about 180 ml) and pipet 150 ml to a 500 ml flask equipped 
with water condenser for reOuxing. Add cal.O gm AgiSOi and heat for 5 min. after 
boiling begins. Cool flask under running water to room temperature—^reflux con¬ 
nected—wash down condenser, transfer contents of flask to a 200 ml vol flask and 
make to volume. Mix in a 400 ml beaker with 3-5 gm of filter cell, stir and Alter 
(S.S. #689 15 cm preferred). Pour back to give best possible clearness. DifAculty in 
obtaining a clear Altrate indicates insufficient Ag 2 S 04 . Test for excess Ag by allowing 
a few drops of Altrate to flow into a test tube containing about 5 ml of 5% NaCl in 
1 -f3 HNOi. If excess of Ag is not indicated, add more AgaSO* (0.2 gm), shake and 
Alter on a new paper. 

Transfer 150 ml of the chloride-free Altrate to the standard distillation flask and 
proceed as directed under section 24.11. 

Collect only the two initial portions of distillates (50 ml and 200 ml) unless the 
ratio of their titers is less than the standard C ratio for propionic acid by more than 
0.1. In this case collect two additional 200 ml portions of distillate for calculation of 
acids higher than propionic. 

Determine formic acid in composite of distillates and correct the titrations for 
the titer contributed by this acid. Using the prescribed aliquots, the results in terms 
of mg of acid per 100 grams of sample is calculated from the determined ml of 0.01 N 
acid in the distillation by means of the following factors: Formic acid—4.09; acetic 
acid—5.33; propionic acid—6.58. 

(2) The following method was adopted as tentative: 

THIOUREA XN ORANGE JUICE 
REAGENTS 

(a) Groups reagent, —Dissolve 0.5 g of sodium nitroprusside in 10 ml of HjO in 
a 50 ml Erlenmeyer flask. Weigh out 0.50 g of hydro.xylamine hydrochloride 
(NHjOH HCl) and 1 g of NaHCO,. Add the NHjOH HCl to the nitroprusside 
soln, give it a single whirl, then add immediately the 1 g of NaHCOj with no agita¬ 
tion. Allow the reaction to proceed without any molestation until the evolution of 
COs subsides to only a small evolution. Then swirl to dissolve any remaining 
NaHCO*. When the evolution of CO* practically ceases, add 0.10 ml (11 small drops) 
of bromine. A second evolution of gas occurs. When agitation no longer produces 
effervescence make to 25 ml volume with distilled water and Alter. Test the reagent 
for its efficacy as follows: Dilute 2 ml as in (b), add 1 ml diluted reagent to 10 ml 
solution composed of 5 ml reagent (d), 5 ml HiO, and 1 drop acetic acid. A strong 
blue color should develop in 5 min. If it does not, new reagent (a) should be prepared 
and the test repeated. Allow to stand at room temperature for 5-10 hours to age 
the solution. The soln should be a mahogany brown color. If it is of a greenish cast, 
it is not as effective a reagent and spon loses its value. Preserve this stock soln in the 
refrigerator and it will keep for several weeks. 

(b) Diltite Grote*8 reagent ,—Dilute one volume of the above reagent with 4 vol¬ 
umes of water before use and take 1 ml of the diluted reagent for a determination. 
The diluted reagent will keep for a day. 

(c) Thiourea stock soln, —Dissolve 200 mg of the pure chemical in water and 
dilute to 200 ml. 

(d) Dilute thiourea soln, —Dilute 5 mi of reagent (c) to 100 ml with water. 

APPARATUS 

Siphon, —Insert two bent glass tubes in a two-hole cork or stopper, one tormina- 
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Ung juBt below the stopper and the other long enough to reach the bottom of a 
centrifuge bottle when the cork with tubes is inserted in the mouth of the bottle. 
Attach another glass tube to the outside end of the longer bent tube by means of a 
flexible rubber tube. (The assembly is used to siphon the lower layer from a centri* 
fuge bottle, and the rate of flow is controlled by squeezing the rubber connection.) 

Prepare a cap for the inner tube by boring a hole of the same diameter as the 
tube part way through a small cork. 

PBEPARATION OF SAMPLE 

Juice oranges in an ordinary reamer, strain out seeds and pulp, and mix well. 
Measure 125 ml into a 250 ml centrifuge bottle, add 70 ml of ethyl ether and shake 
well for 1~2 min. Centrifuge the bottle and contents for 10 min. at about 1800 r.p.m. 
and remove. Cap the end of the siphon which is inserted in the bottle and lower it 
thru the top layer into the lower aqueous layer. Then push off the cork cap with a 
glass rod. Ix)wer the tube to the bottom of the bottle with cork in mouth and blow 
in the short tube to start the flow of liquid. Carefully siphon off as much of the lower 
layer as possible, and control the rate of flow by pressing on the rubber connection. 
Stop the flow when material from center emulsion layer begins to enter the tube. 
Add a teaspoonful of filtercel to the siphoned liquid, stir well, and filter on a Btichner 
funnel with suction, using a Whatman No. 54 or 41 H filter. Warm flask and con¬ 
tents to about 40°C. (on steam bath) and again apply suction to remove ether. 

Measure 50 ml of the filtrate into a 150 ml beaker and boll down to about 20 mL 
Add 0.5 g MgO and stir until the liquid has a pH of about 8.0, as shown by universal 
indicator paper. Immediately transfer the material quantitatively to a 25 ml volu¬ 
metric flask, make to the mark, and mix. Filter off the excess MgO immediately, 
preferably by suction, and pipet 20 ml of the filtrate into a Majonnier flask contain¬ 
ing 4 g of salt. Stopper and shake to dissolve salt. 

Extract the sample in the tube alternately, first with a 50 ml portion of isoamyl 
alcohol and then with 50 ml of isoamyl alcohol saturated with water. Shake thoroly 
each time for 1 min. or longer. Centrifuge in appropriate cups at about 700 or 
800 r.p.m. If necessary, add a few glass beads to the tube to bring the interface just 
to the bottom of the neck after the first extraction. Decant the isoamyl alcohol layer 
each time into a 500 ml separatory funnel. Make a total of seven extractions in this 
manner, four with the straight isoamyl alcohol, and three with this solvent saturated 
with water. (Prepare water-saturated solvent by shaking well about 300 ml with an 
excess of water, drawing off excess water and filtering the alcohol layer.) Extract the 
combined alcohol extracts in the funnel four times by shaking weU with 120 ml por¬ 
tions of water. Draw off the first aqueous extract into a 400 ml beaker and receive 
the three succeeding extractions in a separate 600 ml beaker. Add to the contents of 
the 600 ml beaker 0.1 ml of sirupy (85%) phosphoric acid. Evaporate the contents 
of the beakers separately by boiling until a^ut 30 ml remains in each. Transfer and 
combine the contents of the beakers in a glass stoppered 100 ml graduated cyUnder. 
Rinse the beakers in succession two or three times with about 4 ml portions of 
water. Add 0.4 g of Na citrate, shake to dissolve, and make to a total volume of 
80 ml, stopper, and mix. 


DETERMINATION 

Pipet 10 ml of the final sample soln into a test tube about { inch in diameter. 
Prepare standards containing 0, 1, 2, and 4 ml of dilute thiourea soln (reagent d) 
and make to a total volume of 10 ml with 0.6% Na citrate soln. Add 1 or 2 drops of 
acetic acid (1 + 6) to each tube and 1 ml of diluted Grote^s reagent to each tube with 
stirring or shaking. Allow the tube to stand 45 min. at 20-25^0. or 15 min. at 45^0. 
and read the colors (absorption) in a photometer at 610 millimicrons. Construct a 
graph from the standards, plotting photometer reading or extinction against parts 
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per million of thiourea. (Each ml of standard represents 10 p.p.m. The reading from 
the sample soln gives directly from the graph the parts per million of thiourea ex¬ 
tracted.) Multiply this figure by 1.1 to obtain true thiourea in sample, since only 
91 % of that originally present is extracted by the procedure. 

THIOURSA IN FROZEN PEACHES 
REAGENTS 

See (a), (b), (c), and (d) of above method for orange juice. 

(e) Sodium bisulfite ,—Prepare a soln containing 2.5 g of NallSOj per liter. 

PREPARATION OF SAMPLE 

Weigh 200-400 g of the frozen sample on a rough balance (0.1-0.2 g sensitivity) 
into a tared 800 ml beaker. (Cut the contents of a 1 lb. package into quarter or eighth 
portions and select alternate portions for the determination and keep the remainder 
as a reserve sample. Several packages can be composited in this manner if desired.) 

Immediately weigh into the beaker containing the sample an amount of NallSOi 
soln equal to half the weight of the sample. (See Note 1). Stir the contents of the 
beaker and pour into a blendor (Waring or other suita))le type), drain well, and 
comminute in the blendor for 20-30 seconds. Return the diluted comminuted sample 
to beaker. 

Weigh 150 g of this blended material to accuracy of 0.2 g and transfer to a 
250 ml volumetric flask and dilute to about 200 ml with water. Remove most of 
the air by adding about 4 drops of hexyl alcohol and inserting a two-hole stopper 
(No. 0) carrying a small bent glass tube and another straight tube extending about 
3 inches into the flask, the end of which is drawn to small bore (near capillary size)* 
Apply gentle suction to the bent tube and shake flask with rotation. The bore of 
the small tube should be large enough so that reduction of pressure is not too great. 
If the froth rises in the neck, release vacuum for a moment. Then continue with 
suction and rotation until most of air is removed, add 20 ml more of sulfite soln 
and then dilute to the 250 ml mark with water. Mix well and pour about 165 ml into 
a 250 ml centrifuge bottle. Add 50 ml of ethyl ether to the contents of the bottle, 
rotate a few times, then stopper and shake, open once to release pressure, than shake 
vigorously for 1-1.5 min. (If preferred, divide the liquid in vol. flask between two 
centrifuge bottles and extract each with about 30 ml of ether, etc.) 

Place bottle in centrifuge and whirl at about 1800 r.p.m. for about 10 min. 
Carefully pour off a little of the top ether layer into a beaker, then inclining the 
bottle, push the sludge cake toward the bottom of the bottle with a glass rod and 
pour the liquid contents on a cotton filter in a Bunsen funnel. To prepare filter place 
a small pledget of cotton in the apex of a 85-100 mm funnel, then insert a piece of 
absorbent cotton of half thickness (split sheet), about 3} inches in diam. 

Pipet 100 ml of the lower aqueous filtrate into a 200 ml volumetric flask. (Squeeze 
the cotton on the side of the funnel with a rod if necessary to obtain sufficient 
filtrate.) Add gradually to the contents of the flask (from a separatory funnel), with 
constant shaking, suflBcient acetone to bring the contents to the 200 ml mark. As 
the surface of the liquid enters the neck of flask, stopper and mix by inverting a few 
times before making to mark. Mix contents, cool to room temperature (in bath if 
desired), make to mark again, and mix well. (Note: Acetone causes some rise in 
temperature.) Let precipitate separate and pour contents of flask into a 250 ml 
centrifuge bottle. Add a spoonful of filtercel, stopper, and shake well, then centrifuge 
about 8 min. at about 1800 r.p.m. Decant off the supernatant liquid and filter if 
unclear. Measure 125 ml of the clear liquid into a 250 ml beaker, add several glass 
beads and boil off the acetone on the steam bath. Then boil down to about 35 ml 
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on the hot plate, remove and cool to room temperature. Add dropwise a 15% soln 
of NaOH until basic and about 2 drops in excess. Add acetic acid (1 +5) with stirring 
until just acid and add 2 drops in excess. 

Transfer the liquid quantitatively to a 50 ml volumetric flask and make to mark 
with water and mix. Pour the contents of the flask into a small beaker or flask (100- 
125 ml), add a spoonful of flltercel, and mix well by stirring or stoppering and 
shaking. Filter the liquid on a 12.5 Caai folded Alter (E. & D. No. 195 is suitable). 
Pour through Alter again if not clear. The Alirate or Anal sample soln is designated 
F. S. 

DETERMINATION 

PifH't 10 ml of soln F, S, into a 6-inch test tube. For expected amounts of thio¬ 
urea below 20 p.p.m., prepare standards containing 0, 1, and 2 ml portions of soln 
(d) (5 mg thiourea per 100 ml). For amounts from 20 to 50 p.p.m., prepare standards 
containing 0, 2, and 4 ml of standard soln (d). Add 0.6% Na citrate to the tubes to 
make the standards to 10 ml volume, then add 1 drop acetic acid (l-f5) to each 
tube (samples and standards). Place a stirring rod in each tube and stir up and down 
to mix, leaving rod in tube. Place the tubes in a bath or a room maintained at a 
temperature of 20“25®C. 

Add with stirring 1 ml of recently diluted Grote's reagent (b) to each tube. Allow 
the tubes to stand at tlie above temperature for 60 min. and read the colors (blue) 
of each tube in a photometer, using a 1-inch cell and a Alter centering at about 610 
millimicrons. Designate the reading of the sample as X. Construct a lineal curve 
from the standard readings, plotting parts iwr million of thiourea (1 ml stand. «10 
p.p.m.) agaiiLst photometer readings. Extrajwlate the curve made with 2 and 4 ml 
portions of standard soln for amounts up to 50 p.p.m. 

A correction of the reading (X) obtained above is necessary since the soln natu¬ 
rally cent aims some color before the reagent is added. To do this make readings of 
the soln F. S, with no added reagent in the .same cell and also of distilled water. 
Obtain the difference of (F. 8.) reading —distilled water reading *(d) and subtract (d) 
from the rea<iing X above. X—d “li »corrected reading. From the reading (II) ob¬ 
tain the thiourea in p.p.m. in the sample soln (F. 8.) by use of the curve. Multiply 
tile thiourea thus found by the factor 1.005 to correct for the volume increase due to 
ether and obtain the true thiourea content of the original sample. (See Note 2). 
Ilepeat the determination (color development) on a smaller aliquot (1~5 ml) for 
quantities greater than 50 p.p.m. 

Note 1 

Two hundred g is sufficient sample to be representative and should be used 
wdiere a portion is to be reserved. The unused portion of the sample should be main¬ 
tained in a frozen condition. It is nece.ssary to add the .sodium hi.sulAte soln immedi¬ 
ately to the frozen sample before blending to prevent losses of thiourea due to 
attack by the enzymatic systems present. Blending in the Waring blendor whips air 
throughout the material and if the enzymes are not inactivated, large losses of 
thiourea are likely to occur. The enzymes can also bo inactivated by plunging the 
frozen sample into boiling w ater and boiling 3 or 4 min. The action of the enzymes 
is slow in tne frozen condition whore the material is in unbroken cakes or chunks. 

Note 2 

The correction factor 1.065 is to compensate for the solubility of ether in the 
aaucous soln. Measurement of 100 ml of soln is made after extraction with ethyl 
ether. The latter has con.siderable solubility in aqueous solutions. In previous meth¬ 
ods the presence of NaCl in the soln reduced the solubility of the etliyl acetate to a 
large extent and correction was not necessary for this reason. 

(3) The following tests were adopted as tentative. 
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QVAIXTATIVX TBSTS FOB rKBSENCB Of TBIOCSBA IN OKASOB JOICB 

(ii) Using the PentacyanoammonioferrcUe 

Reagent —Preparation according to Fearon. 

Dissolve 10 g of sodium nitrosoferricyanide (nitroprusside) in 40 ml of cone. 
NH4OH soln (sp. gr. 0.88} and keep at about O^C. until all the nitrosoferricyanide 
has decomposed. This is shown when a few drops of the mixture no longer give a red 
color when added to a solution of creatinine in N NaOH. Decomposition is complete 
by the end of 24 hours. Remove the precipitate by filtration and precipitate the 
residual pentacyanoammonioferrate in the soln by addition of absolute ethanol un¬ 
til no further precipitate appears. Collect the precipitate, wash with absolute etha¬ 
nol until free of ammonia, and dry in vacuo over sulfuric acid. Keep the solid 
reagent in a desiccator over CaCk in the dark. 

Prepare a 1 % soln of the solid in distilled water, expose it to light and air for a 
day, and then store in a brown glass bottle in the dark. The reagent is now ready for 
use, gains in potency for several weeks, and can be kept for about six months. 

PREPARATION OP SAMPLE 

Extract a volume of juice with about two thirds its volume of ethyl ether, centri¬ 
fuge, and separate lower layer. Stir in some filtercel and filter with suction. Keep 
vacuum on for a short time and agitate to remove most of ether. 

To about 6 ml of the extracted sample add 6 drops of the reagent above. Note 
color. If a blue color does not develop, add about 0.1 iodine soln a drop at a time, 
shaking after each drop. Usually, about 5 drops are necessary to develop maximum 
color (blue green). Excess iodine tends to reduce the color. 

(B) Qualitative Test with Grote^s Reagent 

Reagent —Use that given above in quantitative method for orange juice (a), p. 100. 

TEST 

Use extracted sample prepared in (A) above. 

To about 5~10 ml of prepared sample add .02 N iodine soln dropwise until a drop 
remains and does not disappear for some time. Add a ml or so of diluted Grote's 
reagent. A blue green or blue color develops rather gradually in the presence of 
thiourea. 

(4) The following method was adopted as official, first action. 

DETERIONATION OF HONOCHLORACETIC ACID 

(Applicable to carbonated beverages and fruit juices containing 5-150 mg CHtCl 
COOH in 150 ml). 


APPARATUS 

Continuous extractor (39.112, Fig. 15).—Make the outer part 45 cm long from 43 
mm tubing with side tube issuing 25 cm above the bottom, and fitted with standard 
taper, drip tip, joint 24/40. Make the inner tube 40 cm long from 12 mm tubing. 
Use a 250 ml conical flask with suitable joint to hold the overflowing ether extract. 
Any equally eflScient means of extraction may be used. 

REAGENTS 

Silver nitrate soln ,—(1 ml ■■ ±5 mg CH*C1 COOH.) Dissolve 9 grams of AgNOt 
in water and dilute to 1 liter. 

Ammonium sulfocyanate soln ,—(1 ml - ±5 mg CHjCl COOH.) Dissolve 4.03 g 
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of NH4CNS in water and dilute to 1 liter. Standardize against pure NaCl soln, 
8.093 g per liter, which contains 1.8762 g of Cl (equivalent to 5 g of monochloro- 
acetic acid, which contains 1.8764 g of Cl). 

Ferric indicator .—A saturated soln of ferric ammonium alum. 


DETEBUIKATION 

In the outer part of the continuous extractor, place such a quantity (not over 
150 ml) of carbonated beverage, apple juice, grapefruit or orange juice as contains 
6-100 mg of CHiCl COOH. Dilute if necessary to 150 ml, add 3-5 ml of HsSOi, mix, 
and extract with ether 2-3 hours. Tilt the extractor in such a way as to drain as 
much as possible of ether into the fiaak; disconnect the flask, add 25 ml 1 A/' NaOH 
in excess of that required to make the water layer alkaline to litmus paper after 
shaking, shake, and evaporate the ether on the steam bath until only about 25 ml of 
liquid remains, hastening the process by passing a current of air into the mouth of 
the flask. Digest on the steam bath for 2 hours or boil under a reflux condenser for 
J hour. Add 50 ml of water, 15 ml of IINO», and a known volume of the AgNOi soln 
in excess. Shake J-1 min, add the ferric indicator, and titrate the excess Ag with the 
NH^CNS soln. In the titration, add NH 4 CNS soln carefully until the pink color 
formed fades slowly on mixing. At this point shake the soln for ca 30 seconds and 
filter thru a folded filter into a second flask. When the first flask is empty wash down 
its walls with ca 50 ml of HjO and add this to the filter after the soln has all gone 
thru. When the wash water has passed thru, complete the titration. In the same way, 
titrate a quantity of AgNOi soln equal to that added to the sample. The difference 
between the two titrations is a measure of the CHfCl COOH. 

(5) The following methods were adopted as official, first action. 

QUATERNARY AMMOlfTOM COMPOUNDS 
/. Ferricyanide Method. 

{For commercial freservativee) 

REAGENTS 

Buffer .—Dissolve 130 g of sodium acetate in water, add 42 ml of acetic acid and 
make up to 500 ml. 

Ferricyanide solution. —Dis.solve 6.6 g of KiFe(CN)6 in water and dilute to 1 liter. 

Zinc sulfate solution .—Disolve 20 g of ZnSOi-711*0 in 180 ml of water. 

Thiosulfate solution .—Dissolve 5 g of NaiSiOrSIIjO in water, dilute to 1 liter 
and standardize (1 ml of 0.02 0.02142 g alkyldimethylbenzylammonium chlo¬ 

ride, molecular weight 357. 

Approximation of Quaternary Ammonium Salt Content 

Pipet 1 ml of buffer, 2 ml of ferricyanide solution, and 20 ml of water into each 
of 4 small conical flasks. Pipet into them, respectively, 0.5 ml, 1.0 ml, 2.0 ml, and 4.0 
ml of sample, mix and filter. Now' add 2 ml of sample to each filtrate, mix, and ob¬ 
serve. 

DETERMINATION 

Into a 100 ml Kohlrausch flask^ pipet such an aliquot of sample as contains about 
0.5 g of quaternary ammonium salt as indicated in Table 1, dilute if necessary to 
make the volume 50 ml, add 5 ml of buffer and mix. Then add from a pipet 30 ml 
of ferricyanide solution, rotating the flask during the addition. Dilute to the mark 

1 In oMe of a aolution oontaaning appronmatoly 0.5 g of the oomptound per 100 ml, pipet 100 ml into a 
200 ml volumatiio fiaik, um 10 ml of buffer, and make the back titration upon 100 or 150 ml of filtrate. 
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Table 1. —ApproximcUion of content of dlkyldtmethylben»ylammoniuin 
chloride (mol, wt, S57) 




BAUPLB ADOBD 



A 

0.5 ML 

B 

1.0 ml 


D 

4.0 ml 

Per cent 

8.4 or more 




mSM 

5 





2.5 





1.25 





1 or less 

Ppt. 

Ppt. 

Ppt. 

Ppt. 


with water and mix. After i hour, filter, discarding the first 10-15 ml of filtrate. 
Pipct 50 ml of filtrate into a 500 ml conical flask, add 100 ml of water and 1-2 g of 
solid KI. Rotate until the salt is dissolved; add 10 ml of HCl (l+l), mix, and let 
stand for 2 min. Add 10 ml of zinc sulfate soln, mix, and titrate with thiosulfate 
soln, adding starch indicator when the iodine color fades to a tinge of yellow. Run 
a blank determination including all of the above operations but substituting water 
for the sample. Calculate the quaternary ammonium salt content from the difference 
in the two titrations. 

II, Method for Bottled Beverages Containing Fruit Juices 

APPAKATUS 

Centrifuge having a head about 12 inches in diameter equipped for accommodat¬ 
ing 100 ml portions of sample. 

Steam distillation apparatus (see 25.77): Use 500 or 1000 ml distillation flask 
fitted with spray tube reaching to within 1 or 2 cm of the bottom of flask (all connec¬ 
tions standard tapper joints), and with plug for steam inlet (to be used during the 
early part of the distillation). 

Photometer: fitted with color filter 610 m^ and suitable cell. 

REAQEKTS 

Sodium carbonate solution. —Dissolve 5 g NajCOj in 500 ml of IlaO. 

Bromophenol blue. —Use the solid reagent. 

Bromophenol blue solution. —Dissolve 40 mg of the dry compound in warm HjO, 
cool, and dilute to 100 ml. 

Sodium sulfate.^ —Anhydrous granular (not powdered) reagent grade. 

Solvents. —Ethylene chloride; petroleum ether. 

DETEBMIKATION 

(a) Extraction. —Mix thoroly, and measure out 50 ml of sample in a graduated 
cylinder. Filter on a 7 cm Biichner funnel and make the filtrate to 100 ml with w’ater 
(Soln A). Place the filter paper in a 400 ml beaker and extract with small portions of 
alcohol until no more color is extracted and the paper remains white. Transfer the 
alcoholic extract to a 500 ml distilling flask, add 10 mg of bromophenol blue, 2 ml of 
HCl (1 +1) and 100 ml of HjO. Steam distil as before, collecting a volume of distillate 
which is at least 100 ml greater than the volume of alcohol in the extract. Cool the 


* MaUinokrodt Sodium Sulfate Anhydrous granulated A.C.D. waa found to be latisfaotory. 
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residuei transfer to a separatory funnel and wash with 40 ml, 30 ml, and 30 ml por¬ 
tions of petroleum ether; pipet 50 ml of ethylene chloride into the separatory funnel 
and shake for 3-4 min. Let stand until clear and draw off the lower layer into a 
second separatory funnel containing 10 ml of sodium carbonate soln, and shake for 
3-4 min. When the two layers separate, observe the lower one. If blue, a quaternary 
base is present. Judge from the depth c' color whether or not it is suitable for reading 
in the photometer. If so, draw off the lower layer into a glass-stoppered flask con¬ 
taining 1-2 g of anhydrous granular NajS 04 and, after 30 min, read as before in a 
suitable cell using a Alter centering at 610 m^. 

If the color is too deep, acidify the contents of the second separatory funnel with 
1 or 2 ml of HCl (1 -f 1), shake until the contents become yellow, and return to the 
Arst separator. Pipet a second 50 ml portion of ethylene chloride into the Arst sepa¬ 
rator, shake 3-4 min and let stand until the lower layer is clear. (If the sample is 
known to contain over 1 mg of quarternary ammonium compound in 100 ml, add 
the entire 100 ml of ethylene chloride in the Arst instance.) Now follow the direction.^ 
for (c) **Measurement of Color.** 

Meanwhile, pipet a suitable aliquot (Arst try 5 ml) of soln A into a separatory 
funnel, add 3 ml of bromophenol blue soln and 1 ml of HCl (1 +1); and proceed as 
above beginning ‘^pipet 50 ml of ethylene chloride ♦ ♦ • 

(b) Preparation of the Standard Curve. —Standardize a 1 % soln of the quaternary 
ammonium compound to be determined, using the ferricyanide method. By carrying 
out the procedure given below, ascertain the maximum and minimum concentrations 
of the chemical which produce, in 50 ml of ethylene chloride, colors of a density 
suited to the color-measuring instrument to be employed. Now prepare a set of 
three or more standards containing, in 50 ml quantities of the quaternary am¬ 
monium compound covering the range between these two points. (If the neutral 
wedge photometer i.s to be used, 0.0 mg, 0.1 mg, 0.2 mg, and 0.25 mg i>or 50 ml are 
suitable standards.) 

Pipet 50 ml of each standard into a series of separatory funnels, add to each 3 ml 
of bromophenol blue solution and 1 ml of HCl. Pipet 50 ml of ethylene chloride into 
each and shake for 2~3 minutes. When clear, draw off each lower layer into a scries 
of funnels containing 10 ml of sodium carbonate solution, and shake for 2-3 min. 
Let stand until clear, draw off into a glass-stoppered flask containing 1-2 g of granu¬ 
lar anhydrous NaiSO^ and, after 30 minutes, read in the color-measuring iiLstrument, 
using the same (or a similar) cell and a light Alter centering at 610 m/i (a 1'' cell was 
used in the neutral wedge photometer). If the instrument reads in terms of pvr cent 
transmi.ssion, the projHT conversion to color density must be made. If, how’ever, it 
reads directly in color density, or in scale reading.s whicli arc proportional to the 
density of color (as in the case with the neutral wedge photometer), the readings 
may be plotted directly against the concentrations employed. 

(c) MeasuremcfU of color. —Treat each ethylene chloride extract separately^ as 
follows: Introduce 30-50 ml of the extract into a separatory funnel containing 10 ml 
of sodium carbonate solution. Shake for 3-4 min. When clear, draw off the lower 
layer into a glass-stoppered flask containing 1-2 g of anhydrous granular NaiS 04 . 
After 30 min read in a suitable cell using a Alter centering at 610 him* 

If the color is too deep for accurate reading, estimate a suitable volume of the 
extract to be used as an aliquot; pipt't this volume into a 50 ml volumetric flask 
and All to the mark w ith ethylene chloride. Shake the mixture with sodium carbonate 
solution, separate, dry, and read as above. From the quantities of quaternary am¬ 
monium compound found in the extracts from the liquid and the solid materials, 
calculate to mg per 100 ml of fruit juice. 


• Wlien tb« two ethylene chloride extracts were united for thie step, lower results were obtained. 
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in. Method far Beer 

Place 100 ml of decarbonated beer in the steam distillation flask; add 10 mg of 
bromophenol blue and 2 ml of HCl (1+1). Steam distil, collecting about 200 ml of 
distillate. Cool the residue, transfer to a separatory funnel, wash with 100 ml and 
then with 60 ml of petroleum ether. Then proceed as directed in the method for 
Bottled Beverages Containing Fruit Juices, beginning “pipet 50 ml of ethylene 
chloride, 

IV. Method For Table Sirup 

Weigh 20 g of sample, transfer to a 100 ml volumetric flask, mix thoroly, 
and make to volume with water. Pipet an aliquot of the soln into a separatory 
funnel; add 6 ml of bromophenol blue soln, 1 ml of HCl (1+1) and proceed as di¬ 
rected in the Method for Bottled Beverages Containing Fruit Juices, beginning 
‘‘pipet 50 ml of ethylene chloride, 

33. SPICES AND CONDIMENTS 

(1) The tentative method for caramel in vinegar, section 33,78 fp. 553), 
was deleted. 

(2) The following method for starch in mayonnaise and salad dressing 
was adopted as official, first action. 

STARCH IN MAYONNAISE AND SALAD DRESSING 
REAGENTS — See 33.41 
DETERMINATION 

Determine the total acidity of the prepared sample by 33.51. Place 4-5 g of the 
prepared sample in a 500 ml Erlenmeyer flask, add the calculated quantity of 0.1 N 
NaOH to neutralize the acid in the weight of sample taken, and add 100 ml of the 
CaCls soln from a pipet. Stopper the flask and swirl gently until all large lumps of 
dressing are broken up. Continue as in the method for starch in mustard products, 
33.42, beginning “Add glass beads. Connect to reflux condenser. ...“ Calculate 
percentage of starch from the formula: 

M aj. 1 - 8- dextrose X0.9 (100 —A) X8 

% Starch -- ——7 -^- 

weight of sample 

where A -ml 0.1 AT NaOH used to neutralize acidity of the sample. 

(3) The tentative method for starch in mustards, This Journal^ 30, 75 
(1947), was adopted as official, first action, after the following changes: 

(a) Delete the sentence “Filter... funnel,^’ lines 10 and 11, and substi¬ 
tuting “Filter thru an 11 cm circle of absorbent cotton ca J cm thick 
placed in a 60® funnel.” 

(b) Adding “several glass beads and” between “Add” and ‘Vater,” 
line 16. 

(c) Adding “as possible” after the word “dispersed,” line 17. 

(d) Correcting “or” to “on” in parenthesis, last line. 

(e) Changing “0.8” to “8.0” in the numerator of the formula for calcu¬ 
lating the percentage of starch. 

(4) The official method for copper-reducing substances in prepared 
mustard, section 33.40 (p. 545) was deleted, final action. 
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34. SUGARS AND SUGAR PRODUCTS 

(1) The following method was adopted as tentative: 

UNFERMBIfXBD RBDUCmO SUBSTANCES IN MOLASSES 

Method of Java Sugar ExperimerU Station* 

REAGENTS 

(a) Baker*e yeasty free from starch. —Fleischmann’s, sold in packages of 1 lb. each 
by Standard Brands, Inc., was found suitable. It keeps fresh for a few days if kept 
in the refrigerator. 

(b) NeiUral lead acetate soln .—Dissolve 20 g Pb(CsHtOs)t‘ SH^O in HtO to 100 ml. 

(c) Anhydrous potassium oxalate. 

(d) Soxhlet soln. See section 34.33 (a) and (b). 

(e) Potassium iodide soln. — Dissolve 20 g KI in HjO to 100 ml. 

(f) Dilute sulfuric acid. —5 volumes of water plus 1 volume of cone. HtSOi. 

(g) Standard thiosulfate soln. —0.1 N. —See sections 43.28 and 43.29. 

FERMENTATION 

Transfer 12 g of blackstrap molasses (or 8 g High-test molasses) to a 500-ml 
volumetric flask, using in all 75 ml of HiO. Add 25 g of coarsely chopi>ed, fresh 
baker’s yeast and mix thoroughly with the molasses soln. Close the flask with 
a stopper provided with a delivery tube tlic other end of which dips about 1 cm 
below the surface of HjO in a beaker; or use any other type of fermentation trap. 
Place the flask in a water bath kept at 30®C. and allow to ferment for at least 
4 hours, shaking the flask from time to time. When fermentation is complete dilute 
with HjO, clarify with 15 ml of neutral Pb(C*niOi)i soln, make to the mark at 20®C., 
add a teasiK)onful of Filter-Cel, shake well and filter, discarding the first runnings. 
Delead the entire filtrate with ca 0.5 g of anhydrous KiC *04 and filter again with the 
aid of Filter-Cel. Test the filtrate for Pb. If necessary add more oxalate and refilter. 

DETERMINATION 

Transfer 25 ml of the final filtrate to a 250-ml Erlenmeyer flask, mix with 20 ml 
of combined Soxhlet soln, and wash the wall of the flask down w'ith 5 ml of HjO, 
making 50 ml in all. Add a few pieces of ignited pumice stone and place the flask on 
a w'ire gauze covered with an asbestos plate which has a hole in the center, slightly 
smaller than the bottom of the flask. As the source of heat use either a Bunsen burner 
or preferably an electric heater with temperature control. Heat to boiling in 3 min 
and V)oil gently for exactly 2 min longer. Close the flask immediately with a stopper 
provided with a Bunsen valve and cool quickly under the water tap to prevent re¬ 
oxidation. Add 15 ml of KI soln and then 10 ml of dilute HtS 04 . Titrate the liberated 
I at once with 0.1 AT NasSfOi soln, adding starch indicator toward the end of the ti¬ 
tration. 

Run a blank with 75 ml of HsO instead of molasses soln, adding yeast, etc., as 
described. Deduct the titer of the sample from the titer of the blank, and find the 
mg invert sugar corresponding to the difference, from the table. The result, divided 
by 6 (in the case of High-Test molasses, by 4) gives directly the percent of unfer- 
mentable reducing substances in the molasses, in terms of invert sugar. 


* *‘MeUiod«n van Ondariofik bij de Java-Suikarinduatrie," 6th ed. (1931). p. 365. 
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Milligrams of Invert Sugar Corresponding to Milliliters 
0/ 0.1 N Thiosulfate 


0,1 N TBIOSULFATS 

INSERT SUGAR 

0.1 N TBIOSULFATH 

INVERT SUGAR 

ml 

mg 

ml 

mg 

1 

3.2 

14 

47.3 

2 

6.4 

15 


3 

9.7 

16 

54.3 

4 

13.0 

17 

58.0 

6 

16.4 

18 


6 

19.8 

19 


7 

23.2 

20 

69.4 

8 

26.5 

21 

73.3 

9 

29.9 

22 

77.2 

10 

33.4 

23 

81.2 

11 

30.8 

24 

85.2 

12 

40.3 

25 

89.2 

13 

43.8 

— 

— 


(2) The following changes were adopted in sections 34.18 (p. 560), as 
oflScial, final (special action). 

Change 34.18(a) to 34.18(b); delete the second paragraph beginning 
‘‘Verification^’ and the third paragraph beginning “According”; delete 
in sixth paragraph on page 561, line 4, “at 20® before reading is made.” 
and substitute “at the same temperature (preferably 20®) when the obser¬ 
vation is made,” and delete “recently” in next to last line; delete in eighth 
paragraph, page 561, “basic acetate of lead ...” and substitute “dry 
basic lead acetate (Horne’s Drj’’ Lead, or 34.19(c))”; delete ninth para¬ 
graph beginning “Whenever reducing”; delete tenth paragraph begin¬ 
ning “After” and substitute “Bring the soln exactly to mark at proper 
temp., and after wiping out neck of flask with filter paper, add minimum 
amount of dry basic lead acetate (34.19(c)), shake to dissolve, pour all 
the clarified sugar soln on rapidly acting, air-dry filter. Reject at least 
first 25 ml of filtrate and use remainder, which must be perfectly clear, for 
polarization.” 

Change 34.18(b) to 34.18(c) delete “Ventzke” lines 2 and 3 and sub¬ 
stitute “Herzfeld-Schonrock”; delete “Bureau of Standards” lines 4, 5, 
and 6 and substitute “International Sugar.” 

(3) The following new subsection was adopted as official, final (special 
action), as section 34.18(a). 

“The saccharimeter scale shall be graduated in conformity with the International 
Sugar Scale adopted by the International Commission for Uniform Methods of 
Sugar Analysis. Rotations on this scale shall be designated as degrees sugar (®S). 

The basis of calibration of the 100° point on the International Sugar Scale is 
defined as the polarization of the normal solution (26.000 grams of pure sucrose dis¬ 
solved in 100 ml solution and polarized at 20° in a 200 mm tube, using white light 
and the dichromate filter as defined by the Commission). This solution, polarized in 
room or cabinet, temperature of which is also 20°, must give saccharimeter reading 
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of exactly 100®S. Temperature of the sugar soln during polarization must be kept 
constant at 20^. 

The following rotations shall hold for the normal quartz plate of the Inter¬ 
national Sugar Scale: 

Normal Quartz Plate «100®S —40.690® ±0.002®. 

(X -5461a) at 20®. 

1®(X-5461A)-2.4576®S. 

Normal Quartz Plate —100® S—34.620®±0.002®. 

(X-5892.5A) at 20®. 

1® (X-5892.5A) -2.8885®S. 

According to determination of Bates and Jackson (7)® at the National Bureau of 
Standards, the Ilerzfeld-Schoiirock scale reading for 26 grams of pure dry sucrose 
under the above conditions is 99.895. The scale reading has been redetermined by 
Balch and Hill (8)® and by Zerban and Hardin (8)* who found values of 99.907® and 
99.912®, respectively. Average value of these independent investigations is 99.905®. 
The value 99.90® was adopted by the International Commission in 1932. 

In the case of existing instruments graduated on the llerzfeld-Schonrock scale, 
it shall be permitted either to change the saccharimeter scale or to use a weight of 
26.026gin 100 ml.” 

(4) The following change was adopted as section 34.19 (p. 562) as 
official, final Especial action). 

D(‘leto in siihsoction (a) last sentence in parenthesis and substitute 
“(This r(‘agent is not recommended for clarifying products of low puritj’’, 
due to error caused by volume of precipitate)delete in subsection(c) 
last sentence in parenthesis and substitute “(Unless in excess, dry basic 
lead acetate does not cause a volume error)“; delete subsection (e) and 
substitute the following: ^ ^ 

“(e) To remove excess lead used in clarification add to clarified filtrate an¬ 
hydrous K or Xa oxalate in small quantities, until test for Pb in filtrate is negative; 
re filter.” 

(5) The “(e)“ in section 34.23(a) (p. 565) lino 3, was deleted, oflScial, 
final (special action). 

(6) The refei*(‘nce “Int. Sugar Jour. 35, 19 (1933); 39, 32s (1937)’’ was 
addtni to selected reference (6) p, 594. 

35. PROCESSED VEGETABLE PRODUCTS 

No additions, deletions, or other changes. 

36. VITAMINS 

(1) The following method was adopted as alternate tentative. 

CAROTENE 

EXTRACTION 

(a) Hays and dried plants .—Grind the sample to pass a 40-me8h siev^e. Weigh 
accurately a 2-g sample (4 if carotene content is low’) and place in the flask of an 
extractor (Goldfisch, Bailey-Walker, or ASTXI is suitable if no thimble is used). 
Add 30 ml of a 3:7 mixture of acetone and commercial hexane (therefore 30% ace¬ 
tone) to the flask and reflux the contents at a rate of 1-3 drops per second for one 
hour. 


* R«ldr«noe numbert refer to eeleoted refer«iaoee, MHhod9 of An<jly$i», dth £d.. p. 594. 
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After cooling to room temperature, decant or filter the extract into a 100 ml 
volumetric flask, wash the residue with hexane, and dilute the soln to volume. The 
soln, which now contains 9% acetone, is chromatographed. 

CHBOMATOOBAPHT 

Prepare a chromatographic column with a 1:1 mixture of activated magnesia 
(Micron brand No. 2642, Westvaco Chlorine Products Company, Newark, Cali- 
fornia) and diatomaceous earth (Hyflo Supercel, Johns-Manville, CUoago, lUinois), 
A suitable chromatographic tube can be made from a Pyrex test tube 22 mm O.D. 
and 175 mm long by sealing a smaller tube (ca 10 mm O.D.) in the bottom. To pre¬ 
pare the chromatogram place a small plug of glass wool or cotton inside the tube, add 
the loose adsorbent to a depth of 15 cm, attach the tube to a suction flask, and apply 
the full vacuum of a water pump. Use a flat instrument such as an inverted cork 
mounted on a rod to gently press the adsorbent and flatten the surface. The packed 
column should be about 10 cm deep. Place 1 cm. layer of anhydrous sodium sulfate 
above the adsorbent. 

With the vacuum continuously applied to the flask pour the extract into the 
chromatographic column and use 50 ml of a 1:9 mixture of acetone and hexane 
to wash the carotene into the adsorbent and develop the chromatogram. Keep the 
top of the column covered with a layer of solvent during the entire operation. This 
is conveniently done by clamping an inverted volumetric flask full of solvent above 
the column with the neck 1-2 cm above the surface of the adsorbent. 

The carotenes pass rapidly through the column and the entire eluate is collected. 
Bands of xanthophylls, carotene oxidation products, and chlorophylls should be pre¬ 
sent in the column when the operation is complete. Transfer the eluate, which has 
been reduced in volume by loss of vapor through the water pump, to a 100 ml volu¬ 
metric flask and dilute to volume with a 1:9 mixture of acetone and hexane. The 
carotene content of this soln is determined photometrically. 

PHOTOMETBY 

Determine the density of the solution as soon as possible with a spectrophoto¬ 
meter at 436 mM or with some other instrument which is provided with a suitable 
filter system, such as the Klett photometer with a No. 44 filter, or the Evelyn photo¬ 
electric colorimeter with a 440 filter. These instruments are first calibrated with 
solns of beta-carotene of high purity as shown by the characteristic absorption curve 
(See Beadle and Zscheile, J, Biol. Ckem., 144, 21 (1942), for characteristic curve). 
A calibration chart is prepared and the density of the soln to be determined is then 
converted into carotene concentration by referring to the chart. 

When determinations are made with the Beckman 8]>ectrophotometer at 436 
m/if the specific absorption coefficient (alp^» 196) is used in the formula 

lo 

log—XVXlOOO 


196XLXW 

where C is concentration of carotene in parts per million contained in the original 
sample, V is the final volume of the eluate at time of reading, L is length of cell in 
cm, and W is the weight of sample. Report results as parts per million of beto^aro- 
tene. 

(2) The tentative fluorometric method for vitamin B (thiainme)i 
sections 36.24-36.26 (p. 608), was adopted as official, first action. 
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37. WATERS, BRINS, AND SALT 

No additions, deletions, or other changes. 

38. RADIOACTIVITy 

No additions, deletions, or othe^ changes. 

39. DRUGS 

(1) The following method for ephedrine was adopted as official, first 
action. 

EPHEDRUfB 

(a) Oily inhalants containing oxazolidines (products from the reaction of ephedrine 
with carbonyl compounds), —Accurately weigh or otherwise measure out a sample 
contaiaing ca 100 mg of ephedrine. (In the case of most inhalants, the sample size 
will be about 10 ml. Although a sample containing as little as 20 mg of the drug may 
be used, if necessary, the larger sample should be employed if practicable.) Rinse it 
quantitatively into a 125 ml Erlenmcyer fiask with portions of reagent grade benzene 
totalling about 5 ml, add 10 ml. of 5% sulfuric acid, and frequently agitate and swirl 
the mixture while it is boiled gently for 10 min. The boiling is best done on a hot plate 
and should be conducted carefully to avoid superheating, bumping, and loss of sam¬ 
ple. Cool the flask, transfer the contents to. a 125 ml separatory funnel, and rinse the 
Erlenmcyer with portions of benzene totalling about 1 times the volume of sample 
in order to remove all oily matter from the flask. (It is desirable that the Erlenmcyer 
be provided w ith a Up in order to facilitate the quantitative transfer of the contents 
to the funnel.) Shake the funnel containing the acid and benzene rinsings, drain off 
the acid layer into a second separatory funnel, and swirl the first funnel vigorously to 
force down additional acid and insure more complete separation of the phases. 
Drain into the second funnel any acid layer which further separates, and extract the 
benzene-oil phase with three 5-ml portions of water which have been previously used 
to rinse the flask. Swnrl the first funnel each time after the main portion of water has 
been drained into the second. (In the transfer of ephedrine from organic solvent to 
aqueous phase, and vice versa^ shakeouts should be conducted for at least 1 min and 
in as vigorous manner as possible without causing troublesome emulsions.) Wash the 
acid poln of ephedrine sulfate with 3 ml of chloroform, and discard the chloroform 
washings. Make the soln alkaline to litmus w’ith 20% sodium hydroxide (about 2.5 
ml is required), then add 0.5 ml in excess and extract the ephedrine by shaking 
vigorously with six 15-ml portions of U.S.P. chloroform. If more than 60 mg of ephe¬ 
drine is present, filU*r the extracts? through a pledget of cotton into a tared 100 ml 
beaker previously dried at 110® and cooled in a desiccator. After the fourth extrac¬ 
tion, rinse the filter funnel and its tip with chloroform (allow ing the rinsings to drain 
into the beaker), float 5 drops (0.2 ml) of cone, hydrochloric acid on the surface of 
the combined extracts, and evaporate on the steam bath in a current of air until the 
beaker can easily accommodate the remaining extracts. To test for complete ex¬ 
traction, shake the alkaline phase with a seventh and an eighth 15-ml portion of 
chloroform, filter these through cotton into a small beaker, float 2 drops of cone, 
hydrochloric acid on the surface, and evaporate to dryness on the steam bath in a 
current of air. If a crystalline residue results, combine it with the main extracts by 
using a little reagent grade methanol for the transfer, and repeat the test if consid¬ 
ered necessary. Continue the evaporation of the main extracts until the volume of 
liquid has been reduced to about 1 or 2 ml. Then cautiously beat on the bath, but 
without the air current, until the odor of hydrogen chloride has disappeared, and the 
residue of ephedrine hydrochloride is apparently dry. Heat the beal^r in an oven at 
110* C. for I hour, cool in a desiccator, and weigh: Weight of residue X 0.8192 
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weight of ephedrine base. If less than 50 mg of ephedrine is present in the sample, 
carry out the extraction of ephedrine to completion as described above, and evapo¬ 
rate the filtered extracts in an untared beaker until the chloroform, but not the excess 
hydrochloric acid, has been removed. Direct a fine stream of redistilled reagent grade 
methanol around the inside of the beaker to dissolve the ephedrine salt, and imme¬ 
diately repeat the process with a stream of chloroform. Transfer the methanol- 
chloroform soln to a tared 20 ml beaker, previously dried at 100® and cooled in a 
desiccator, and repeat the methanol and chloroform rinsings until the ephedrine 
hydrochloride has been quantitatively transferred. Evaporate the soln on a steam 
bath, in a current of air, until the salt begins to crystallize. Continue the removal of 
solvent by cautious heating alone, to avoid loss from crepitation, until the residue is 
apparently dry and there is no odor of hydrogen chloride. Dry and weigh as previ¬ 
ously described. 

0)) Oily inhalants or petroleum jelly preparations containing free ephedrine only. 
If the product is an oil, quantitatively transfer a suitable sample (see a) to a 125 ml 
separatory funnel with the aid of portions of benzene totalling about IJ times the 
volume of sample, and extract the mixture with 5 ml of 10% sulfuric acid, then with 
four 6-ml portions of water, swirling the funnel each time as in (a), and continue 
the assay as described in that paragraph beginning at the point “Wash the acid 
solution of ephedrine sulfate. ...” 

If the product is a petroleum jelly preparation, dissolve the sample in sufficient 
benzene to obtain a soln of suitable fluidity (30 ml should be sufficient for a sample 
of 10 g) and proceed with the assay as described for oily inhalants. 

(c) Water-soluble jellies. —If the product is a thin jelly of viscosity similar to that 
of the N. F. VIII preparation, accurately weigh a sample of about 10 g. If it is a 
thick jelly, reduce the size of the sample (which should contain 20-100 mg of the 
alkaloid) to about 6 g to diminish the possibility of emulsion formation during the 
ether extractions. Transfer quantitatively to a separatory funnel with the aid of 
water, and dilute with the latter until the volume of jelly plus water is about 20 ml. 
Render the mixture slightly alkaline to litmus with 20% sodium hydroxide, add an 
additional one-half ml, and quantitatively extract the ephedrine with U.S.P. ether 
according to the usual three-funnel technic. In each shakeout use a volume of ether 
equal to that of the aqueous phase, and swirl the funnel vigoroasly after draining off 
the bulk of the aqueous layer in order to obtain an efficient separation of the two 
phases. If equilibrium is attained in each shakeout, 5 or 6 will be sufficient. Extract 
the ether with 5 ml of 10% sulfuric acid and four 5-ml portions of water in the same 
manner as described for the extraction of the benzenc-oil mixture in (b), and con¬ 
tinue the assay from this point according to the directions of that section. 

(d) Syrups. —Use a 10 ml sample, measured by means of a volumetric flask, and 
proceed as directed under (c). 

(c) Solutions of ephedrine salts. —Use an accurately measured volume of sample 
containing about 100 mg of ephedrine and carry out the assay as directed under 
(c), except that if the sample amounts to less than 20 ml it need not be diluted to this 
volume before extracting. 

(f) Tablets and capsules. —Accurately w'eigh a sample of the capsule contents or 
finely powdered tablets preferably equivalent to about 100 mg of the drug. Transfer 
to a separatory funnel containing 20 ml of water and basify with ca 0.5 g of anhy¬ 
drous sodium carbonate. Proceed with the assay as described under (c), beginning 
with the ether extractions, but basify the acid extracts with anhydrous sodium 
carbonate instead of 20% sodium hydroxide. Use ca 0.5 g in excess of that required 
to make the soln alkaline to litmus. 

(2) The fonowiHg method was adopted as ofScial, first action. 
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SPIRIT 07 CAMPHOR 
REAGENT 

2, 4^iniirophenylhydrazine. —Dissolve 2 g of 2, 4-dinitroplienylhydrazine in 
20 ml of 1+1 cold H2S04 by shaking in a glassHBtoppered Oask; add 35 ml of water, 
mix, cool, and filter. 


DETERMINATION 

Dilute an accurately measured quantity of spirit of camphor with aldehyde- 
free alcohol so that the soln contains ca 0.2 g of camphor per 10 ml. Pipet 10 ml of 
the dilution into a 125 ml pressure bottle containing 50 ml freshly prepared dinitro- 
phenylhydrazinc reagent. Close pressure bottle, immerse it in a beaker of water, and 
heat on steam bath 4 hours. (Temperature of pressure bottle should be maintained 
ca75®C.) 

Cool the bottle and contents to room temperature, then transfer contents to a 
beaker using 100 ml 1+11 H2SO4. Allow to stand overnight at room temp. Collect 
the precipitate on a tared Gooch crucible, wash wdth 10 ml 1+11 HjS04, then with 
75 ml cold water to rcmiove the acid. Dry at 100°C. The W'eight of precipitate 
X.458«weight of campher. 

(3) The following method was adopted as official, first action. 

OUINACRINE HYDROCHLORIDE (ATABRINE) 

REAGENTS 

Sodium acetate-acetic acid mixture, —Dis.solve 2.5 g sodium acetate and 1 ml gla¬ 
cial acetic acid in sufficient IIiO to make 45 ml. 

Dilute HCL —Add sufficient H2O to 15 ml cone. HCl to make 80 ml. 

K1 solu, —Dissolve 16.5 g KI in sufficient H2O to make 100 ml. 

DETERMINATION 

Transfer the accurately weighed sample, equivalent to ca 0.25 gm quinacrine 
hydrochloride, to a 100 ml volumetric flask with the aid of 45 ml of the sodium ace¬ 
tate-acetic acid mixture. Shake thoroly to dissolve the quinacrine hydrochloride. 
Allow to settle and add exactly 50 ml 0.1 A' K2Cri07. Fill to the mark with distilled 
water and mix well. Allow to stand 10~15 min and filter thru a dry filter, reject¬ 
ing the first 15 ml of filtrate. Measure exactly 50 ml of the subsequent filtrate into a 
glass-stoppered flask. Add 80 ml of the dilute HCl and 20 ml of the KI soln. Stopper 
the flask and mix by gentle swirling. Allow' to stand for 5 min. and titrate the liber¬ 
ated iodine with 0. l.V Na2S20i adding starch indicator when the end point is neared. 

1 ml 0.1 A' K2Cr207 is equivalent to 0.00842 g of C2iHaoOCln2*2HCl’2H20. 

(4) The following method was adopted as official, first action. 

DEMEROL 
Distillation Method 

APPARATUS 

An all-glass apparatus was assembled, using pieces made wdth standard taper 
(24/40) ground glass points. It consisted of a 500 ml round bottom, short neck flask 
into which fitted an adaptor with attached separatory funnel (Ace catalog, 5270). 
A distilling head (Scientific Glass Apparatus Co., J-1500) fitted into this adapter. 
A connecting adapter (Ace, 5125) w'as used to connect the distilling head to a straight 
inner-tube, water cooled condenser. Another adapter, attached to the bottom of the 
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condenser, was long enough to dip below the surface of the liquid in a 1,000 ml 
Erlenmeyer flask. Other apparatus could be set up which would probably work 
equally as well. The essential features are provision for adding liquid during the dis* 
tillation and a distillation head efficient enough to prevent any spray of the calcium 
carbonate mixture from carrying over into the receiving flask. 

BEAGENTB 

Methyl red indicator. See 39.8(b). 

Sodium hydroxide coin. 0.02 N NaOH standardized against sulfamic acid using 
methyl red indicator. 

Sulfuric acid soZn., 0.02 N H1SO4 standardized against the 0.02 N NaOH using 
methyl red indicator. 

Powdered calcium carbonate. 

PBEFABATION OF SAMPLE 

Weigh a counted number of not less than 20 tablets and reduce them to a fine 
powder without appreciable loss. 


DETEBMINATION 

Weigh accurately an amount of the powder equivalent to ca 100 mg of Demerol. 
Wash it into a 500 ml round bottom flask with ca 25 ml of water. Introduce into 
flask ca 1 gm of powdered CaCOs and connect the flask to the distillation apparatus 
described above. Place 1-liter Erlenmeyer flask, containing 20 ml of 0.02 N HtSOi 
under condenser in such manner that the adapter on end of condenser will be below 
surface of the acid. Thru separatory funnel introduce into flask 100 ml of water. 
Heat until only ca 25 ml of liquid remains in flask. Without interrupting distillation, 
add a second 100 ml of water slowly enough that distillate does not suck back into 
distillation flask. (Continue distillation until this portion has distilled over. In like 
manner, distill over a third 100 ml of water. Then add, thru the separatory fun¬ 
nel, 10 ml of ethyl alcohol. When most of alcohol has distilled over, add and distill 
over a fourth 10 ml portion of water. Disconnect condenser from distillation apparatus 
and rinse inside of condenser and adapter which dipped into the standard acid, 
catching rinsings in a receiving flask. Bring collected distillate to a vigorous boil to 
remove any dissolved COs, cool, and titrate excess acid with 0.02 N NaOH, using 
methyl red as indicator. Each ml of 0.02 iV HtS04->.005673 gm of demerol hydro¬ 
chloride CuHnOiNHCL 

Extraction Method 

BSAGENTB 

See under Distillation Method. 

PBEPABATION OF SAMPLE 

Same as for distillation method. 

DETEBMXKATION 

Weigh accurately a portion of powder, equivalent to ca 0.1 gm of demerol and 
macerate it with 10 ml of distilled water and 1 ml of normal HsS 04 for 2 hours. De¬ 
cant liquid thru small filter into separatory funnel. Macerate residue with 5 ml 
of distilled water for 20 min, filter thru same filter and wash residue and filter 
with small portions of distilled water. Saturate the soln with NaCl, then add 5 ml 
of normal NaOH and extract with 25 ml of ether. Draw off aqueous layer into another 
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separator, and repeat extraction of aqueous layer in similar manner 6 times, using 
20 ml of ether each time. Wash combined ether extracts with two 5-ml portions of 
distilled water, then extract this water with 10 ml of ether and add this ether to 
main ether extract. Extract ether soln first with 20 ml of 0.02i^ H 8 SO 4 , accurately 
measured, then successively with 10 ml and 5 ml of distilled water. Combine the 
HtS 04 and water extracts in beaker and warm on water bath until odor of ether is no 
longer perceptible. Cool soln and titrate excess acid with 0.02 AT NaOH, using methyl 
red indicator. Each ml of 0.02 H1SO4 is equivalent to .005673 gm of demerol hydro¬ 
chloride, CuH,iO,NHCl. 

(5) The following method was adopted as official, first action. 

niHYDROCODSUffOICB 

Weigh a quantity of the powdered sample to contain ca 0.065 g of dihydroco- 
dcinone. Transfer to a separator and dissolve in 15 ml of HsO. Make alkaline to lit¬ 
mus with dilute NH 4 OH. Extract with CHClt, using 30, 20 , 20 , and 10 ml portions. 
Filter into beaker and evaporate the combined CHCU extracts on water bath to ca 
5 ml, using a current of air to assist evaporation. Add 20 ml 0 . 02 AT HtS 04 and evapo¬ 
rate the remainder of the CHClf. Titrate the excess acid with 0.02 N NaOH, using 
methyl red as indicator. 1 ml of 0.02 N H*S 04 *0.00707 g of dihydrocodeinone hy¬ 
drochloride, Ci,H«0,N - HCl- HaO. 

(6) The following method was adopted as official, first action. 

TmOXJRACXL 

Weigh an amount of sample equivalent to 0.25 gm (±0.040 gm) thiouracil and 
transfer to a 100 ml volumetric flask. Add ca 50 ml of distilled water and then add 
3 ml of 5% NaOH. Shake for a few min. Dilute to volume with distilled water, shake, 
filter thru a dry filter, and transfer 50 ml of the filtrate to an iodine flask. Add 25 ml 
of 0.5 N standard KBr-KBrOi and 10 ml of 10% hydrochloric acid, and let stand 
for exactly 15 min. Then add 10 ml of 15% KI soln and let stand for exactly 5 min. 
Titrate the iodine with 0.1 N NatStOi and take the first disappearance of the yellow 
(or blue) color as the end point. The use of starch as an indicator in this titration is 
optional. One ml of 0.1 N KBr-KBrOi is equivalent to 0.001282 g of thiouracil 
(C4H40N,S). 

(7) The following method was adopted as official, first action. 

OINTMEIVT OF BBlfZOlC KSJ> SAUCYLIC ACIDS 

Transfer an accurately weighed sample, ca 2.5 g, into a separatory funnel, add 
ca 50 ml of ether and swirl until dissolved. Completely extract with saturated soln 
of NaHCOa, using 15, 15, 10 , and 10 ml portions, or more. Extract the combined 
NallCOi soln with 10 ml of CHCli and discard the latter. Acidify with HCl and 
extract with CHCli ether ( 2 + 1 ) until the benzoic and salicylic acids are completely 
extracted. Filter extracts into a 250 ml beaker thru filter moistened with CHCli. 
Evaporate to ca 5 ml on a steam bath using a current of air, then continue spon¬ 
taneously. 

Dissolve residue in about 20 ml of diluted alcohol (about 50%), carefully titrate 
with 0.1 N NaOH using phenolphthalein, record the volume, and add an excess of 
ca 2 ml. Completely evaporate the alcohol on a steam bath using a current of air; 
evaporation from ca 50 ml volume to 5 or 10 ml is sufficient. (Alcohol consumes bro¬ 
mine.) 
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Transfer remaining titration liquid and washings to 100 ml volumetric flask, 
cool to room temperature, and fill to mark with water. Mix thoroly. Pipet a 25 ml 
aliquot into an iodine flask, add 25 ml of water, exactly 25 ml of 0.1 N KBr-KBrOi, 
and ca 5 ml of HCl. Swirl mixture repeatedly during 30 min. Carefully add 5 ml of 
KI soln (ca 10%), shake well and in about one min. titrate with 0.1 iV NasSsOa 
using starch indicator. 

Calculate salicylic acid from the 0.1 N KBr-KBrOa consumed, 1 ml—0.0023 g. 
Calculate benzoic acid from the difference between the 0.1 iV” NaOH titration value 
and the 0.1 iV NaOH equivalent of the salicylic acid found in sample taken. 1 ml of 
0.1 N NaOH «0.01221 gram of benzoic acid or 0.01381 gram of salicylic acid. 

40. MICROBIOLOGICAL METHODS 

No additions, deletions, or other changes. 

41. MICROCHEMICAL METHODS 

No additions, deletions, or other changes. 

42. EXTRANEOUS MATERIALS IN FOODS AND DRUGS 

(1) The tentative method for rodent excreta in corn meal, section 42.32 
(p. 781), was made official, first action. 

(2) The official method for molds in tomato products, section 42.57 
(p. 788), was changed, official, final action, as follows: 

(a) Deleting beginning ^‘mix,’^ line 3, par. 1, to end of paragraph. 

(b) Substituting **add H 2 O to make a mix having a total solid content such as 
will give an immersion refractometer reading at 20° of 45.0--48.7 or an Abb6 refractom- 
eter reading at 20° of 1.3447-1.3460.” 

(c) Introducing a reference in the selected references, Chapter 42, applying to 
this change, as follows: ‘‘National Canners* Assoc. Bui., 27-1, revised Feb. 1041, 
Table 3, p. 58.” 

(3) The tentative method for manure fragments in dairy products, 
section 42.11 (p. 774), to be changed by substituting ^‘up to” for “ca” in 
line 3. 

(4) The word “examination” in line 1 of the method for dried mush¬ 
rooms, This Journal, 30, p. 10f>, was changed to “contamination.” 

43. STANDARD SOLUTIONS 

(1) The official, first action, method for sodium thiosulphate, sections 
43.28-43.29 (p. 809), was adopted as official, final action. 

(2) The official method for standardization of potassium permanganate, 
section 43.18 (p. 807), was deleted, first action. 

(3) The following method for standardization of potassium perman¬ 
ganate was adopted as official, first action. 

BTANUARDIZATION 

Transfer 0.3 g of dried (105°) sodium oxalate (National Bureau of Standards 
standard sample) to a 600-ml beaker. Add 250 ml of diluted sulfuric acid (5+95) 
previously boiled for 10-15 min and then cooled to 27° ±3°. 

Stir until the oxalate has dissolved. Add 39 to 40 ml of 0.1 iV potassium permanga- 
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nate at a rate of 25 to 35 ml per minute while stirring slowly. Let stand (about 45 
seconds) until the pink color disappears. If the pink color should persist because the 
permanganate is too strong, discard, and begin again, adding a few ml less of the 
KMnb 4 soln. Heat to 55 to 60**C, and ''omplete the titration by adding permanga¬ 
nate until a faint pink color persists for 30 seconds. Add the last 0.5 to 1 ml dropwise 
with particular care to allow each drop to become decolorized before the next is intro¬ 
duced. 

Determine the excess of permanganate required to impart a pink color to the 
solution. This can be done by matching the color by adding permanganate to the 
same volume of the boiled and cooled diluted sulphuric acid at 55 to 60^0. This 
correction usually amounts to 0.03 to 0.06 ml. 

(4) Add the following reference in selected references, Chapter 43, as 
applying to method in (3): J. Research Nail. Bur. Standards, IS, 493 
(1935), Research Paper No. 843. 

(5) In the method for thiocyanate, paragraph on reagents (This Journal, 
30, 105,1947), the reference (4) is as follows: (4) See Volumetric Anal3"sis, 
Kolthoff and Furman, Vol. II (1929). 

(6) The following method was adopted as official, first action. 

BROMIDE—BROMATE 

REAGENTS 

Bromide-bfomate »oln .—Weigh out about 2.8 grams of potassium bromate and 
12 grams of potassium bromide into a one liter flask. Fill with boiled distilled water. 

Arsenioua oxide soln ,—Prepare standard arsenious oxide by the method given 

in 43.19 and 43.20. 

STANDARDIZATION 

Measure 40 ml of the standard arsenit^ soln from a buret into a 300 ml Erlen- 
meyer flask. Add 10 ml HCl and 3 drops of methyl orange (43.12(a)). Titrate with 
the standard bromidc-bromate solution until one drop, or less, causes the color of 
the methyl orange to fade completely. The soln should be swirled constantly and 
the last ml added dropwise with swirling between each drop. 


(7) The method for thiocyanate soln, This Journal, 30, 105 (1946), was 
adopted as official, final action. 


ERRATA 

AND EMENDATIONS, 

METHODS OF ANALYSIS, A.O.A.C. 1945 

Section 

Supplementtl to list as published, Thi» Jfmrnal, 30, dO (1947) 

Page 

15.5 

182 


,.. Raise section number, 15.5, to aline with 
‘‘Glycerol in dry wines.^* In same para¬ 
graph change “allowering’* to “allowing.*^ 

16.3 

191 

line 1. 

.. Change to “H,0.»’ 

19.16(a) 

227 

line 7, par. 2.. . 

...Change **ca 20® (below 25®)” to “20® or 
lower.” 

20.125 

268 

3d line from end. 

...Change “1 ml” to “0.1 ml.” 

27.59 

419 

line 11. 

.. . Insert the words “Cool, make to measured 
volume, and mix.” before “Compare.” 


521 

Reference 25.... 

... Dek^te “82.” 

42.62 

790 

Title .1. 

... Insert reference (6) before (7). 








ANNOUNCEMENTS 

The 62d Annual Convention of the Association of Official Agricultural 
Chemists will be held October 11 to 13, inclusive, at the Shoreham Hotel, 
2500 Calvert Street, N. W., Washington 8, D. C. 

As the Shoreham Hotel will provide the halls and other facilities for the 
meeting it is urged that members and visitors secure their accommoda¬ 
tions at this hotel if possible and make it their headquarters. Twin bed 
double rooms are $8.00 and $9.00 per day. A limited number of single 
rooms xnay be available at $6.00 and $7.00. All rooms are with private 
bath. The rates are on the European plan. It is suggested that reserva¬ 
tions be secured well in advance of the meeting, by direct communication 
with the hotel. 


NOTICE TO SUBSCRIBERS 

The Association urgently needs a substantial number of copies of Vol. 
29, No. 1, the Feb. 15,1946, issue of its Journal; and, in addition, all four 
numbers, Vols. XXIV and XXV; Vol. XXVII, No. 4 (November, 1944); 
and Vol. 28, No. 2 (May, 1945). Those having copies not intended as 
permanent files will favor the Association by returning them. Payment of 
$1.60 per copy will be refunded to cover their cost and postage as second 
class matter. 

Copies should be sent to— 

ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS, INC. 

Box 540, Benjamin Franklin Station, 

Washington 4, D. C. 


CORRECTIONS—NOVEMBER JOURNAL 

In the paper on "Factors Affecting the Availability of Ammoniated Super¬ 
phosphates. Part II,’’ by William H. Ross, J. Richard Adams, John 0. Hardesty, 
and Colin W. Whittaker, published in the preceding number of This Journal, 30, 
624 (1947), in Table 10, p. 634, last figure in the last column should read “—27" 
instead of “-I-27.’’ 
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CONTRIBUTED PAPERS 

THE USE OF THE SODIUM-CHLORINE RELATIONSHIP 
FOR THE DETECTION OF SODIUM NEUTRALIZED 
NON-FAT DRY MILK SOLIDS 

By William Horwitz (Food and Drug Administration, Federal 
Security Agency, Minneapolis, Minnesota) 

The presence of neutralizers in non-fat dry milk solids can be detected 
by the alkalinity of ash method as developed by Hillig (1). The reliability 
of this method is supported by the work of Kunkel and Combs (2) and it 
has been adopted as official by the A.O.A.C. (3). The chief disadvantage of 
this procedure is a lack of precision since a large excess of acid must be 
added to the a^ and 95 per cent of it is back titrated to arrive at the 
alkalinity value. 

The use of the mineral constituents of milk ash as an index of neutrali¬ 
zation is mentioned by Davies (4). The phosphorus content of milk is 
reported to be a straight line function of the calcium content, and, like¬ 
wise, the sodium content is a straight line function of the chlorine content. 
The purpose of this work was to obtain additional data to support the use 
of the sodium:chlorine ratio (5) as an index of sodium neutralization in 
non-fat dry milk solids. 

METHODS 

The methods used in this study were: 

Ash.—Methods of Analysis, section 22.99. 

Alkalinity of Ash.—Methods of Analysis, section 22.100. 

Chlorine.—Methods of Analysis, section 23.22. Open Carius on 2 g 
sample, using 10 ml O.liV AgNO* and back titration with O.OSiV thiocya¬ 
nate. 

Sodium—Methods of Analysis, section 12.21. Magnesium uranyl ace¬ 
tate on the sulfated ash from 2 g sample. Solution made up to 100 ml 
after precipitation of phosphates, filtered, and 50 ml aliquot used for the 
determination. It was later determined that the use of the sulfated ash was 
unnecessary since the direct ash {Methods of Analysis, 22.99) gave similar 
results. 

SAMPLES 

A total of 104 samples divided into three groups were examined for 
sodium and chlorine in this study. The first group consisted of 15 samples 
of authentic dry milks prepared by Hillig in 1941 (1). Nine of these sam¬ 
ples were unneutralized; six were neutralized. The second group conasted 
of 58 samples which had previously been examined for neutralization in 
this laboratory. Fifteen of these samples were considered neutralized by 
the alkalinity of ash determination. The Kunkel-Combs criterion of the 
alkalinity of the ash of 130 ml O.IAT HCl/lOO g sample was used as the 
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base line in this study for determining whether a given sample was to be 
classified as neutralized. The third group consisted of 31 samples of un> 
known history which were collected for this study from ordinary com¬ 
mercial channels. Two samples of this group showed an abnormal sodium 
to chlorine ratio and the presence of a neutralizer was confirmed by 
alkalinity of ash determinations. The other 29 samples of this group were 
not examined for alkalinity of ash and, for brevity, they will be referred 
to as normal or as unneutralized, with the understanding that they are 
normal only with respect to sodium neutralization and that the possibility 
that some of these samples may have been neutralized with other than 
sodium compounds can not be ruled out. 

RESULTS 

Figure 1 shows the individual values plotted with per cent sodium as the 
abscissa and per cent chlorine as the ordinate. All of the data are expressed 



t SODIUM 

Fig. 1. —The sodium and chlorine contents of 104 non-fat dry milk solids sam¬ 
ples. The sodium axis is omitted from 0.86 to 1.08 per cent sodium and from 1.16 
to 1.38 per cent sodium without omitting any data or changing the scale. 

on an as is basis, since the ratio of the two components is independent of 
the method of expression of the results. For convenience, the sodium axis 
has been broken at two points without eliminating any data or changing 
the scale. The circles represent normal samples with an alkalinity of ash 
value of less than 130. The solid circles represent the values obtained on 
the authentic unneutralized samples prepared by Hillig. A similar repre¬ 
sentation is used for the neutralized authentic material prepared by 
Hillig and the neutralized commercial samples, t.e., having an alkalinity 
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of ash greater than 130. The average sodium to chlorine ratio of the 81 un¬ 
neutralized samples is 0.47 with a standard deviation of 0.03. The maxi¬ 
mum ratio is 0.54. The minumim ratio of the neutralized samples studied 
IS 0.58. 

The equation of the line which marks the high sodium boundary of the 
normal samples in figure 1 is: 

% Na =0.62% Cl-0.10. 

This equation may be used instead of the ratio sodium;chlorine to 
determine the presence of a sodium neutralizer. If the per cent chlorine in 
the sample {as is basis) is substituted into the equation, the calculated 
per cent sodium should be equal to or greater than the actual sodixun con¬ 
tent of the sample as determined by analysis if the sample is to be classi¬ 
fied as normal (or non-sodium neutralized). If the actual sodium content 
is greater than the calculated sodium content, then the dry milk was 
prepared from a sodium neutralized skim milk. 

This method of approach to the problem of detecting the presence of 
neutralizers can easily be extended to calcium neutralized dry milks, if 
encountered, since the ratio of calcium to phosphorus is 1.3 (6). The mag¬ 
nesium content of nonnal milk is so low (7) that a direct analysis for this 
constituent would be sufficient to establish its presence in excessive 
quantities. 

The value of this method of detecting neutralized dry skim milk lies in 
the fact that it is based upon definite chemical constants which can be 
determined with a relatively high degree of accuracj' and precision as 
compared with the empirical alkalinity of ash determination. It has the 
disadvantage that the time involved is considerably greater than that 
required for the alkalinity determination. 

SUMMARY 

The sodium and chlorine contents of (1) 23 sodium neutralized and (2) 
81 normal or non-sodium neutralized dry skim milks were determined. 
The ratio of sodium to chlorine in the normal samples was 0.47 with a 
standard deviation of 0.03. If the per cent sodium is plotted as the ab- 
scizsa against the per cent chlorine as the ordinate, all of the sodium neu- 
tr|i,lized samples lie to the right of the line represented by the equation: 
% Na = 0.62% Cl—0.10. All of the normal or non-sodium neutralized 
^mples lie to the left of this line. 
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SERUM METHODS FOR ADDED WATER IN MILK 

By D. J. Mitchell and Guy G. Fraey, State Chemical Laboratory, 

Vermillion, So. Dak. 

The Association of Food, Dairy, and Health Officials of the South 
Central States at a recent conference adopted a resolution that a study be 
made of the official method for added water in milk involving the sour 
serum {Methods of Analysis, 6th Edition, 22.29). The Association found 
need for further information as to the reliability of this method for detect¬ 
ing added water in amounts of less than thirteen per cent. Since so wide a 
departure from accuracy as reported by the South Central officials, if 
true for any considerable percentage of samples of normal milk, would 
effect a most generous tolerance for adulteration, it was thought a review 
of this and allied methods might be in order. 

Our Methods of Analysis, Sixth Edition, describes three methods 
(22.28, 22.29, and 22.30) by which milk serum may be prepared for exam¬ 
ination by means of the immersion refractometer. The first two of the 
methods also call for determination of ash in the serum as an aid in 
detection of added water. Leach and Lythgoe* made a study of the acetic 
serum method. Their report on thirty-two separate samples collected and 
examined in the routine of inspection gave the maximum immersion 
refractometer reading on the serum of 44.6, the minimum as 34.7, with an 
average of 42.1. From the determinations of total solids, fat, solids not fat 
and ash, the sample with the reading 34.7 appeared to be watered. Two 
samples had a refractometer reading below 39.0, which is the minimum 
reading for acetic serum obtained from normal milk, according to the 
present official method (22.28). Readings between 39.0 and 40.0 are 
suspicious and ash is to be determined on the serum when the reading is 
40.0 or below. Only three samples in the group studied by Leach and 
Lythgoe gave a reading below 40.0. They also reported on twenty-two 
individual fancy Holstein and twelve individual common Holstein cows. 
The maximum immersion refractometer reading on the serum of the fancy 
cows was 44.5, the Tnininuim 40.0, with an average of 42.7. The maximum 
immersion refractometer reading on the serum of the common cows was 


> /. Am. Chtm. Soe., 2S, 1185 (1904). 
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43.1, the minimum 39.0, with an average of 41.6. Only three samples had a 
refractive index below 40.0. 

Lewis I. Nurenberg* made a sti'dy of the refractometer readings ob¬ 
tained using the sour serum method and also on the amount of ash present 
in both the acetic and sour serum. In his report on 660 individual cows, 
there was not any refractometer reading below 38.3, which is the minimum 
reading for serum obtained from normal milk by means of simple souring, 
according to the present official method (22.29). Only 5.2 per cent of the 
samples gave readings below 39.0. The refractometer readings ranged 
from 40.0 to 43.9 on 77.3 per cent of the samples. Nurenberg’s report on 
49 separate herds did not show any refractometer readings below 39.0 and 
only 4.1 per cent below 40,0. In his report on the ash obtained on the sour 
serum from the milk of 504 individual cows, there were none showing an 
ash below 0.730 gm/100 ml of serum, which is the minimum for normal 
milk, according to the present official sour serum method (22.29) and only 
8.2 per cent below 0.740 gm/100 ml of serum. From 35 separate herds not 
any of the samples had a sour serum ash below 0.740 gm/100 ml, and only 
3 samples (8.6%) were below 0.760 gm/100 ml. Nurenberg also published 
the results submitted by Leslie W. Ferris of the U. S. Bureau of Chemistry, 
who made a comparison of ash values obtained on the acetic serum and 
the sour serum of 404ierd samples. The maximum for the acetic serum ash 
was 0.877 gm/100 ml of serum, the minimum was 0.709 gm/100 ml, with 
an average of 0.769 gm/100 ml. Only 7 samples gave an ash below 0.715 
gm/100 ml, which is the minimum for normal milk, according to the pres¬ 
ent official acetic serum method (22.28). For the sour serum method, the 
maximum ash was 0.924 gm/100 ml, the minimum 0.671 gm/100 ml (later 
raised to 0.722 gm/100 ml upon further souring), with an average of 0.765 
gm/100 ml. Nuremberg recommended the adoption of the current sour 
serum method and also the adoption of the minimum values for ash used 
in both the present acetic and sour serum methods. 

Since it appeared that the sour serum method did not give accurate 
results, this brought suspicion on the other methods, so the three official 
serum methods, 22.28, 22.29 and 22.30, were included in this preliminary 
qualitative investigation. The sour serum method was modified by adding 
about 1 per cent (20 drops to 100 ml of milk) of buttermilk culture to aid 
the souring. It was determined that 1 per cent of culture was as effective 
as 2 per cent and that it was necessary to let the milk sour at least 40 hours 
at near 30°C for satisfactory results. Twenty-seven herd samples of raw 
milk were examined. Each sample was divided into five parts and system¬ 
atic dilutions of 0,5,10,15, and 20 per cent of water were used. The cryo- 
scopic method was used only on the undiluted samples. The maximum, 
minimum, and mean values are given in Table 1. 


> ThU Journal, 2 ,146 (1916). 
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An inspection of the minimum values in the above table shows that in 
the case of all three methods, more than 5 per cent of added water must be 
present before it would be indicated, if one accepts as correct the immer¬ 
sion refractometer readings given in the present methods. The minimum 
value for the acetic serum at 5 % dilution arouses suspicion. Five samples 
of the acetic serum at 5% dilution gave readings between 39.0 and 40.0. 
The mean values for all three serum methods do not indicate added water 
until more than 10 per cent is present. 

Eight samples of the acetic serum at 10% dilution gave readings below 


Table 1. —A study of S7 herd samples of milk 


% ADDSD 
WATSB 


llQfSBSlON BBrBACroiaTSB 

BSADINO AT 20*C. 

ASH 

QMS/lOO ML OP SERUM 

TRUE 

PREEEIRO 

POINT 

ACBTIO 

SEBUM 

SOUR 

SEBUM 

COPPER 

SEBUM 

ACETIC 

SEBUM 

SOUR 

SERUM 

« 

Max. 

44.1 

43.5 

39.2 



m 

None 

Min. 

40.3 

40.0 

37.0 

0.7104 




Mean 

42.5 

41.8 

38.3 



mM 


Max. 

42.5 

41.9 


0.7940 i 

0.8384 


5 

Min. 

39.0 

38.3 


0.6732 

0.7040 



Mean 

41.0 

40.4 

37.3 

0.7352 

0.7557 



Max. 

41.0 

40.5 

37.1 

0.7540 

0.7916 


10 

Min. 

37.8 

37.5 

35.1 

0.6372 

0.6536 


] 

Mean 

39.6 

39.0 

36.3 

0.6995 

0.7172 



Max. 

39.5 

38.9 

35.9 

0.7020 

0.7428 


15 

Min. 

36.5 

36.2 

34.1 

0.5920 

0.6260 



Mean 1 

38.1 

37.5 

35.3 

0.6584 

0.6748 



Max. 

37.8 

37.5 

35.0 

0.6568 

0.6984 


20 

Min. 

35.1 

34.9 

33.3 

0.5816 

0.6052 



Mean 

36.7 

36.1 

34.3 

1 0.6200 

0.6362 



39.0. Five samples of the sour serum at 10% dilution gave readings below 
38.3 and four samples of the copper serum at 10% dilution gave readings 
below 36.0. 

This minimum value from Table 1 for the acetic serum ash in the undi¬ 
luted milk is below the value given in the method, but the freezing point 
of the sample does not indicate added water. The mean values for the ash 
does not indicate added water until more than 5 per cpnt is present in 
both the acetic and sour serum methods. Three samples of the acetic 
serum at 5% dilution gave an ash below 0.715 gm/100 ml. Three samples 
of the sour serum at 6% dilution gave an ash below 0.730 gm/100 ml. 

From the early work it appeared that it was the rule to use the lowest 
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figure that had been obtained for the immersion refractometer reading and 
the ash as the criteria in determiniE'^ if added water was present. Using 
this as a bhsis, it would be possible for a milk with a fairly high refractive 
index and ash to contain at least 10 per cent added water before it could 
be detected. 

It is believed that the lower limits for the immersion refractometer 
reading and for minimum serum ash in the present OflScial Methods should 
be raised. The sour serum method is objectionable for two reasons. First, 
it is impossible for pasteurized milk to sour spontaneously, and second, the 
statement “completely sour” is quite indefinite. If the milk is partially 
sour, the ash will probably be low because some of the calcium is precipi¬ 
tated with the casein* and not redissolved until the acidity approaches a 
maximum. 

The copper serum method is the most rapid of the three from the stand¬ 
point of preparation of the serum and is desirable since it gives a narrow 
range of readings. 

The cryoscopic method should be used to check the serum methods 
whenever added water is indicated. This is a rapid, accurate, and most 
reliable method. 


STIRRER ACTUATED CONTINUOUS ETHER EXTRACTOR 
By Morris L. Yakowitz and Herman J. Meitron 

(U.S. Food and Drug Administration, Federal Security Agency, 

San Francisco, California) 

A continuous extractor is described which employs a novel stirrer-pump 
to force the extracting solvent through the sample and absorbing solu¬ 
tions. The device has a rapid rate of flow and can be used with large or 
small volumes. The process is carried out at room temperature and the 
extracted material is not subjected to heat. 

In removing an extractable substance from a solution by means of an 
immiscible solvent, the commonly used continuous extractor is that of 
Palkin (1) or Widmark (3), or a modification of one of these. 

In the Palkin type continuous extractor, the extracted substance 
collects in a distilling flask from which the solvent is continuously distilled 
back into the vessel containing the sample. The extracted substance is 
subjected to heat at the boiling point of the solvent, and mixed solvents of 
greatly different volatilities cannot be used. 

In the Widmark type continuous extractor, the solvent is in contact 
with the sample solution and an absorbing solution which changes the 
composition of the extracted substance so that it is no longer soluble in the 


> Nurenberg, Lewis L, hoc. cit. 
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solvent. The extracted substance collects in the absorbing solution, and 
the extraction process can be carried out at any desired temperature in¬ 
cluding room temperature. However, the original Widmark apparatus (3) 
and the Pucher and Vickery modification (2) are slow. 

The authors have devised an extractor like that of Widmark, in which 
the solvent is circulated from the compartment containing the sample 
solution, into a compartment containing the absorbing solution. In the 
authors’ extractor, the movement of the solvent is produced by a novel 
stirrer-pump which gives a rapid rate of flow and causes the solvent ac¬ 
tually to flow through both the sample solution and absorbing solution, 
resulting in a rapid rate of extraction. 

The principle of the stirrer actuated extractor is shown in Figure 1, and 
a recommended model with dimensions is shown in Figure 2. 

PRINCIPLE OF EXTRACTOR 

In Figure 1, the left-hand vessel is divided into two compartments A 
and B, separated by a partition which has a hole at its center. A stirrer 
with vertical blades rotates just above the partition. The rotating stirrer 
causes the liquid in A to swirl and gives the liquid a deeply concave sur¬ 
face. This creates a hydrostatic head of pressure between the outlet on the 
sidewall and the inlet hole at the center of the partition. If the liquid in A 
is swirled rapidly enough to bring the concave surface down tangent to the 
partition, this external difference in pressure is equal to the height which 
the swirling liquid reaches on the sidewall, measmed from the level of the 
partition. Actually, this pressure head is increased about 10-20 per cent by 
the centrifugal throw of the swirling liquid at the outlet hole. The maxi¬ 
mum driving pressure which can be obtained with the stirrer pump is 
determined by the height of compartment A. 

To operate, a suitable volume of sample solution is placed in compart¬ 
ment C to the level shown, the absorbing solution is placed in compart¬ 
ment B, and solvent is added until it has filled C to above its outlet and A 
is about half-filled. The stirrer is set in motion and when the swirling of 
liquid in A is great enough, solvent will flow out the side-tube from A, 
rise through sample solution in C,‘thence through absorbibg solution in B, 
and back into the stirrer chamber, A. 

If the sample solution in d is made alkaline while the absorbing solution 
in B is acidic, alkaBne substances such as allmloids will be removed from 
the sample solution and will collect in the absorbing solution. To extract 
organic acids from the sample solution it is necessary merely to reverse 
these conditions. 

DESIGN OF PRACTICAL EXTRACTOR 

The design and operation of the extractor shown in Figfure 2 is based on 
the following practical considerations. 
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Fig. 1. Principle of Operation 
A. Stirrer-pump compartment 
B. Absorbing solution compartment 
C. Sample solution compartment 
P. Partition 
S. Solvent 

AS. Absorbing Solution 
SS. Sample Solution 
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The pump must overcome the resisting hydrostatic head of pressure due 
to the difference in density of solvent and aqueous layers, and must also 
provide enough additional pressure to create a rapid rate of flow of solvent 
through the connecting tubes. The first resistance is a function of the 
differences in density between solvent and aqueous column. Thus, to force 
ether through 10 inches of water, the pump must furnish a minumim head 
of 4 inches of pressure before any ether will flow. In the apparatus shown in 



Fio. 2. Recommended Analytical Extractor 


Figure 2, which has a total volume of 500 ml, the pump chamber has a 
height of 7 inches which allows it to force ether quite rapidly through a 
combined aqueous layer of up to 10 inches. 

Tlie solvent should pass through the aqueous layers in small droplets in 
order to achieve rapid exchange of dissolved matter, so some form of dis¬ 
tributor is desirable where the solvent enters the aqueous portions. A sat¬ 
isfactory distributor may be made by blowing a small glass bulb and then 
blowing small holes in this bulb. Sintered glass discs offer too much resis¬ 
tance to the flow of liquid and are not satisfactory. A much better distrib¬ 
utor can be made by sealing a porcelain Witte plate into Pyrex tubing, 
bent so that the droplets escape directly up into the solution. For solvents 
like benzene, whose droplets tend to coalesce when rising through water, a 
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platinum filter cone may be sealed into Pyrex tubing in place of the Witte 
plate. 

There is a tendency for emulsions to form, so there must be a volume of 
solvent above both sample and absorbing solution to permit the breaking 
of such emulsions. 

The outlet from the stirrer chamber should be about half way up the 
side of the chamber and approximately at the same level as outlet tube 
from vessel containing sample. This makes it possible to fill the sample 


Table 1. —Experimental results 


BAMPLK SOLDTION 

ABSORBING SOLUTION 

BXTRACTION TIME 

RECOVEPT 




Percent 

.1240 gm ephedrine hydro¬ 
chloride in 100 ml of 1 % 
NaOH, 1 % NaCl solu¬ 
tion. 

25 ml of .2N • HCl 

20 Min. 

98.5 

.1587 gm ephedrine hydro¬ 
chloride in 150 ml of 1 % 
NaOH, 1 % NaCl solu¬ 
tion. 

25 ml of .2N • HCl 

20 Min. 

99.0 

.1005 gm sodium oxalate 
in 100 ml of . 2 N • H 2 SO 4 . 

25 ml of 2 % NaHCO, 

90 Min. 

99.0 

.1005 gm sodium oxalate 
in 100 ml of .IN H 2 SO 4 . 

25 ml of 2% NaHCO, 

105 Min. 

99 

.129 gm citric acid in 150 
ml of .IN H 2 SO 4 . 

40 ml of 2% NaHCO, 

2 Hours 

25 

.129 gm citric acid in 150 
ml of . 1 N-H 2 S 04 

40 ml of 2% NaHCO, 

4 Hours 

40 

.025 gm monochloracetic 
acid in 175 ml of 
INH 2 SO 4 

30 ml of IN NaOH 

15 Min. 

95 

.025 gm monochloracetic- 
acid in 175 ml of 
INH 2 SO 4 . 

30 ml of IN NaOH 

15 Min. 

95 


vessel right up to its stoppCT when the stirrer chamber is half full, and yet 
allows emptying of the absorbing compartment without siphoning sample 
solution over. 

The stirrrer chamber should be expanded into a slight bulge just above 
the partition which separates it from the absorbing compartment. This 
permits the four-bladed stirrer to rotate freely without striking the side- 
wall. 

The apparatus is made in two pieces with a ground glass joint to per¬ 
mit use of various sizes of sample solution containers, and also to permit 
ease in cleaning apparatus. Each compartment is provided with a stop¬ 
cock to facilitate emptying. 

The connecting tubing is made of relatively large diameter to decrease 







132 ASSOCIATION OF OFFICUL AGBICULT0BAL CHBJaSTS [Fol. 51, No. 1 


resistance to flow and at the same time strengthen the apparatus. 

The stirrer may be turned by any suitable device. A simple air-turbine, 
and a small, rheostat-operated fan motor have both been used. The cork 
stopper through which the bearing sleeve passes should have a small hole 
cut through it so that atmospheric pressure is maintained in the stirrer 
chamber. The well-fitting bearing may be lubricated with a few drops of 
heavy mineral oil. 

EXPERIMENTAL 

The apparatus was used to extract ephedrine, oxalic acid, citric acid, 
and monochloracetic acid, washed ether being employed as the solvent 
in each case. Results are shown in Table 1. In making these extractions, 
a stirrer speed of about 1500 r.p.m. was used, giving a flow of about 200 
ml of solvent per minute. 

LARGE VOLUME EXTRACTOR 

The apparatus shown in Figure 3 was made to extract from a large 
container such as a 20 liter bottle. The stirrer compartment, absorbing 
solution compartment, and connecting tubing are separate pieces. The 
dropping funnel in the. bottle is added to facilitate charging. This appa¬ 
ratus was used by the authors in making extractions from a 23 liter bottle 
(20 liters sample solution). The motion of the solvent droplets through 
the sample solution is usually enough to keep it well agitated. 

A variation of this apparatus may be used to extract from a large open 
cylinder. The tubing leading from the stirrer chamber into the cylinder 
is bent to form an inverted TJ, allowing the solvent in the cylinder and 
and stirrer chamber to be at the same level. 

Emulsions often form and the usual methods of breaking them should 
be tried. It has been our experience that a small motor or air-driven stirrer 
placed just above the sample solution, in the solvent, will break certain 
types of emulsions. If particles of emulsion are unavoidably carried into 
the absorbing solution, a further extraction from the absorbing solution 
(made acidic or basic as required) can be made using a smaller extractor, 
after the extraction from the original sample has been completed. 

Using 20 liters of acidified water containing 22.9 mg of monochloracetic 
acid, 64.6% of the chloracetic acid was extracted after 2 hours operation. 
Using 2 liters of beer to which was added 176 mg monochloracetic acid, 
recovery was 100% after 1 hour of operation. The rate of circulation was 
approximately 500 ml of solvent per minute. 

DISCUSSION 

The apparatus as described has been tested with ether as the solvent 
and has been found to be a useful analytical tool. The large scale extractor 
diould find use in extracting substances of biological origin which occur 
in small concentrations. 



TAKOWITZ A mettron: btirebr actdated ether extractor 133 

Experiments with various solvents have shown that there should exist 
a considerable difference in specific grt.dty, approximately .3 unit, be¬ 
tween solvent and sample solution so that the two liquids may separate 
cleanly before the solvent enters the next compartment. 

A considerable difficulty encountered is due to the formation of trouble- 



Fia. 3. Extraction Apparatus for Large Volumes 


some emulsions which tend to separate slowly. Each such case presents 
its own problem and various expedients must be tried. A fine “spray” of 
sample solution droplets often forms in the solvent phase and is carried 
around by the circulating solvent, but ordinarily the effect of this is 
negligible. 

Large variations in stirring speed during operations are undesirable 
and should be prevented. 

The stirrer pump may be employed in a continuous extractor using 
solvents heavier than the sample solution, and the authors hope to de¬ 
scribe such an extractor at a future date. 
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THE DETERMINATION AND IDENTIFICATION OF 
LACTIC AND SUCCINIC ACIDS IN FOODS* 


By H. V. CLABORNf and W. I. Patterson (Food & Drug Adminis¬ 
tration, Federal Security Agency, Washington 25, D. C.)t 


Numerous methods have been described for the determination of lactic 
acid, but practically all are not strictly specific, being based upon either 
the conversion to acetaldehyde (1, 2, 3, 4) or the color reaction with ferric 
chloride (5, 6). Previous methods for determining succinic acid in foods 
have depended for the most part upon ether extraction, followed by puri¬ 
fication of the succinic acid by oxidation of contaminants (7). More re¬ 
cently, some excellent enzymatic methods have appeared (8, 9). Some of 
the above methods for lactic and succinic acids are very accurate and reli¬ 
able for most purposes, but methods are needed by which these acids may 
be determined and identified, and that is the purpose for which the meth¬ 
ods described below were developed. They furnish a means by which lactic 
and succinic acids may be quantitatively isolated and definitely identified 
in each sample analyzed. 

The excellent specificity of the technique termed partition chroma¬ 
tography has been demonstrated in the analysis of the lower volatile 
fatty acids (10). The desirability of extending a method with such spec¬ 
ificity to the separation of other acids which occur in food products, is 
obvious. A procedure utilizing this principle for separating a variety of 
polycarboxylic acids, including succinic acid, has already been used (11). 
Dilute sulfuric acid was used for the immobile solvent on silica gel and n- 
butanol-chloroform for the mobile solvent. Such a column required the use 
of an external indicator. Our experience, however, has demonstrated the 
convenience of an internal indicator on the partition column. 

The method described below consists of five steps: (a) ether extraction 
(b) precipitation of the barium succinate from 80% alcohol, (c) isolation 
of lactic acid Jrom the filtrate of (b), and of succinic acid from the in¬ 
soluble fraction of (b) by partition chromatography, (d) titration of the 
acids with barium hydroxide, and (e) identification of the acids by micro¬ 
scopic examination of the barium salt of succinic acid or the zinc salt of 
lactic acid. 


• at the Aesociation of Official Agricultural Chemists, held at Wash¬ 
ington, U. uctooer 1947. 

t ftnaent addren, Bureau of Entomology and Plant Quarantine, Kerrville, Tex. 

X Oontnbution from the Food Division, W. B. White, Chief. 
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With modificatioiis in the preparation of the sample, and separation of 
the acids from the sample in a form suitable for passage through the 
column, these procedures should be applicable to any food product; how¬ 
ever, the procedures below are given for the determination of lactic acid 
in liquid or dried milks, and for the determination of succinic acid in liquid, 
frozen, or dried eggs. 


METHODS 

APPARATUS 

CorUinuom extractor. — Methods of Analysis, A.O.A.C., 1946, sec. 22.8 (p. 304). 

REAGENTS 

(a) Solvent. —20% tertiary butanol in chloroform V/V. 

(b) Glycerol indicator soln. —150 mg of Alphamine Red-R dissolved in 100 ml of 
U.S.P. glycerol. This indicator is the ammonium salt of 3,6 disulfo-beta-naphthalene- 
azo-N-phenyl-alpha-naphthylamine, also called R~NH 4 indicator, and is prepared 
according to Liddell and Rydon (12). 

(c) Dilute sulfuric acid (l-fl)* 

(d) Concentrated sodium hydroxide soln —ca 40%. 

(e) Standard barium hydroxide soln —0.06 

(f) Phenolphthalein indicator. —1 % in alcohol. 

(g) Silicic adds 

(h) Ammonium hydroxide. —ca Normal. 

(i) Phosphotungstic acid soln. —20% 

(j) Sulfuric acid. —ca Normal. 

(k) Zinc sulfate. —0.05 N. 

(l) Ammonium sulfate. 

(m) Phenol red indicator. — Rub 100 mg of phenol red in a mortar with 5.7 ml 
of 0.05 N NaOH until dissolved, then add sufficient HjO to make the volume 100 ml. 

Lactic Acid in Milk 

PREPARATION OF SAMPLE* 

(a) Liquid, whole, or shim milks. —Weigh 50 g into a 100 ml volumetric flask, 

(b) Dried whole or shim milks. —Weigh 5 g into a 100 ml beaker and make into a 
smooth paste with small amount of water. Transfer contents of beaker to a 100 ml 
volumetric flask with about 50 ml of water. 

To the mixtures add 6 ml of normal HsSOi and mix, avoiding vigorous agitation. 
Add 5 ml of 20% phosphotungstic acid soln and make to mark with water. Shake 
and filter thru a folded filter paper. 

PREPARATION OP SODIUM SALT OP LACTIC ACID* 

Place 50 ml of filtrate in a continuous extractor, add 0.5 ml of 1+1 HjS 04 and ex¬ 
tract with ether 3~4 hours. To the contents of the extraction flask add 20 ml of HiO 
and evaporate the ether on the steam bath. Add one drop of phenolphthalein soln 
and make alkaline by dropwise addition of saturated Ba(OH)s soln. Transfer to a 
110 ml volumetric flask, using about 70 ml of alcohol for the transfer. Heat almost 
to boiling on the steam bath, cool, and make to volume with alcohol. Filter thru a 


1 Mallinokrodt’B AR precipitated powder was used in this work. 

* The preparation of sample, ether extraction, and precipitation of barium salts are described in Methods 
of Anatyoi* (1945) sacs. 22.8, 22.12, and 22.13, respectively. They are repeated here for convenience only. 
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folded filter paper into a 250 ml beaker. Evaporate the filtrate to dryness on the 
steam bath. Add 20 ml of water and 3 or 4 drops of 1 :1 HsS 04 , stir well, and filter. 
Wash the beaker and filter with two 6 ml portions of water. Make the filtrate alka¬ 
line to phenolphthalein by dropwise addition of 40% NaOH. Evaporate to dryness. 

PBEPABATION OP THE PABTITION COLUMN 

Place 20 g of silicic acid* in a mortar, add 5 ml glycerol indicator soln, 3.7 ml of 
H 2 O and N NH 4 OH, dropwise, sufficient to produce alkaline color to the indicator 
(1-3 drops). Mix, using a spatula to break up lumps. With pestle grind into a uni¬ 
form powder. Make a slurry with 50 ml of 20 % butanol-CHCli solvent, and transfer 
with aid of a beaker to a glass tube 25 X200 mm, one end of which has been con¬ 
stricted to an outlet 3 cm long and 5-6 mm in diam., plugged at the constriction with 
glass wool, and clamped in an upright position. Apply air pressure (3-5 lbs.) to the 
large end, forcing the excess solvent dropwise out of the small end (ca 20 ml). Release 
pressure as soon as the liquid disappears at the top of the gel. (Otherwise gel will dry 
and crack, becoming useless.) Add 1 ml of CHCI3 containing 20 mg of acetic acid, 
and 2 ml of butanol-CHCU solvent containing 20 mg of lactic acid. Apply pressure 
until the surface of the solvent just disappears into the gel. Fill the tube with solvent, 
place a 100 ml graduated cylinder beneath the outlet and apply pressure. Collect 
percolate until the lower edge of the blue band, second from the outlet end, reaches 
the constriction of the tube. The volume collected is the threshold volume (s) for 
lactic acid. (The first blue band to leave the column is the acetic acid.) 

ISOLATION OF LACTIC ACID 

To the dry residue of sodium lactate in the 50 ml beaker, add 2 ml of butanol- 
CHCU solvent, 5 or 6 drops H 2 SO 4 (1+1), mix well with glass rod, breaking up all 
lumps, and stir in 1 g of anhydrous Na 2 S 04 . 

Prepare a new partition column from the same batch of silicic acid, proceeding 
as directed under ‘Treparation of the Partition Column^' above, down to and in¬ 
cluding the addition of the 1 ml of CHCU containing 20 mg of acetic acid. Place a 
100 ml graduated cylinder beneath the outlet of the tube. With a pipet, transfer 
the solvent containing the lactic acid to the column and apply pressure until the 
liquid disappears into the gel. Wash the beaker with three successive 1 ml portions 
of solvent, transferring to the column with the same pipet, and applying pressure 
each time until the liquid disappears. Fill the tube with solvent and apply pressure. 
A light placed behind, but not so close as to heat, the tube increases the visibility 
of the bands because of the translucency of the gel formed by glycerol and silicic 
acid. 

Collect percolate until the bottom edge of the second band reaches the constric¬ 
tion of the tube, and discard. Place a 50 ml graduated cylinder beneath the outlet, 
and collect percolate until the second blue band has passed out of the column (not 
less than 35 ml). 

With 2 mg of lactic acid or less, the second blue band may not be distinct 
enough to be visible. In such case remove and discard the percolate equal in volume 
to the threshold volume (s) for lactic acid established for the silicic acid being used. 
Place a 50 ml graduated cylinder beneath the outlet and collect 35 ml of percolate. 

Transfer the 35 ml of percolate to a 125 ml Erlenmeyer flask wdth 20 ml of H 2 O 
and titrate with 0.05 N Ba(OH )2 soln (phenol red indicator). One ml 0.05 N alkali 
«4.5 mg lactic acid. 


* The optimum amount of silicic acid, for the quantities of glycerol and water used above, may vary 
with dUBferent lots of silicic acid, Ramsey A Patterson, Thit Journd, p. 142. 




1948] CLABOBN A PATTERSON*. LACTIC AND SUCCINIC ACIDS IN FOODS 137 


IDENTIFICATION OP LACTIC ACID 

Separate the aqueous layer in the titration flask. Add 0.05 N zinc sulfate equiva¬ 
lent to the Ba(OH )2 used in the titration. Keat to boiling and boil for 5 min., stir in 
a small amount of Norite and Alter. Evaporate to dryness on the steam bath. Add 
10 ml of acetone, heat to boiling and decant. Repeat heating and decantation once 
more with acetone, and then once with alcohol. Add a small volume of water, and 
Alter if the solution is not clear. Evaporate on the steam bath to a concentration of 
6 mg of lactic acid per ml. Place a few drops of this solution on a microscope slide, 
allow the water to evaporate at room temperature and observe the crystals of zinc 
lactate. For amounts of lactic acid less than 5 mg, leave the solution in the beaker 
and allow the water to evaporate at room temperature. Place the beaker under the 
microscope and examine the crystals. Compare the crystals with those from a known 
solution of pure zinc lactate. 

Succinic Add in Egg Products 

PREPARATION OP SAMPLE 

(a) Liquid eggs ,—Transfer 200 g to a tared 1500 ml beaker. With constant stir¬ 
ring, add 500 ml of'H20, 75 ml of N H2SO4, and 125 ml of 20% phosphotungstic acid 
soln. Make contents to 1000 g by addition of H 2 O, stir thoroly, and filter thru a 
folded filter paper. 

(b) Dried eggs ,—Weigh 50 g into a tared 1500 ml beaker and stir into a uniform 
paste with 100 ml of H2O. With continuous stirring, add 600 ml of H2O, 50 ml of 
N H2SO4 and 75 ml of 20% phosphotungstic acid soln. Make contents to 1000 g with 
H2O, stir thoroly, and filter thru a folded filter paper, 

PREPARATION OF SODIUM BALT OP SUCCINIC ACID 

Evaporate 500 g of the filtrate in a 1000 ml beaker on a hot plate to ca 75 ml, 
and concentrate on a steam bath to ca 20 ml. Transfer to the continuous extractor 
by aid of 10 ml of H 2 O. Add 23 g of (NH 4 )jS 04 and 1 ml H 2 S 04(1 -f 1) to the soln in 
the extractor. Rinse the beaker with ether into the extractor, and extract with ether 
for 2J hours. 

Add 20 ml of II 2 O to the extraction flask and expel the ether on steam bath. 
Neutralize with saturated Ba(OH )2 soln (phenolphthalein indicator), transfer to 
110 ml volumetric flask with alcohol until volume is ca 90 ml. Heat almost to boiling 
on steam bath, cool, complete volume with alcohol and filter thru folded 12} cm 
filter paper. Place the paper and precipitate in a 50 ml beaker, add 20 ml of H 2 O, 
3 or 4 drops of H 2 S 04 (l-hl), heat on steam bath ca 5 min., and filter. Wash the 
beaker and its paper with 3 successive 8 ml portions of H 2 O, pour thru the filter, 
collecting filtrate and washings in a 50 ml beaker. Neutralize the filtrate with 40% 
NaOH soln (phenolphthalein indicator) and evaporate to dryness on steam bath. 

ISOLATION OP SUCCINIC ACID 

Prepare a partition column as described for lactic acid, using a soln of 20 mg of 
succinic acid in 2 ml of butanol-CHCli solvent instead of the lactic acid soln to de¬ 
termine the threshold volume for succinic acid. Prepare another column, acidify the 
sodium succinate, and put the soln thru the partition column, in the same manner 
as described for ‘isolation of Lactic Acid.” Transfer the 35 ml percolate to a 150 ml 
Erlenmeyer flask with 20 ml of H 2 O and titrate with 0.05 N Ba(OH )2 soln (phenol 
red indicator). One ml N/20 alkali»2.95 mg succinic acid. 

IDENTIFICATION OP SUCCINIC ACID 

Separate the aqueous soln in the titration flask, transfer to a 50 ml beaker, 
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evaporate to about 3 ml on the steam bath, and then allow to evaporate at room 
temperature until crystals appear. Ck>mpare the crystals with known barium suc¬ 
cinate prepared by titrating about 25 mg of pure succinic acid with the Ba(OH}i 
soln, adding 3 or 4 drops of glycerol, and evaporating as directed above. 

DISCUSSION 

Methods for the determination of lactic and succinic acids in which 
partition chromatography is an essential step, have been developed. When 
lactic acid was added to samples of good powdered milk, which were shown 
to contain no lp,ctic acid as measured by this procedure, the recoveries 
as shown in Table 1, range from 97 to 99 per cent. In order to determine 
if any lactic acid can be detected in fresh milk by this method, the acids 
extracted from 250 grams of milk were put on a column. That portion of 
the percolate which would have contained any lactic acid present gave a 
titration equivalent to 0.9 mg of lactic acid; but no crystals of the zinc 
salt could be identified by microscopic examination. 


Table 1. —Recovery of lactic acid added to dried whole milk (5 grams) 


LACTIC ACID ADDED 

LACTIC ACID FOUND 

EBCOVERT 

mg 

mg 

Percent 

6.6 

6.5 

100 

13.0 

12.7 

97 

26.0 

25.6 

98 

39,0 

38.6 

99 

52.0 

51.0 

98 


When succinic acid was added to liquid and dried eggs, the recoveries, 
as shown in Table 2, were in the range 86 to 95 per cent No succinic acid 
was found in these eggs when they were analyzed by the same procedure. 

When a mixture of a-hydroxybutyric, jS-hydroxybutyric, lactic and gly¬ 
colic acids was placed on this partition column, they separated and came 
off in the order named. The separation of /S-hydroxybutyric and lactic 
acids was not complete; however, they did separate into two bands which 
would make a mixture of the two acids easily detectable. 

When a mixture of acetic, formic, and lactic acids was placed on the 
column the acids came off in the order named. They separated into well- 


Tablb 2. —Recovery of succinic add added to liquid and dried eggs 


PRODUCT 

WT. SAUFLl 

SUCCINIC ACID ADDED 

RSCOVBRT 

Dried eggs 

gramt 

mg 

PereerU 

50 

29.5 

87,86 

Liquid eggs 

200 

50.0 

88 

Liquid eggs 

200 

2.0 

93 

Liquid eggs 

200 

4.0 

95 
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defined bands which makes complete separation possible. If these acids 
are placed on the column with a-hydroxybutyric and d-hydroxybutyric 
acids, the a-hydroxybutyric and acetic acids come ofif together, and the 
/S-hydroxybutyric and formic acids come off together. Citric and malic 
acids cause no interference, since citric acid remains at the top of the col¬ 
umn, and malic moves so slowly that it is hardly possible to wash it off 
at ali. Succinic acid moves down the column at a rate slightly faster 
than lactic acid, but the difference in the threshold volumes of the two 
acids is not great enough for complete separation. These two acids may 
be separated by precipitation of the barium salts in 80 per cent alcohol; 
the precipitate may then be used for the determination of succinic, and 
the filtrate for the determination of lactic acid. 
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SEPARATION AND DETERMINATION OF THE STRAIGHT- 
CHAIN SATURATED FATTY ACIDS C* tO Cm 
BY PARTITION CHROMATOGRAPHY* 

By L. L. Ramset and W. I. Patterson (Food Divisionf, Food and 
and Drug Administration, Federal Security 
Agency, Washington, D. C.) 

The straight-chain saturated fatty acids Cs to Cm can be separated 
and determined by the classical and time-honored method of distillation: 
steam distillation plus direct fractional distillation of the readily volatile 
acids, and then fractional distillation of the methyl or ethyl esters of the 
less volatile acids. (1) While refinements in apparatus and improvements in 
procedure have increased somewhat the reliability of this method, frac¬ 
tional distillation often does not produce sharp separations, is time con- 

* Preaented At the Annual Meeting of the Afiaociation of Official Agricultural Chemiata, held at Waah- 
ington jp. C.^otober 14-16, 1947. 

t W. B. White, Chief. 
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suming, and requires a rather large sample. Therefore,' it is obvious that 
there is a need for a rapid routine method for the analysis of these fatty 
acids. There are iimumerable potential uses of such a method in research 
on fermentation, food decomposition, the composition of certain fats, 
and the composition of mixed esters and flavors, natural or synthetic. 

The method presented in this paper for the separation and determina¬ 
tion of the straight-chain fatty acids Cj to Cw is a modification of the 
chromatographic partition method previously proposed for the lower 
volatile fatty acids Ci to C4 (2, 3). Whereas the fatty acids above butyric 
are only slightly soluble in water, their solubility in methanol is apprecia¬ 
ble, and they are also soluble in aliphatic hydrocarbons such as isooctane. 
These two solvents were found to be satisfactory for use as the immiscible 
solvents in separating the fatty acids Q to Cio by partition chromatog¬ 
raphy. The silicic acid is almost saturated with methanol containing 
bromocresol green as the indicator, slurried with isooctane, poured into a 
suitable tube of the type normally used in chromatography, and allowed 
to pack down under pressure. Other hydrocarbons such as n-hexane and 
cyclohexane can be used in place of the isooctane but the bands on the 
column are less distinct with these solvents. When an isooctane solution con¬ 
taining the straight-chain acids: valeric, caproic, enanthic, caprylic, pelar- 
gonic, and capric is passed through this column, a separation into six well 
defined bands is obtained, analogous to that for the lower volatile fatty 
acids (2). The valeric acid band is found at the top of the column, the capric 
acid band at the bottom, and the others in order between these two. If 
as many as three 6-carbon acids (n-valeric, isovaleric, and a-methylbuty- 
ric), and three 6-carbon acids (n-caproic, isocaproic, and /3-methylvaleric) 
are all present in a mixture, each group of acids with the same number of 
carbon atoms behaves as a single acid, i.e., each group forms a single band 
on the column. Thus, the method presented here will separate a mixture 
containing only the straight chain saturated fatty acids C* to Cw. 

After the chromatographic separation of the straight-chain fatty acids 
Cg to Cio, the individual fatty acid in each band can be tentatively identi¬ 
fied by its threshold volume (4). The threshold volume for a given com¬ 
pound is an empirical figure which may be defined as the volume of perco¬ 
late collected under specified conditions while the compound is moving from 
the top of the column to the point of egress at the bottom. The threshold 
volumes for the fatty acids Cg to Cio are quite reproducible, and charac¬ 
teristic of the individual acids. Therefore, it is feasible, using' pure acids, 
to standardize the column with respect to the threshold volumes of the 
acids. The identification of a fatty acid can be confirmed by admixture 
with an approximately equal amount of an authentic sample of the sus¬ 
pected acid, followed by passage of this admixture through a column of 
suitable size prepared in the same way. The formation of only one band 
then indicates that the isolated acid is identical with the authentic speci- 
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men, or at least is very closely related; t.e., it very probably contains the 
same number of carbon atoms. 

No acids except the branched-thain acids Cs to Cio, and possibly the 
unsaturated acids 0 $ to Cio, in the fatty acid series are known or expected 
to interfere in the method. The behavior of the unsaturated fatty acids 
Cs to Cio on the column, however, was not investigated. Acids such as 
oxalic, succinic, malic, citric, and tartaric, if placed on the column, re¬ 
main practically stationary at the top since they are almost insoluble in 
isooctane. Homologs in the fatty acid series below valeric and above 
capric do not interfere. Formic, acetic, propionic and n-butyric acids move 
much more slowly on the column than valeric; and by the time the valeric 
acid has moved completely through the column these acids will have 
separated into three bands, a n-butyric band, a propionic band, and a 
band containing both acetic and formic acid. The separation of the valeric 
and n-butyric acids appears to be quite complete. Hendecanoic (undecy- 
lic), lauric, and myristic acid, when present to the extent of about 10 mg 
each, will separate into visible bands, but the bands are so close together 
that the separations are not complete. However, the separation of capric 
from undecylic appears to be fairly complete, and the separation of capric 
from lauric quite complete. Acids higher than myristic do not interfere in 
the method, but when present in great excess as compared with the acids 
Cft to Cio, it is necessary to collect the Cs to Cio acids as a single group, .and 
then to refractionate on a fresh column. The indicator appears to become 
quite insensitive to small amounts of acid after a large amount of acid has 
passed through the column. 

How pure the acid in each eluted band may be is difficult to establish 
on a few milligrams by the usual criteria of purity. It requires about 2 
milligrams of acid (about 2 for capric and somewhat less for valeric) to 
make a visible band on a column 1 inch in diameter and containing 20 
grams of gel; for a 2 gram column in a smaller tube only about 0.2 milli¬ 
gram is required. Thus, on the larger column 2 milligrams of residual 
acid might remain unnoticed after passage of the visible band. When a 
single acid is passed through the column, the volume of eluate necessary 
to recover all of the added acid is a little larger than the volume apparently 
required to elute the same acid from a mixture. Whether, in a mixture, 
a following band tends to push the one in front of it through faster (in a 
smaller volume) than the front band would move, if alone, or whether the 
following band tends to engulf the tail of the one in front of it, is a difficult 
question to answer. However, when a mixture of the six straight-chain 
acids Cb to Cxo was separated by partition chromatography and each of 
the separated acids refractionated on a fresh column, each acid was 
found to contain about 5 % of the acid which immediately preceded it on 
the column. To test more accurately the completeness of separation of 
any given acid in the Cs to Cio group from its homologs by two or more 
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passages through a partition column, chromatography of a mixture of 
the acid with a ssrnthetic sample of each homolog containing a radioactive 
atom as a tracer, could be employed. 

The working range of the method presented here is 2 to 20 milligrams of 
each acid in the solution transferred to the column. When only even 
numbered carbon acids, or only odd numbered carbon acids, are being 
separated,' the capacity of the column is appreciably greater. A column 
larger than the one used in this analytical method would, of course, have 
a correspondingly greater capacity. It would be practical to use a column 
large enough for isolating and purifying several grams of the fatty acids. 

Preliminary experiments indicate that the proposed method will be 
useful in studies on fermentation, decomposition of foods, the composition 
of certain fats, and the composition of ester-containing flavors, both 
natural and synthetic; and that the method will also be useful in checking 
the purity of fatty acids, and possibly in routine control work in connection 
with the manufacture of the fatty acids. 

METHOD 

APPAEATU8 

(1) Chromatographic tubes. 

(a) Large size: 27 mm O.D. X200 mm long prepared from Pyrex tubing, or from 
Pyrex test tubes by sealing into the bottom of each a piece of glass tubing 
6 mm O.D, X25 mm long. 

(b) Small size: 18 mm O.D. X250 mm long prepared from 18 mm O.D. Pyrex 
tubing. 

(c) Any other suitable container. 

(2) Suitable pressure source such as compressed air or a cylinder of nitrogen, 
and a means of keeping the pressure constant such as a column of mercury or a dia¬ 
phragm type pressure regulator. 


REAGENTS 

1. Silicic add,^ 

2. Methanol. 

3. Isooctane Ji.’drimethylpentane^ solvent .—If not free of acid, wash with 
alkali, dry, and distil. To ca one 1. of isooctane add 20 ml of 90% methanol, shake 
vigorously, allow to separate, and discard the methanol layer. 

4. Bromocresol green solution .—Dissolve 200 mg of the dye in 25 ml of methanol. 

5. Phenolphthalein soln .—Dissolve 1 g of phenolphthalein in 100 ml of absolute 
alcohol and neutralize with sodium ethylate. 

6. Ammonium hydroxide solution, ca N. 

7. Sodium ethylate, standard 0.02 N solution .—Prepare 0,02 N sodium ethylate 
using aldehyde-free absolute alcohol (5), by the usual procedure (6). 

8. Straight chain fatty acids. —Valeric, caproic, enanthic, caprylic, pelargonic, 
oapric, and lauric. 


PROCEDURE 

(1) Determination of the optimum ratio of methanol to silicic acid: To 20 g of the 
sample of silicic acid in a mortar, add 10 ml of methanol and mix well with a pestle. 

• Mallinckrodt’s Analytical Reagent grade precipitated powder used in this work. 
** Pure grade product of Phillips Petroleum Company used in this work. 
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Continue the addition of methanol stepwise in 2 ml portions, mixing well after each 
addition, until the silicic acid is gummy and sticky; at this point it will not produce 
a smooth slurry with isooctane. The op Imum amount of methanol to be added to 
the silicic acid usually lies from 2 to 5 ml below this point and must be determined 
by actually preparing a slurry with the isooctane, transferring the slurry to a chro¬ 
matographic tube, and observing whether the gel packs down quite firmly under 
pressure without cracking or drying out. 

(2) Preparation of the chromatographic partition column: To 1 ml of the bromo- 
cresol green soln, add sufficient methanol to give the optimum amount as deter¬ 
mined in (1) above and add enough of the ammonium hydroxide soln (1 to 3 drops 
is usually sufficient) to give the alkaline color of the indicator. Add the methanol 
soln to 20 g of silicic acid in a mortar and mix thoroughly with a pestle. If the silicic 
acid is not alkaline enough to be pale bluish-green in color, add more of the am¬ 
monium hydroxide solution dropwise, mixing thoroly after each addition, until this 
color is obtained. Add ca 60 ml of the isooctane and make a slurry. Place a very small 
cotton plug firmly in the neck of the constriction at the bottom of the large size 
chromatographic tube, and clamp the tube in an upright position. Pour the slurry 
into the tube, preferably by transferring from the mortar to a 100 ml beaker and 
pouring from the beaker into the tube; connect the top to a suitable pressure source 
through the gas pressure regulator; and apply 2 to 5 pounds of pressure. During the 
packing down process, tap the tube from time to time to aid in obtaining a smooth, 
level surface. Release the pressure when the silicic acid has packed down firmly, but 
before the column begins to dry out, crack, or separate from the walls of the tube. 
(If the column begins to dry out before the acids are added, remove the gel from the 
tube, slurry again with the isooctane, retransfer to the tube, and repack.) 

(3) Testing the silicic add for its suitability and standardization of the chromato* 
graphic column: To neutralize the slight but unavoidable excess of ammonium hy¬ 
droxide on the column before use, place 2 ml of isooctane containing ca 10 mg of 
lauric acid on the column, adding carefully from a pipet so that the top surface of 
the column is not disturbed. Connect to the pressure source and apply pressure. At 
the instant all the solution has sunk into the gel, release the pressure, disconnect, 
and add 1 ml of isooctane. Renew the pressure until this wash solvent has sunk into 
the gel, and repeat the washing again using 1 ml of the isooctane. Pass ca 15 ml of 
additional isooctane through the column, stopping when all of the solvent has sunk 
into the gel. The column is now ready for use. Place a graduated cylinder under the 
column to collect the forerun, including the lauric acid, and pipet onto the column 
2 ml of a standard solution in isooctane, of fatty acids, which contains about 10 mg 
of each acid. Allow the solution to sink into the gel under pressure, and wash with 
two 1 ml portions of isooctane as above. Fill up the tube with solvent and adjust the 
pressure so that the rate of percolation is from 3 to 5 ml per minute (rate not 
critical). (A separatory funnel or other suitable container may be fitted in the chro¬ 
matographic tube to serve as a reservoir for the solvent.) Change the receiver when 
the lower edge of a band reaches the constriction of the tube, disregarding the lauric 
acid band which is caught in the forerun. In general collect the whole band in one 
fraction, changing receivers when the following band reaches the constriction, and 
continue until all of the desired bands have passed. In case there is no following 
band, change receivers when the visible band has passed through the tube, collecting 
6 ml fractions, and titrating each. Continue until the titration agrees with the blank 
value. 

Record the volume of percolate for the forerun and for each band. Transfer each 
of the fractions to an Erlenmeyer fiask, add a few drops of the phenolphthalein soln, 
and titrate with the standard sodium ethylate. Correct the titration for a blank in 
each case, using approximately the same quantity of isooctane as was used to elute 
the acid being titrated. 
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The first band of the mixture to elute is capric acid; the second, pelargonic; the 
third, caprylic, etc. The threshold volume for capric acid is the volume of the forerun 
(includes lauric acid band). The threshold volume for pelargonic acid is the forerun 
volume plus the volume of solvent required to elute the capric acid. Obtain threshold 
volumes of the remaining acids in a similar manner. These threshold volumes consti¬ 
tute the standardization of the column for 10 mg of each of the fatty acids under the 
specific conditions actually employed. 

Consider the silicic acid suitable if, upon following the above procedure, the acid 
bands are clearly visible, well separated as determined by visual observation, and 
if the recoveries of the added acids are in the range 90-110%. 

(4) Determination and identification: The preparation of the sample will vary 
from product to product. The first step in any event, however, will be the separation 
and concentration of the acids either by steam distillation or solvent extraction, or 
a combination of the two processes. Neutralize the distilled or extracted acids, con¬ 
centrate to a small volume, and transfer to a test tube. Remove the water in a 
current of air at steam bath temperature, add 2 to 4 drops of H 2 S 04(1 -f-1) (enough 
to turn Congo red paper to its acid color) and a few glass beads. Wet the solid salts 
by rotating the glass beads in the tube, using a long thin-bladed spatula to break up 
the crust or lumps if necessary. Extract the liberated acids with 2, 1, and 1 ml por¬ 
tions of the isooctane; and transfer each portion to the column with an eyedropper 
pipet, allowing the solvent to sink into the gel each time before the next portion is 
added. 

Collect the fractions, determine the threshold volume of each acid band, and 
titrate as in (3) above.* Compare the threshold volume of the unknown acid in each 
case with approximately the same quantity of authentic acid (see (3) above), and 
thus make a tentative identification of the unknown acids. 

To confirm this tentative identification add ca 5 ml of water to the neutralized 
isooctane solution of each unknown acid, evaporate the isooctane on the steam bath, 
transfer to a small test tube and continue evaporation to dryness. However, when 
the volume of isooctane solution is 50 ml or greater, extract the sodium salt from the 
solvent by shaking with three small successive portions of water in a separatory 
funnel and drawing off each portion into a small beaker. Concentrate the aqueous 
solution to ca 5 ml and transfer to a test tube and evaporate as above. Convert the 
sodium salt of each acid to a solution of the free acid in isooctanc as described above, 
and pipet an aliquot of ca 1 ml, containing ca 2ml of 0.02 N acid (4 to 7 mg of the 
acid), onto a freshly prepared column. Pipet an approximately equal amount of the 
authentic acid, in not more than 1 ml, onto the column; gently swirl to mix; and pro¬ 
ceed to develop the chromatogram. If only one band is obtained, the tentative 
identification is confirmed. Report the results in mg of acid found. 

Table 1 shows the recoveries of the fatty acids when present in admix¬ 
ture in the range 2 to 20 mg each, 5 different mixtures being analyzed, 
2 of them in duplicate. As can be seen, recoveries are generally within 
± 5% except mixture where the recoveries on 2 mg quantities are 
high. No corrections have been made for homologs known to be present 
as impurities in the acids used, but in no case in this table would the re¬ 
sults be appreciably affected by such slight impurities. 

Table 1 also shows the threshold volumes obtained in each experiment for 

* Where results of the highest degree of accuracy are required, each of the separated acids should be 
steam distilled and the distillates titrated with standard aqueous edkali (COi free), using phenolphthalein 
as the indicator. Besults reported in .this paper, however, were obtained by omitting the steam distilla¬ 
tion step. 


EXPERIMENTAL RESULTS AND DISCUSSION 
Table 1. —Recoveries of the adds Cf to Cit when present in admixture. 


40U> 

ADDID 

POUND 

tlOOTXRT 

TBBBBHOLD TOLDICB 

Nam 

mg 

mg 

per card 

ml 



Mixture A 



Capric 

2.03 

1.96 

97 

47 

Pelargonic 

2.04 

1.86 

91 

59 

Caprylic 

2.03 

2.04 


73 

Enanthic 

2.02 

2.16 


97 

Caproic 

Valeric 

2.00 

1.88 

94 

130 

2.04 

1.90 

93 

174 



Mixture B 



Capric 

6.08 

6.0 

98 

44 


6.2 

102 

43 

Pelargonic 

6.11 

4.7 

92 

55 


5.2 

102 

55 

Caprylic 

6.08 

5.1 

100 

70 


5.1 

100 

69 

Enanthic 

6.06 

5.1 

101 

90 



5.1 

101 

90 

Caproic 

4.99 

4.9 

98 

123 


5.3 

106 

122 

Valeric 

6.11 

4.8 

94 

172 



5.0 

98 

173 



Mixture C 



Capric 

1 

10.17 

9.5 

93 

42 


10.1 

99 

43 

Pelargonic 

1 

10.22 

10.0 

98 

53 


10.1 

99 

53 

Caprylic 

10.15 

10.7 

105 

66 


10.8 

106 

66 

Enanthic 

10.12 

9.3 

92 

88 



9.7 

96 

88 

Caproic 

9.98 

9.5 

95 

177 


9.6 

96 

119 

Valeric 

10.22 

9.7 

95 

167 



9.9 

97 

159 



Mixture D 



Capric 

20.33 

19.3 

95 

41 

Pelargonic 

20.43 

20.2 

99 

51 

Caprylic 

20.30 

20.4 

100 

63 

Enanthic 

20.23 

20.6 

102 

83 

Caproic 

Valeric 

19.96 

18.7 

94 

112 

20.43 

20.6 

101 

152 



Mixture E 



Capric 

9.91 

9.5 

96 

47 

Pelargonic 

2.02 

2.1 

104 

60 

Caprylic 

10.16 

9.8 

96 

73 

Enanthic 

2.03 

2.4 

118 

100 

Caproic 

10.06 

9.6 

95 

127 

Valerio 

2.02 

2.3 

114 

199 
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each acid. It will be noted that the thre^old volume of an acid is definitely 
affected by the amount of such acid placed on the column; the larger the 
amount of acid the smaller the threshold volume, i.e., large amounts of 
an acid travel faster on the column than small amounts of the same acid. 
In actual practice, then, the quantity of an acid must be taken into con¬ 
sideration in making the tentative indentification by this means. 

The threshold volume of an acid is not appreciably affected by large 
amounts of the homologs of the acid. In carefully controlled experiments 
using the same amount of a given acid, the threshold volume varied as 
much as 10% (± 4 ml for capric acid; ± 10 ml for valeric). The cause of 
these small variations was not definitely determined. However, it was 
found that the rate of percolation within rather wide limits, 2 to 6 ml 
per min., did not affect the threshold volume, and that the quantity of 
methanol within the range 10 to 20 ml per 20 g of silicic acid (using silicic 
acid from the same lot each time) was also without effect. 

The color of the band formed by a definite quantity of capric acid, say 
0.02 millimol, is not as strong as that formed by the same quantity of a 
lower acid. In fact the strength of the color contrast increases noticeably 
from capric to valeric acid. The fact that only the acid dissolved in the 
methanol can affect the color of the indicator, and that the distribution 
of the lower acids favors the methanol solvent, is probably the explana¬ 
tion of this behavior. 

Completeness of Separation on the Column: 

Since the acid bands widen and “tail out” as the chromatogram is 
developed, and since, when all six of the acids are present in the mixture 
being chromatographed, the bands which first elute are fairly close to¬ 
gether, it appears that there is a possibility of contaminating a separated 
acid with its next higher homolog. However, the probability that a sepa¬ 
rated acid is also contaminated by its next lower homolog is not as great, 
since it has been found that the front of a visible band is sharp, permitting 
accurate fraction cuts to be made; and since, if the acid is pure, no acid 
elutes in front of this visible band. 

An experiment was performed to determine the degree of contamina¬ 
tion of acids separated by the proposed method, by their next higher 
homologs. A mixture consisting of ca 10 mg each of the six fatty acids 
Cs to Cio was separated on a column. The separated acids, except capric 
and valeric, were refractionated individually on a fresh column, the per¬ 
colate being collected in small fractions in the zone where the next higher 
acid,' if present as a contaminant, would be found. It should be noted 
that even if the contamination of one acid with another in this case were 
as much as 10 per cent, the impurity would not show as a band, because 
1 mg of an acid is not enough to produce a clearly visible band. There¬ 
fore, it is necessary to collect eluate fractions ahead of the main band in 
order to detect the presence of the next higher homolog. Results of this 
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experiment are tabulated below, in Table 2. In this experiment the 
identity of the homolog impurity was not confirmed by fractionation of 
an admixture with an authentic sample because the amount of impurity 
was quite small. However, the reliability of the procedure was tested by 
adding 1 mg of capric acid to 10 mg of pelargonic acid in one experiment 
and by adding 1 mg of caprylic acid to 10 mg of enanthic acid in another 
experiment. The recovery of the homolog impurity in both cases by the 
above procedure was ca 90 per cent. 


Table 2. —Degree of corUamination of an acid aeparated by partition 
chromatography with its next higher homolog 


NAinS or ACID 

RCrBACriONATlD 

AMT. or 

ACID 

rRACTION 

OOliLBCTXD 

rsAcnoN 

MOBMALLT 

COMTAiniMO 

NSXT BIORKB 

BOMOLOO* 

BOMOLOO rOUND 

CONTAMINAMT 




MAMB 




ml 

0.02 N 

ml 



ml 

0.02 N 

pereeni 

Pelargonic 

2.90 

51- 58 
58- 60 

47- 59 

Capric 

0.15 

nil 

5 

Caprylic 

3.55 

63- 72 
72- 73 

59- 73 

Pelargonic 

0.15 

nil 

4 

Enanthic 

3.70 

80- 92 
92- 96 

73- 97 

Caprylic 

0.14 

nil 

4 

Caproic 

4.00 

105-125 

125-132 

97-130 

Enanthic 

0.19 

nil 

1 

5 


* From mixture A of Table 1. 


Based on the recoveries in Table 1 it also appears that the contamina¬ 
tion of one acid by another is generally not over 5 per cent, and may be 
less. Of course, when only the even numbered carbon acids, or only the 
odd numbered carbon acids, are separated at one time, the bands are 
farther apart, and the degree of contamination of one acid by another 
may be then of the order of 1 per cent. However, as pointed out above, 
the purity of an eluted fatty acid in the amounts used is extremely diffi¬ 
cult to determine. 

Table 3 shows the sensitivity of the method in detecting the homologs 
of a fatty acid added to such acid as impurities. In general, by one or 
more refractionations 0.5 to 1 per cent of an acid as a homolog impurity 
can be detected. It should be noted that although capric acid must con¬ 
tain about 20 per cent of pelargonic acid before it can be detected in a 
singljB passage through the column, suitable refractionation will detect 
as little as 1 per cent pelargonic in capric acid. The procedure used here is 
similar to that described below in detail with regard to the application 
of the method to some commercial products. 
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Table 3. —DtUciion of the homologa of a fatty acid added to the add as impurities 


ACID 

BOMOLOG 

MINIUUU AMOUNT DXTIICTABLE 

SINGLB rRACTlONATlON j 

RSnUOTIONATION 

name 

name 

percent 

per cent 

Capric 

Caprylic 

5 

— 


Pelargonic 

20 

1 


Undecylic 

10 

— 


Lauric 

2 

— 

Caprylic 

Caproic 

— 

0.5 

Enanthic 

Caproic 

2 

— 

Caproic 

Valeric 

— 

0.5 

Valeric 

li-Butyric 

2 

— 


Caproic 

5 

— 


A number of samples of acids were examined by the method to deter¬ 
mine their purity. The results are tabulated in Table 4. A weighed quan¬ 
tity of the fatty acid,^ in the range 200 to 300 mg, was dissolved in ca 5 
ml of the isooctane and transferred to the standard 20 g column, the lauric 
acid used as a neutralizing agent being completely removed before the 
column was used. The complete forerun plus a small part of the main 
band (5 to 10%) was collefcted as fraction 1. The middle portion of the 
main band was collected as fraction 2 and discarded. At 5 to 10 ml before 
the next lower homolog should have started to elute, fraction 3 was col¬ 
lected and collection was continued until no more acid would elute. 
Fraction 1, containing a small amount of the main band and the higher 
homologs, if any, was refractionated on a fresh column. When visible 
bands in addition to the main band appeared, they were collected, titrated, 
identified tentatively, and the identification confirmed as in the method 
above. If no visible bands appeared, fractions were collected in the zone 
where the higher homologs should have appeared, if present; the fractions 
were titrated and if acid of the order of 1 mg or more were found, the frac¬ 
tions were identified as in the method above. Fractions believed to be 


Table 4. —Method applied to some commercial products 


ACID 

OBADB 

HOMOLOOB FOUND AS IMPURITIB8 

Capric 

Pure 

2% Lauric Acid 

Pelargonic 

Pure 

None 

Caprylic 

Pure 

0.5% Caproic Acid 

Enanthic 

Pure 

6% Caproic Acid 

Enanthic 

Pure 

2% Caproic Acid 

Caproic 

Pure 

2% Enanthic and 0.5% Valeric Acid 

Caproic 

Technical 

30% n-Butyric;not examined for Valeric 
Acid 

Valeric 

Pure 

None 
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mixtures were fractionated again and then identified. Fraction 3 contain¬ 
ing the tailings of the acid in the main band plus its lower homologs, if 
any, was refractionated on a fresh column and the fractions measured and 
identified in a manner similar to that for fraction 1 . 

Silicic Acid: 

The most critical requirement of this chromatographic method is a 
suitable silicic acid. Different lots of silicic acid from the same source 
vary in their chromatographic properties, and not all lots have been found 
entirely satisfactory. Silicic acid prepared in the laboratory from different 
lots of commercial waterglass by a definite procedure (3) also has not been 
entirely satisfactory. In Table 5 is a comparison of different samples of 
silicic acid. Samples 1 to 4 are different lots from the same source, number 
1 being the batch of silicic acid used in this work unless otherwise noted. 
Samples .*» and 6 are the laboratory prepared products. It should be noted 
that silicic acid 2 , which held the smallest quantity of methanol, gave the 
smallest threshold volume and would not separate the C 9 and Cio 
acids; on the other hand, silicic acid 6 , which had the largest capacity for 
methanol, gave the largest threshold volume and caused the bands to 
move farthest apart. 


Table 5. —A comparison of different samples of silicic acid 


20 a SAMPLE or 

SILICIC ACID 

THRESHOLD VOLDMB 

roR 10 MO or 

CAPRTLIC ACID 

NOTES 


ml 


1 

1 70 

Silicic acid found to be most suitable. 

2 

32 

Would not separate pelargonic from capric 
acid. Held only 12 ml of methanol in¬ 
stead of 20 ml on 20 g. 

3 

72 

Usable but the acid bands were not as 
clear as 1. 

4 

74 

Usable but the acid bands were not as 
clear as 1. 

5 

98 

Acid bands not as clear as 1 but moved 
farther apart in development. Had 
greater capacity for methanol; used 
30 ml. 

6 

116 

Similar to 5. Had largest capacity for 
methanol; used 35 ml. 


The laboratory-prepared gels were of a finer mesh, and the percolation 
rate was slower than that of the commercial gels under the same pressure. 
The percolation rate for a given gel is affected somewhat by the quantity 
of methanol added to the gel; the greater the amount added, the greater 
the percolation rate. However, as previously indicated, it was found that 
a range of methanol all the way from 10 to 20 ml per 20 g powder, in the 
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case of silicic acid number 1, did not affect the threshold volume of capry- 
lic acid. 

In brief then, experiments indicate that, in order to be suitable a 
silicic acid diould give, under the conditions outlined in the method, a 
threshold volume of 60 to 80 ml for 10 mg of capiylic acid; should show 
clearly visible acid bands when 2 mg of each acid are used; and should be 
capable of taking up about 100 per cent of its weight of methanol without 
drying out of the column atjthe top or bottom during use. However, it 
appears that the only way to find out whether a silicic acid is suitable is 
to try it out using the procedure outlined above. 

The requirement of a suitable silicic acid is not peculiar to this particu¬ 
lar method. A silicic acid prepared according to one procedure (7) was not 
suitable for the separation of the organic acids of fruit, because this silicic 
acid was too highly “adsorptive.” (8) The preparation of a rather weakly 
adsorptive silicic acid suitable for separating the fruit acids has been 
described. (8) However, attempts to duplicate this preparation in another 
laboratory were unsuccessful. (9) 

SUMMARY 

A method is presented, based on partition chromatography, for the 
separation and determination of the saturated straight-chain fatty acids 
Cs to Cio* 

The fatty acids are separated on a column of silicic acid, using methanol 
as the immobile solvent, 2, 2, 4-trimethylpentane as the mobile solvent, 
and bromocresol green as the indicator. The separated acids are titrated 
with standard sodium ethylate and tentatively identified by their threshold 
volumes; and the identification in each case is confirmed by adding an 
approximately equal amount of an authentic sample of the suspected 
acid and testing the chromatographic homogeneity of the mixture on a 
fresh column. 

It appears that the method may be suitable for routine use in the study 
of fermentation, food decomposition, the composition of certain fats, and 
the composition of natural and synthetic flavors and esters. 

BIBLIOGRAPHY 

(1) Hii-ditch, T. P., “The Chemical Constitution of Natural Fats,” p. 369, (1940). 

(2) Ramsbt, L. L., and Patterson, W. I., This Journal, 28, 644 (1945). 

(3) Elbden, S. R., Biochetn. J., 40, 252 (1946). 

(4) Weiss, J., J. Chem. Soc., 1943,297. 

(6) Methods of Analysis, A.O.A.C., 31.24, p. 497, sixth ed. (1945). 

(6) Ibid., 23.29(b), p. 354. 

(7) Gordon, A. H., Martin, A. J. P., and Stnoe, R. L. M., Biochetn. J., 37,79 
(1943). 

(8) IsHXRWOOD, F. A., Ibid., 40, 688 (1946). 

(9) Tristram, G. R., Ibid., 40, 721 (1946). 



194S] DtraoAK: tbes tbtftofhane in kHiK, cbeam, btttteb 


161 


IIIE DETERMINATION OF FREE TRYPTOPHANE IN 
MILK, CREAM, AND BUTTER 

By Rbo E. Duggan (Food and Drug Administration Federal Se¬ 
curity Agency,' New Orleans, Louisiana) 

Milk contains abundant amounts of the three major components of 
food-proteins, fats, and carbohydrates; it also contains growth factors 
needed by many micro-organisms. Since milk does not contain any na¬ 
tural inhibitor of bacterial growth, microbiological activity begins im¬ 
mediately after milking. 

Many different t 3 T)es of micro-organisms are commonly found in raw 
milk or cream. Some of these organisms produce lactic acid almost ex¬ 
clusively, which results in clean soUr milk or cream when these micro¬ 
organisms are the predominant types present. This so-called “clean 
sour" milk of cream is preferred for certain uses. Other micro-organisms 
elaborate proteolytic enzymes which decompose the milk proteins. Still 
other micro-organisms produce lipolytic enzymes which attack the milk 
fat and cause rancidity. The inter-relationship of these types of organisms 
is dependent upon a number of highly variable factors, but under certain 
conditions they may develop concurrently in milk and cream. In the 
uncontrolled microbial decomposition of milk and other foods there is, of 
course, no sharp boundary where a desirable type of chemical action 
stops and another, and undesirable, one begins. 

The chemical reactions involved in the microbial degradation of pro¬ 
teins to amino acids and the resulting changes in these acids are known 
in a general way (1, 2). The proteins are hydrolyzed by enzymatic ac¬ 
tivity into simpler substances: proteoses, peptones, amino acids, etc. 
Although many characteristics of the more complex products of protein 
hydrolysis, e.g., peptones and polypeptides, are known, the chemical 
characteristics of the amino acids are more clearly defined and better 
known. 

Certain amino acids can be chemically measured in much smaller 
quantities than others; tryptophane, in particular, has been the sub¬ 
ject of numerous investigations, especially in the field of nutrition, and 
methods capable of measuring microgram amounts of tryptophane are 
available. However most of these workers (3, 4, 6 6, 7) have been 
concerned with the total quantity of tryptophane present, and very 
little attention has been given to the isolation of small quantities ol free 
tryptophane from natural products. 

Tryptophane has been suspected of being connected with decomposition 
in foods in earlier investigations on indole (8, 9, 10, 11). These in¬ 
vestigators inferred that the indole was formed from tryptophane. It 
seems reasonable to suppose that, in the decomposition of foods, trypto¬ 
phane is formed first by hydrolysis of proteins and then converted in part 
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to indole. Thus there is a good chance that tryptophane might be present 
in much larger amounts than the resultant indole. Even though this amino 
acid is not a final end product in the process of protein degradation, it is 
logical to reason that the products of the earlier enzymatic breakdown 
might be found more frequently and abundantly in decomposed food than 
an end product produced by fewer species of microorganisms. As with any 
useful chemical criterion, the stage of decomposition at which it appears, 
and the rate of its formation, and of its disappearance, are very important. 
This report describes a method for the isolation and determination of 
free tryptophane in milk, cream, and butter, and presents experiments 
showing the effect of time and temperature on the formation of free 
tryptophane in milk and cream. 

METHOD FOR FREE TRYPTOPHANE IN MILK, CREAM, AND BUTTER 
REAGENTS 

Color Reagent. —Dissolve 0.4 g. p-dimethylaminobenzaldehyde in 6 ml acetic acid 
and mix with 92 ml phosphoric acid and 3 ml cone. HCl. Purify the commercial re¬ 
agent according to Organic Syntheses Collective Vol. I, p. 214-7, Gilman & Blatt, 
J. Wiley and Sons, N. Y. (1941). 

Hydrochloric Acid. —C.P.—Cone. 

Acetic Acid. —C.P.—Glacial. This may be conveniently dispensed from a large 
separatory funnel on a ringstand. 

Lactic Acid Soln. —2.5% W/V. 

Dilute Hydrogen Peroxide Soln. —Dilute 1 ml 3% H 2 O 2 to 5 ml witli H 2 O. Prepare 
fresh daily. (Add 1 drop of this soln to 20 ml of acetic acid immediately before use). 

Sodium Hydroxide Soln. —10% W/V. 

Acetone — 90%. —Redistill before dilution, discarding approximately 5% at the 
end of the distillation. Neutralize to phenolphthalein with 0.1 N NaOII just before 
using. Dilute 90 ml acetone with 10 ml water. 

Alumina Cream.—Methods of Analysis^ A.O.A.C.y 6th Ed., 34.19(b), p. 562. The 
washing operation may be speeded up by centrifuging. This reagent should have a 
smooth gelatinous appearance. Solns having the appearance of a suspended powder 
do not filter satisfactorily. 

Standard Tryptophane Soln. —Accurately weigh 20 mg tryptophane and dissolve 
in ca 100 ml water. Dilute to exactly 200 ml. Dispense from a 10 ml microburette. 
This solution may be diluted with water to a more convenient working strength. 
Keep stock soln under refrigeration, and do not use after 3 days. (Tryptophane is 
difi^cult to wet and therefore dissolves only slowly. Frequent shaking will hasten 
solution.) 


PREPARATION OF SAMPLE 

Cream and Milk. —Weigh 25 g of well mixed sample into a 250 ml centrifuge 
bottle. If the cream is plastic or very thick, dilute with 5 ml hot water or heat on 
steam bath until the cream is free flowing. 

Butter. —Weigh 50 g of well mixed butter into a 250 ml centrifuge bottle and melt 
at a temperature not above 100°C. Centrifuge at ca 2000 r.p.m. for several minutes 
and remove and discard the fat layer with a cream pipette. (Or dissolve the 50 g 
portion in 50 ml ethyl ether by vigorous shaking, add 50 ml pet. ether, shake, and 
centrifuge at ca 2000 r.p.m. for several minutes. Remove ether-fat layer by means 
of a siphon or pipette.) Care must be exercised in order that none of the aqueous 
phase is removed with the fat. 
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EXTBACTION AND DETEBMINATION OF TBYPTOPHANB 


Using 3-4 drops of 1 % alcoholic phenolphthalein as an indicator, neutralize the 
sample by the dropwise addition of 10% IsaOH soln. Mix the solution after the ad¬ 
dition of each drop of alkali. Discharge the pink color by the dropwise addition of 
2.5% lactic acid soln and add 1.0 ml in excess. If the sample is warm, cool to room 
temperature. Add 100 ml of 90% acetone, shake vigorously for at least two minutes, 
and centrifuge for several minutes at ca 2000 r.p.m. Carefully inspect the sample 
after centrifuging; if the precipitated protein layer appears to be fluid, or if there is 
a liquid layer (except fat) in the bottom of the bottle, add 10 ml water, shake 
vigorously for two min. and centrifuge again. This treatment must be repeated yet 
again if the precipitate is still fluid. (Tryptophane may be lost at this point if the 
acetone extract is decanted from a fluid or liquid layer.) Filter, thru a rapid folded 
filter paper which will retain the fat, into a 250 ml beaker. (Several ml of butter fat 
usually separates during the centrifuging and is left on the Alter paper and dis¬ 
carded.) Evaporate the flltrate to a volume of 5-7 ml on a hot plate, after addition of 
glass beads to prevent bumping. If the soln develops a basic reaction during evapo¬ 
ration of the acetone, neutralize and add lactic acid in excess as before. If solns have 
a cloudy appearance after evaporation to 5-7 ml, repeat the neutralization and heat 
for several minutes. Allow to cool to room temperature, add 2 ml alumina cream, 
and Alter into a 25 ml glass stoppered graduate (C.S.S. 589 White Ribbon Alter 
paper is satisfactory.) Wash the beaker with 2-3 ml water and pour thru the Alter. 
Continue the washing until the volume of the Altrate is 10 ml. (Alternately, the soln 
may be Altered thru a cotton pledget, to remove fat, into a graduate containing 2 ml 
alumina cream, made to 10 ml. vol. by washing, and then Altered or centrifuged. Less 
time is required by this method.) Shake well, pipet 2.0 ml of the sample soln into a 
60 ml beaker, and evaporate to i ml or less on a hot plate. (Caution: Do not take to 
dryness.) Allow to cool to room temperature. Add 1 ml hydrochloric acid and 1 ml 
of the color reagent, mix by swirling, and allow to stand for 15 ±1 min. Pour the 
mixture into a dry, 25 ml glass stoppered graduate and wash the beaker with ca 
20 ml acetic acid to which has been added 1 drop of the diluted H 2 O 2 . Make to 25 ml 
with acetic acid and mix well by inverting the graduate several times. Allow to 
stand 10 ±1 min., pour into a suitable photometer cell, and measure the color at 


560 m/ii. 

(While NaCl is often precipitated upon the addition of the strong acids, it gen¬ 
erally settles out, leaving a clear supernatant liquid; however, the color solution 
may be Altered during the Anal standing if the NaCl does not appear to be settling 
out.) 

(Cream and milk solutions which contain large amounts of tryptophane may re¬ 
quire longer than 10 minutes for color development. This condition is easily recog¬ 
nized since a constant reading cannot be obtained. In such instances repeat the de¬ 
termination, using a smaller aliquot.) 

In each series of determinations on milk, cream, or butter, determine the blank 
on an aliquot of each different sample soln in the same manner, omitting only the 
addition of the color reagent. 

Since the fat contents of milk, cream, and butter are so different, calculate all 
results to the fat-free basis for ease of comparison. 

The following formula is convenient for calculating the results: 

A X(B/C) 

Tryptophane—^fat-free basis p.p.m. »—;- 

g.(lOO-F) 

Where A«net micrograms tryptophane in aliquot 
B — total ml of sample solution 
C — ml of aliquot used 
G—grams of sample used 
F — per cent fat in sample 
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DISCUSSION OF METHOD 

The tryptophane combined in the casein molecule will react with the 
color reagent and form blue or purplish blue solutions. It is therefore 
necessary to isolate the free tryptophane resulting from ensymatic or 
bacterial action in such a manner as will not liberate tryptophane from 
the casein molecule. 

Acetone was selected both as a combined solvent for free tryptophane 
and a denaturant for interfering milk proteins, after testing a number of 
ccmunon denaturants, e. g., trichloracetic acid, sodium tungstate,'sodium 
chloride, alcohol, etc. The acetone is readily removed by evaporation. 
One 100 ml portion of the acetone solution is sufficient to extract the free 
tryptophane completely enough to be within the experimental error of 
the method. 

The var 3 dng protein content of milks and creams (and to a lesser extent, 
of butters),'as well as the varying salt content of butters, makes it practi¬ 
cally impossible to prescribe an acetone-water ratio which will perform 
equally well on all samples of milk, cream, and butter. An acetone solu¬ 
tion which contains too much water will not satisfactorily coagulate the 
protein; if,' on the other hand, the acetone concentration is too high, the 
salt solution from the butter will not be dissolved, and significant quan¬ 
tities of tryptophane might then be lost at this step in the procedure. 

Unsuccessful attempts were made to dissolve tryptophane in butter 
fat; further, no tryptophane was detectable in butter fat from cream which 
contained large amounts of free tryptophane. 

Tryptophane is destroyed by heating in acid solution, lliis effect is 
more pronoimced when the strong mineral acids are used, instead of 
l^tic acid, to neutralize the samples. However, the acetone extraction of 
the prepared samples must be made from acid solutions, since cloudy 
concentrates which are almost impossible to filter are obtained if the ex¬ 
traction is made from basic solutions. The acidity recommended approxi¬ 
mates the titratable acidity of fresh cream. 

A number of reactions have been proposed for the determination of 
tryptophane in protein hydrolyzates, but one of the most widely used 
determinations, as well as one of the most sensitive, measures the blue 
color formed when tryptophane reacts with p-dimethylaminobenzalde- 
hyde in the presence of strong acids. A trace of an oxidizing agent. e.g., 
HjOi or NaNOi, speeds up the reaction. The blue color can be measured 
photometrically at 560 m^. • 

Sample solutions obtained from cream and milk have a yellow color, 
probably due to the presence of the water soluble milk pigment, ribo¬ 
flavin. Sample solutions from butter have only a tinge of this yellow 
color, but such solutions ejdiibit a fluorescence in ultraviolet light which 
is typical of riboflavin. The blank due to this yellow color in cream or 
milk staple solutions, in the absence of the color reagent, usually amounts 
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to not more than 1-2 mm,' uaing the 100 mm cell and the neutral wedge 
photometer (12). A 2 ml aliquot of b Ater sample solution has no detect¬ 
able blank. In view of the small magnitude of the error thus introduced 
into the determination, only two (unsuccessful) attempts were made to 
eliminate this color. 

The selection of a 2.0 ml aliquot of the sample solution in the actual 
determination has been governed by a number of considerations: (a) The 
interference due to the natural pigment is slightly more pronounced, and 
brownish off-colors are often obtained, when aliquots larger than 2.0 ml 
are used, (b) In sample solutions obtained from salted butter, the salt 
precipitates upon evaporation of the aliquot and is not redissolved by the 
strong acids used in developing the color. This interference is not serious 
in aliquots up to 2.0 ml; however, if larger aliquots are used, the salt must 
be removed from the color solution by filtration or some other means, 
(c) The 10 ml sample solution contains a total of 25 mg lactic acid, and 
when larger (3-5 ml) aliquots are used, the acid must be neutralized be¬ 
fore evaporation. 

The term “free tryptophane” as used in this paper, means tryptophane 
reacting substances in the sample solutions. Preliminary experiments with 
the method of Horn and Jones (6) indicate that the “free tryptophane” 
determined in milk or cream by this method is actually tryptophane. 
Although primarily of academic interest, further study of the point is 
being undertaken. 

• The method used was systematically investigated with respect to time 
of reaction, concentration and character of the acid-aldehyde reagent, 
diluent, presence of water and concentration of the hydrogen peroxide. 
The following general conclusions are drawn from theses experiments: 

1. Fifteen minutes is s generous allotment of time for the initial reaction. After 
addition of the acetic acid-peroxide, however, the time limits should be observed 
closely since the color slowly fades. 

2. The phosphoric acid-aldehyde color reagent has a slightly greater sensitivity 
than a solution of the aldehyde in hydrochloric acid. 

3. An oxidizing agent has been found necessary to develop the maximum color. 
The optimum concentration of the peroxide solution is a 1 -f 4 dilution of 3% U.S.P. 
hydrogen peroxide. Stronger solutions promote rapid fading. Solutions of KNOt and 
KNOi are satisfactory for the development of the color. The color developed by 
these oxidants is more stable than that developed by HiOt but may require 15-60 
minutes for maximum development of color. 

4. Acetic acid was selected as the diluent, since no color is developed when the 
solutions are diluted to the necessary volume with water. Probably the other dilu¬ 
ents which have been used in this reaction would be equally satisfactory. 

5. He final sample solution is concentrated in order to remove the excess water, 
which causes fading and, when more than 1 ml is present, results in the development 
of less color. This fading is not diminished by the use of larger amounts of color re¬ 
agent and hydrochloric acid. 
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6. The concentration of p-dimethylaminobenz aldehyde in the color reagent is not 
particularly critical. 

7. The quantities of hydrochloric acid and color reagent used in developing the 
color are not critical. The amounts indicated have been found to be adequate for 
as much as 300 mmg tryptophane. 

8. It is preferable to finish the determinations on the same day that they are 
begun; however, the solutions may be stored overnight under refrigeration. 

9. When the quantity of tryptophane measured is greater than 10 mmg, a 
straight line is obtained by plotting photometer readings against micrograms trypto¬ 
phane. 


Table 1.— Recovery of tryptophane added to cream and butter 


BAMPLB 

TRYPTOPHANS P.P.U. 


Present 

Added^ 

Total 

Recovery 

Cream 

0 

1.0 

1.0 

1.1 

Cream 

0 

2.0 

2.0 

2.4 

Cream 

0 

3.0 

3.0 

3.0 

Cream 

0 

4.0 

4.0 

4.1 

Cream 

0 

4.0 

4.0 

4.1 

Cream 

0 

6.0 

6.0 

6.6 

Cream 

0 

20.0 

20.0 

17.6 

Cream 

0 

1.0 

1.0 

1.0 

Butter 

1.0 

1.0 

2.0 

1.8 

Butter 

1.0 

1.0 

2.0 

1.9 

Butter 

1.5 

1.0 

2.5 

2.2 

Butter 

1.1 

1.6 

2.6 

1.3 

Butter 

1.3 

3.0 

4.3 

3.8 

Butter 

1.4 

1.0 

2.4 

2.2 


^ Multiply by 25 to obtain micrograma of tryptophane added to cream sample, and by 50 for butter 
sample. 


RECOVERY EXPERIMENTS 

Table 1 shows the recovery of tryptophane added to cream and butter, 
using the above procedure. The data indicate that the method is suffi¬ 
ciently accurate to detect small differences in the tryptophane content 
of cream and butter. 


EXPERIMENTAL 

The following experiments were undertaken to show that free trypto¬ 
phane actually is formed in the microbial degradation of milk proteins; 

Two lots of milk of known history were used in obtaining the data 
presented in Table 2,' and in Fig. 1. 

Milk and cream samples A, B, and C were all from one lot of milk 
sampled approximately four hours after milking at a receiving plant in 
Crosby, Mississippi. Cream samples B and C contained 38 per cent and 
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56 per cent fat, respectively. Both were separated from the same milk 
represented by sample A. 

Sub-samples of the milk and of the two cream samples, consisting of 
3 sets of 12 half-pint portiqns and 3 sets of half gallon portions, were 
placed in sterile containers. One set of each sub-sample was stored at 
37°C (98.6®F); the second was held at room temperature which ranged 
from 18-25°C (64.5-77°F); and the third was placed in a refrigerator at 
a temperatiue of O-^^C (32-39°F). Tryptophane and titratable acidity (13) 
determihations were made at the time intervals indicated in Table 2. 
The one-half gallon samples were stirred thoroughly before each analysis. 
The one-half pint samples were well mixed immediately before analysis, 
and a different bottle was used for each set of tryptophane and acidity 
determinations. Thus,' the one-half pint samples were aged without inter¬ 
mittent mixing, and the one-half gallon samples were mixed prior to each 
determination. 

Efforts were made to obtain a homogenous mixture throughout these 
experiments. However, the cream layer on the milk was not completely 
miscible when the acidity reached ca 0.3 per cent. No difficulty was en¬ 
countered in obtaining visual homogeneity in the cream samples until 
the acidity reached 0.4 per cent. Separation was noted both in the milk 
and in the 38 per cent fat cream samples after standing undisturbed for 
12 hours; and it was increasingly difficult to reincorporate the upper layer 
as the acidity increased. It is possible that some of the inconsistences in 
the results may be attributed to the difficulty of obtaining perfect homo¬ 
geneity. 

Milk sample D was from a milking observed by the writer at a New 
Orleans, Louisiana, dairy. Cream sample E was from the same dairy, 
separated 12 hours earlier and placed in the cooler immediately after 
separation. Triplicate sub-samples of D and E were placed in sterile one- 
half pint jars; one set of each was aged as before at 0-4®C; another at 
room temperature, 23-29°C. (73-84°F); and the third at 37'’C. 

Inspection of these tables shows that the tryptophane content, and, 
of course, the titrable acidity of both milk and cream increases with age. 
The rate of formation of tryptophane and acid increases with rise in 
temperature. Only the cream data have been used in preparing Fig. I, 
because it was possible to follow the cream decomposition for longer 
periods than the milk. This graph clearly illustrates the effect of time and 
temperature upon the formation of tryptophane in cream. The data 
given in Table 2 show that milk behaves in the same manner. 

From a comparison of the tryptophane content of milk sample A, and 
cream samples B and C held at 37°C. for periods up to and including 36 
hours, it can be seen that the formation of tryptophane in independent of 
the size of the sample, and is not significantly influenced by the fat con¬ 
tent of the sample. 



Tablb 2.—ESeet of Hmo and temperaiur^ on domhpmonit of tryplophano 
and Hiratahle acidity 


SAMVLII MILS—5% FAT 



BAMPUD B, CBXAM —38% FAT 



(See text)... 
0.11 (0.13) 
0.12 (0.13) 
0 . 11 ( 0 . 12 ) 
0.12 (0.13) 
0.13 (0.13) 
0.13 (0.13) 
0.12 ( 0 . 12 ) 
0.13 (0.12) 
0.13(0.11) 
0.15(0.13) 
0.29(0.15) 
0.51 (0.25) 


1 . 2(0 

0 . 8 ( 0 ) 

0 ( 0 ) 

0 ( 1 . 1 ) 
1.0 (1.0) 
1.6 ( 1 . 0 ) 
1.3 (1.0) 
1.1 ( 1 . 6 ) 
1.4(1.1) 
1.0 ( 1 . 6 ) 

5.5 (1.6) 

8.5 (2.4) 



0 . 

1.0 ( 1 . 0 ) 
1.9 (1.3) 
1.0 ( 2 . 8 ) 


15.9(11.6) 

19.2 

23.6 

27.0 


0.15 (0.16) 
0.55(0.56) 
0.61 (0.61) 
0.63(0.63) 
0.81 (1.02) 
1.08(1.31) 
1.09 
1.29 
1.42 
1.42 


1.5 (1.1) 
3.1 (3.5) 
6.3 (5.8) 
7.7 (7.3) 

16.2 (18.4) 

32.3 (34.8) 
55.9 

82.6 

139.4 

135.5 


AAMPLl] C, CBBAM —56% FAT 



BAMPUD CBBAM —21.3 



(See text)... 


0.13 

0.16 

0.9 

0.16 

0.16 

0.6 

0.16 

0.16 

0.8 

0.19 

0.16 

0.8 

0.55 

0.16 

0.8 

0.69 

0.16 

0.8 

0.70 

0.15 

1.2 

0.76 

o.ir 

0.8 

0.79 

0.15 

1.2 


0.17 

1.2 


0.15 

0.9 




Notb: TrsrptophBne values oaleulated to fat-free basis. 

^ Values enelosed in parentheses were obtained from i-gallon sub>samples. 
• 28-29^. (Room temperatuxe in these experiaiente.) 
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The samples held under refrigeration remained fresh; the tryptophane 
content and titratable acidity remained reasonably constant up to 240 
hours. Thereafter a slow increase in both tryptophane and acidity is 
noticeable. There are greater variations between the § gallon and the § 



Jn <kMn) 

Fig. 1—Effect of temperature on rate of development 
of tryptophane in cream. 


pint subsamples after 336 hours of storage and, with the exception of 
sample A at 480 hrs., higher tryptophane values were obtained on the | 
pint jars whict had been held without mixing. In some cases there was 
also a noticeable difference in the acidity. No logical explanation, except 
the erratic growth habits of micro-organisms at low temperatures, is 
offered for this behavior. 



160 ASSOCIATION 07 OTFICIAL AGBICm^nmAL CHEMISTS [Vol. SI, No. 1 


The samples held at room temperature also show an increase in trypto¬ 
phane content with age. The rate of formation of tryptophane and titrat- 
able acidity is noticeably greater than in the samples held at refrigerator 
termperatures. However, the milk was clabbered at the end of 36 hours, 
thus making sampling difficult at an early stage of this experiment. The 
i gallon of 56 per cent cream was granular in appearance, and therefore 
difficult to sample at the end of 48 hours storage. However, measurable 
quantities of trjqjtophane were found in the milk before the clabbering 
point was reached. 

The rate of formation of tryptophane and acid was noticeably hastened 
by incubation at 37°C. The milk samples were clabbered at the end of 
24 hours, and, judging from the acidity, had been clabbered for some 
time before. 


Table 3. —Free tryptophane content of httUer made from cream of known age 


8A1IPLB 

Aoa 

(DATS) 

CRXAIC 

BUTTER 

TITRATABLX ACIDITT 

(% lactic) 

TKEt TRYPTOPHANS 

FAT-FRBE BASIS P.P.Ii. 

PRES TRYPTOPHANS 

PAT-FRBS BASIS P.P.M. 

I 

0 

0.09 

0 

0 


2 

0.48 

7.5 

7.5 


4 

0.57 

9.9 

9.8 


7 

0.76 

19.6 

13.1 


10 

0.95 

28.0 

23.8 


46 

1.34 

123.3 

— 

II 

0 

0.09 

0 

0 


8 

0,90 

10.3 

9.2 


6 

1.49 

28.7 

23.8 


14 

1,86 

77.5 

56.0 


Table 3 shows the results of similar experiments where cream was 
stored at room temperature and churned by hand into butter at intervals 
up to 46 days. These data show that there is a rather close relationship 
between the free tryptophane content of butter and that of .the cream 
from which the butter was made. 

TRYPTOPHANE CONTENT OF COMMERCIAL MILK AND CREAM 

In order to gain some information on the normal content of free trypto¬ 
phane in sweet milk and cream, 18 samples of milk and 22 samples of 
cream were analyzed. These samples were collected from retail stores in 
New Orleans, Louisiana,'and represent the output of as many of the dairies 
in this area as could be readily sampled. Each sample represents either a 
different dairy or a different day’s output. These results are presented in 
Table 4. The three samples of sour cream are representative of the prod¬ 
uct prepared by inoculating pasteurized sweet cream with a starter. Re- 
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Table 4. —Free tryptophane content of market milk and cream 


PRODTJOT 

BilCPLB 

NO. 

TITRATABLI ACIDITr, 

% LACTIC 

PREB TRTPTOPHANB 

PAT-PRBX BABIB P.P.U. 

Milk 

1 


0.6 


2 


1.0 


3 


0.8 


4 

0.10 

1.0 


5 

0.10 

0 


6 

0.11 

1.0 


7 

0.12 

0.8 


8 

0.10 

0.9 


9 

0.12 

0.7 


10 

0.08 

1.2 


11 

0.10 

1.5 


12 

0.10 

0.9 


13 

0.10 

1.7 


14 

0.10 

1.0 


15 

0.10 

1.0 


16 

0.11 

1.6 


17 

0.13 

1.0 


18 

0.14 

0.9 

Breakfast Cream 

1 

0.11 

0.7 


2 

0.08 

0.8 


3 

0.10 

2.7 


4 

0.09 

0 


6 

0.10 

0 


6 

0.10 

0 


7 

0.10 

0.8 


8 

0.10 

0.8 


9 

0.11 

2.0 


10 

0.12 

0.7 


11 

0.06 

1.5 


12 

0.12 

2.1 


13 

0.09 

0.8 


14 

0.21 

2.4 


15 

0.16 

1.2 


16 

0.09 

2.0 


17 

0.06 

0.7 

Whipping Cream 

18 

0.14 

0 


19 

0.10 

1.0 

Sour Cream 

20 

0.94 

4.4 


21 

1.05 

2.2 


22 

0.70 

1.3 


turned milk and cream are used in the preparation of this product. The 
free tryptophane in these samples is negligible, compared to the values 
obtained on raw milk or cream allowed to reach corresponding acidities. 
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SUMMARY AND CONCLUSIONS 

An investigation has been made of the occurrence of free tryptophane 
in milk, cream,'and butter. A method for the extraction and measurement 
of the free tryptophane in these products has been described. 

The following conclusionB have been reached: 

(1) Negligible quantities of free tryptophane are present in normal 
sweet milk and bream. 

(2) The amount of free tryptophane in milk and cream increases with 
age if the products are held under conditions conducive to bacterial and 
enzymatic activity. 

(3) The amount of free tryptophane in butter depends upon the free 
tryptophane content of the orig^al cream. 
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NOTES 


Note on the Microscopic Identification of Caffeine 

By Georqb L. Keenan* 

The microchemical identification of caffeine with mercuric chloride reagent al¬ 
ready has been described (1) and the crystalline precipitate has been photo micro- 
graphed by Stephenson (2). The precipitate appears as needles, as also does the 
crystalline precipitate formed with gold chloride reagent. 

The purpose of this note is to call attention to a much more distinctive test sug¬ 
gested by Arreguine (3) but considerably simpliffed as to technic. The method of 
procedure is as follows: A drop of LugoFs Reagent (iodine-in-potassium iodide) is 



Fig. 1 . —Caffeine with LugoFs reagent and ammonium sulfate. 

added to a small amount of the test material on an object slide and stirred in. Then 
a few fragments of ammonium sulfate are dropped into the preparation. As the drop 
evaporates at the periphery, numerous dark red to brown to almost black (depend¬ 
ing on their thickness) quadrilateral plates will appear, many of these so oriented as 
to show a box-like habit (Figure 1). They resemble rhombohedra in form and exhibit 
strong birefringence with crossed nicols. This microchemical test is more character¬ 
istic and striking than that obtained with either mercuric chloride or gold chloride 
reagents. 

. *Formwly Mioroanalyti, Food and Drug Administration; present address 1S5 Westwood Drive, 
8tiongviUe,OfaIo. 
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Separation of n-Butyric and Isobutyric Acids 
by Partition Chromatography 

L. L. Ramsey (Food Division,* Food and Drug Administration, 

Federal Security Agency, Washington, D. C.) 

In applying the method of partition chromatography for separating the straight- 
chain saturated fatty acids Cr-Cio (1) to an unknown mixture of acids derived from 
a commercial flavoring product, an extraneous acid band was observed between 
n-butyric acid and n-valeric acid. This extraneous acid was identified as isobutyric 
acid by the preparation of the characteristic crystalline mercurous salt (2). Previ¬ 
ously it was found that a mixture of n-butyric and isobutyric acids does not separate 
on a chromatographic partition column of silicic acid, using water as the immobile 
solvent and chloroform containing a small percentage of n-butanol as the mobile 
solvent (2). 

The table below shows the recovery of n-butyric and isobutyric acids when 
present in admixture, using the same procedure as described for the separation of 
the straight-chain saturated fatty acids Cr-Cio (1). The threshold volumes are also 
shown. As can readily be seen from the table, the separation of the two acids is not 
complete. On the column the bands are very close together, in fact, visibly overlap¬ 
ping. A single passage through the column will detect a minimum of about 10% 
isobutyric acid added to n-butyric acid as an impurity, and about 30% n-butyric 
acid added to isobutyric acid. Refractionation of appropriate fractions, however, as 
outlined in the paper on the separation of the acids Ct-Cio (1), improves the sensi¬ 
tivity of the method. 

The method presented here may be useful in cases where only a small amount 
of acid is available, where it is desirable to recover the acid after identification, 
and/or where an approximate determination is satisfactory. 


Table 1. —Recovery of n-hutyric and isobutyric acids when present in admixture 


MAMS or ACID 

ADDED 

FOUND 

TBBSBBOLD TOLUMS 


mg 

mg 

ml 

Mixture A 




Isobutyric 

10.3 

8.2 

222 

Butyric 

10.0 

12.3 

254 

Mixture B 




Isobutyric 

5.15 

3.7 

219 

Butyric 

5.0 

6.4 

250 


REFERENCES 

(1) Ramsey, L. L. and Pattebson, W. I., p. 139, This Journal 

(2) Ibid., 28, 644 (1945). 


♦ W. B. White, Chief. 
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Commercial Fertilizers, Their Sources and Use. By Gilbeart H. Collings. Published 

by the Blakiston Company, Philadelphia-Toronto, 1947. Fourth Edition, 

6i X9} inches, 522 pages, 160 illustrations, 139 tables. Price S4.50. 

The author, Professor of Soils, Clemson Agricultural College, Clemson, South 
Carolina, and Fertilizer Consultant, Collings and Associates, has had long experience 
as experiment station agronomist and teacher of soil, fertilizer, and crop courses. 
Written to satisfy a definite need in the classroom, this book was first published in 
1934 with succeeding revised editions appearing in 1938 and 1941. The present new 
edition, containing eighteen chapters, has been revised to include reference to many 
changes which occurred in the sources and use of fertilizer materials during World 
War II. There is an entire new chapter entitled **The Manufacture and Use of Am¬ 
monium Nitrate.** There are five other chapters on nitrogen, three on phosphate, one 
on potash, three on other elements in fertilizers including the secondary and minor 
elements; one chapter each on history, soil reactions and crop growth, purchase of 
fertilizers, principles of the use of fertilizers; and the final chapter discusses the ap¬ 
plication of fertilizers and their influence on germination and seedling growth. 

In the preface the author states, ‘^Because production and consumption figures 
for recent years for some countries and states have not been published or are not yet 
reliable, and because I felt that many conditions as they existed during the war 
years were not normal, I have purposely used as illustrative material in many 
chapters the statistics, situations, or practices that prevailed in the normal years 
just prior to the outbreak of World War II.** This treatment of the subject matter 
is desirable in view of the intended use of the book by students being introduced to 
general practices relating to a major industry. There is an excellent bibliography of 
some six hundred references, many of which call attention to original research data. 
This provides the reader with easy access to a more detailed study on many of the 
subjects presented in this book. In this way, a vast number of subjects pertinent to 
the source and use of fertilizers, and which would ordinarily require several volumes, 
are presented in this single volume. Detailed, technical description of the manufac¬ 
ture and use of fertilizers would be out of place in a book of this nature. The author 
has done an admirable job in avoiding such detail and the result is an outstanding 
work on the general subject of commercial fertilizers, their sources and their use. 

John O. Haedebty 

Fatty Acids, Their Chemistry and Physical Properties. By Klare S. Markley. 

Interscience Publishers, Inc., New York, 1947. X-f668 pp. Price $10.00. 

The purpose of this work, states the author, is *^to bring together in an organized 
and readily accessible form as much as possible of the present accumulation of facts 
and data pertaining to the chemical reactions and physical properties of the fatty 
acids . . . ** and thus “obviate many hours of searching the literature by the large 
and growing body of chemists, physicists, engineers, and technologists who are in¬ 
terested in the fatty acids and their numerous products and by-products.** 

The scope and emphasis of the book may be indicated to a certain degree by 
noting the number of pages devoted to the major divisions of the book, together with 
the names of the chapters under each division. The book is separated into six major 
divisions: 

A. The Nature and History of Fats and Waxes, 9 pp. in one chapter. 

B. Classification and Structure of the Fatty Acids, 64 pp., includes two chapters; 

Classification and Nomenclature, and Isomerism. 
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C. Physical Properties of the Fatty Acids, 166 pp., includes five chapters; Crys¬ 
tal Properties. Spectral Properties, Thermal rroperties. Solubility of Fatty 
Acids and Solution Properties; and Properties of the Fatty Acids in the 
Liquid State. 

D. Chemical Reactions of the Fatty Acids, 278 pp., includes eleven chapters: 
Salts of Fatty Acids, Esterification and Interesterification, Alkylation and 
Alkoxylation, Pyrolysis, Halogenation, Hydrogenation and Hydrogenolysis, 
Oxidation and Hydroxylation, Oxidation by Atmospheric Oxygen (Auto- 
oxidation), Biological (oxidation, Nitrogen Derivatives of Aliphatic Acids, 
and Sulfur Derivatives of the Fatty Acids. 

E. Synthesis of Fatty Acids, 42 pp., includes two chapters; In Vitro Synthesis 
of Fatty Acids, and Biosynthesis of Fatty Acids. 

F. Isolation and Identification of Fatty Acids, 67 pp., includes two chapters; 
Separation of Fatty Acids, and Identification of Individual Fatty Acids. 

A cursory examination of the book discloses that experimental data such as 
physical constants, and that concepts such as those of crystal structure are well 
up-to-date, having been taken in many instances from the literature of the past ten 
years. It is to be regretted, though, that no reference was made to the work of A. W. 
Weitkamp on the acidic constituents of degras. Weitkamp claims to have isolated 
and identified thirty-two of the acidic constituents of degras, many of which had 
not previously been reported as occurring in nature (JACS, 67, 447 (1945)). 

The history of the development of the chemistry of the fatty acids is very closely 
interwoven with the textual material throughout the book. The work is very well 
documented, a vast number of pertinent references to the original literature being 
given. 

The text is profusely illustrated by a large number of tables, graphs, and dia¬ 
grams, together with a few very helpful photographs. 

The physical appearance and typographical set-up of the book are good; it is well 
printed on good paper, and durably bound. Except for an occasional word obviously 
misspelled, the book appears to be quite free from errors. At the back of the book is 
a useful author and subject index. 

This book is a comprehensive survey of our present knowledge of the fatty acids 
and it will, no doubt, ^1 a long felt need in this field. As a reference book it will be 
found highly useful to chemists and other scientists working on fatty acids, or in re¬ 
lated fields. 

L. L. Ramset 

Standard Methods for the Examination of Water and Sewage. Prepared, Approved, 
and Published Jointly by the American Public Health Association and the 
American Water Works Association. Publication Office American Public Health 
Association, New York 19, N.Y. Ninth Edition, 1946, XVII4-286 pages. Illus¬ 
trations. Cloth. Price $4.00. 

This edition of one of the best known and most widely distributed laboratory 
manuals used by water and sewage control technicians, refiects the fine editorial 
work of Dr. Symons, as well as the activities of the nine cooperating and coordinat¬ 
ing committees led by Maxcy, Pirnie, Buswell, Hitchens, Mallmann, Calvert, Black, 
Hatfield, and Gilcreas; and of the chairman of the joint editorial committee, Norton, 
The reading matter on each page has been split in two columns which makes the 
directions much easier to follow and has been rearranged under fewer captions. It 
now consists of four parts instead of seven, as follows: Examination of water— 
physical and chemical; Sewage, Sewage Effluents, Industrial Wastes, Polluted 
Waters, Sludges and Muds; Microscopical Examination of Water, Sewage Sludge, 
and Bottom Sediments; and Bacteriological Examination of Water. The two ap¬ 
pendices deal with Non-Standard Methods, and with Chemicals and Reagents. 
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It would be impracticable to refer even briefly to the many deletions, additions, 
and revisions represented by this editio .. One example must suffice. Under **Iron,^' 
the two introductory paragraphs have been omitted as such, and -‘Gravimetric,*' 
“Colorimetric-Bypyridine," and "Colorimetric-Phenanthroline" methods have been 
added. The potassium ferricyanide method for ferrous iron has been deleted. The 
bibliography for this subject has been increased from two to eight references. 

The manual has been immensely improved, and the laboratory worker has a tool 
in this edition which will greatly increase his knowledge and efficiency. Access to 
the book is an actual necessity for laboratory workers concerned with the analysis 
of water and sewage. 

J. W. Sale 

The Water Soluble Gums. By C. L. Mantell, Ph.D., Reinhold Publishing Com¬ 
pany, New York. 1947, 6X9 inches, V-f258 pages of text, and a 7-page table 
“Native Designation of Gums." Price $6.00. 

The author's aim in this book, as stated in the preface "is an attempt to coordi¬ 
nate information relating to the water-dispersible products derived largely from a 
wide variety of plants and known as gums." This aim is only partly fulfilled. 

.Chapter 1, Classification and Chemistry of the Gums, exemplifies the author's 
tendency toward brevity. The entire chapter comprises 18 pages; 4 pages, plus a flow 
sheet, is devoted to classification, leaving 13 pages for the discussion of general 
cliemistry of gums. Physical chemistry of gums, an important subject, is disposed of 
in six pages. Then follows six chapters on individual gum families, such as acacia, 
India gums, Astralgus, and seaweed gums. These include much interesting detail on 
gathering and purifying these products. Considerable space is given in these chap¬ 
ters to their physical and chemical properties. The chapter on acacia gums includes 
an interesting discussion, the work of deJong and co-workers on "coazervation," or 
the effects produced by mixing two hydrophilic colloids of opposite electric charge. 
,Thc chapter on seaweed colloids is particularly informative, due in part to the fact 
that the producers of agar agar and algin employ modern methods of manufacture 
and plant control. Excellent flow-sheets of the manufacturing processes are given. 

Chapter 8, discussing the modified celluloses, industrial competitors of natural 
gums, is inadequate, considering the many uses for which these synthetic "gums” 
are recommended. Only four literature references are given, three dated before 1937. 
The American literature is entirely neglected. The two chapters on modified starches 
(dextrins), and on hydrophilic proteins (gelatins, etc.), are similarly brief, the author 
stating they are adequately treated in existing monographs. Pectin is not discussed. 

Industrial nses of gums are disposed of in four chapters, totalling 41 pages. Here 
again the author seems to have neglected modern research, 100 of the 136 references 
listed being before 1940. 73 citations refer to patents. As an example, none of the 
work of Sommer, at Wisconsin, or Mack at Amherst, on stabilizers in ice cream is 
mentioned, although the statement is made "one of the largest uses of algin in the 
United States is as a stabilizer for ice cream." 

Chapter 15 discusses "Specifications, Identification and Testing." This is too 
brief to be of practical value to a working chemist. Much important work is omitted. 
Work by Racicot and Ferguson on detection of gums in foods, and many A.O.A.C. 
referee reports on the same subject, are not given. The tests copied from Methods 
of Analysis^ A.O.A.C. Fifth Ed., and the U. S. Pharmacopoeia XI, are both from 
obsolete editions. In fact, the XIII edition of the Pharmacopoeia is current. This is 
especially unfortunate since the Sixth Edition of the Methods of Analysis listed many 
tests and methods not included by the author. The same comment applies to meth¬ 
ods published in The Journal^ A.O.A.C. There is only one reference to articles from 
this journal dated after 1939. Many of the tests included in this chapter are ab- 
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stracted too briefly to be of practical value as given. As an examploi a method^is 
given (p. 254)| for the detection of agar in canned chicken. The paragraph ends '*and 
the precipitate is treated like the like precipitate in the detection of agar in mayon¬ 
naise.” The method for mayonnaise is given only by literature reference, and that in¬ 
directly in the discussion of gums in foods. Again (p. 256) is the statement “The 
methods for gums in cheese are applicable to vanilla ice cream.” Nowhere in the book 
is a reference to a method for detection of gums in cheese. 

One of the most valuable sections of the book is the last chapter. This is a table 
listing 179 native or trade names of gums, each with its corresponding botanical 
source, geographical origin and present day classification. 

In general, the book is characterized by incomplete literature research. The only 
other book dealing specifically with gums known to this reviewer, “The Biochemistry 
of Cellulose, Polyuronides, Lignins, etc.” by A. G. Norman (1937) is not mentioned. 
The many papers by Tseng, of Scripps Institute of Oceanography, University of 
California, on algin and agar are dismissed with two brief references. Other examples 
have been given. Mantell^s book impresses this reviewer as being too technical for 
the industrialist or scientist. The author could well have added 100 pages or more 
without introducing any new subjects. The book is printed on a good quality paper, 
with easily-read type, and contains informative flownsheets, graphs, and illustra¬ 
tions. The bibliography, while not complete, is representative, and contains the 
more important potent citations. 

F. Leslie Hart 

Cereal Laboratory Methods, Fifth Edition, 1947, XIV, pp. 341, illustrations. 

Cereal Chemistry Ofiice, University Farm, St. Pail 1, Minn. $4.50. 

This is essentially a “methods of analysis” book for particular use in cereal test¬ 
ing laboratories. The new edition has been revised and considerably expanded 
through the addition of new chapters on experimental malting, vitamin assay meth¬ 
ods, and sanitary methods. A number of new methods have also been added in previ¬ 
ously existing chapters: specifically the xylene partition and thiobarbituric acid 
methods as a replacement for the old phloroglucin method for pentosans, the deter¬ 
mination of urea and ammoniacal nitrogen, the determination of egg solids in maca¬ 
roni products, and the fat stability test. Likewise, a number of methods have been 
deleted: glutenin, proteins soluble in 70% ethyl alcohol, proteins soluble in 5% 
KsSOi solution, proteins peptized by neutral normal salt solution, albuminoid nitro¬ 
gen, buffer value of flour, water soluble protein precipitable by 40% alcohol, lipoids, 
lipoid phosphoric acid, detection of sesame oil, and the accelerated rancidity test. 
Many of the methods described are the methods adopted by the Association of 
Official Agricultural Chemists, and by the American Oil Chemists* Society. 

A criticism is justified of the provision for sampling feed by the same procedure 
recommended for sampling flour, rather than by the feed sampling method of the 
Meihoda of Analysis^ A.O.A.C., and the Official Publication of the Association of 
American Feed Control Officials, Inc. The (identical) methods of the latter two 
organizations are generally used iu feed enforcement activities. 

The increased scope of the subject matter makes this a more valuable book than 
the previous edition, and it will be a useful addition to any laboratory working in the 
field of cereal chemistry. 


V. E. Mtjnsey 



FIRST DAY 

MONDAY—MORNING SESSION 

REPORT ON ALCOHOLIC BEVERAGES 

By J. W. Sale (U. S. Food and Drug Administration, 

Federal Security Agency, Washington, D. C.), Referee 

Recently, the writer^s attention was called to the omission from the 
sixth edition of ‘‘Methods of Analysis, A.O.A.C/’ of the official method 
for alcohol in beer, based on the use of the immersion refractometer, 
which appeared in the fifth edition of the book. Chapter XIV, sec. 5(c), 
pages 160-1. This is an error which is being called to the attention of the 
Editorial Board. The reference to the tables should be changed to apply 
to the sixth edition, as sec. 14.5(c) the present reference table being 44.24 
and 44.25. 

Attention of the Associate Referee on Color in Beer is called to the 
fact that we now have two methods for the determination of color in 
beer, namely, 14.2—Color Official, and the tentative procedure adopted 
last year and published in This Journal, 30, p. 68. Consideration should 
be given to making this latter method official and to deleting the former 
one. 

In a letter of February 12, 1947, Mr. Allan D. Dickson, Associate 
Referee on Methods for Testing Soluble Starches used in Diastatic Power 
Determination of Malt, advised that available methods were not in shape 
for collaborative study. Moreover, the procedures do not lend themselves 
very well to collaborative work. Under the circumstances it appears de¬ 
sirable to discontinue this associate refereeship until some fundamental 
work has been conducted on soluble starches. The subject can then be 
reopened and collaborative studies resumed. 

RECOMMENDATIONS* 

The recommendations of the Associate Referees which are incorporated 
in the individual reports meet with the approval of the writer and are 
repeated here. 

Malt Beverages, Brewing Materials, and Allied Products: 

It is recommended— 

(1) That the official, first action, methods for malt {This Journal, 30, 
p. 55) be adopted as official, final action. 

(2) That the official, first action, methods for beer {This Journal, 30, 
p. 55) be adopted as official, final action. 

(3) That the official, first action, methods for hops {This Journal, 30, 
p. 56) be adopted as official, final action. 

* For report of Suboommittae D end notion by the AaoooUtion, see Thit Journal, 51, 56 (1948). 
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(4) That the official, first action, methods for brewing sugars and sirups, 
(This Journal, 30, p. 56), be adopted as official (final action). 

(5) That the official, first action, methods for wort {This Journal, 30, 
p. 56) be adopted as official (final action). 

(6) That study of methods for determination of essential oil in hops 
be continued. 

(7) That the study of the tentative method for color {This Journal, 
30, 68,1947), and the photoelectric beer color evaluation, as well as work 
on beer turbidity methods, be continued. 

(8) That the direct (non-ashing) orthophenanthroline method described 
in Proceedings of the Eleventh Annual Meeting of the American Society 
of Brewing Chemists, pages 32 and 37, for the determination of iron in 
beer, be studied collaboratively. 

(9) That study of methods for testing soluble starches used in diastatic 
power determination of malt be discontinued. 

(10) That study of methods for determination of total solids and yeast 
solids be continued in accordance with this year’s report of the Associate 
Referee. 

(11) That the Milos test for caramel, 14.35, be deleted, first action. 

(12) That the Mathers test for caramel, described in this year’s report 
of the Associate Referee on Wine, be studied collaboratively with respect 
to its application to beer. 

(13) That the study of carbon dioxide in beer be continued. 

(14) That the official modified Denig4s’ method for methanol, section 
16.25, be studied together with the directions in 39.161-39.162, to bring 
about uniformity in these procedures. 

Wines: 

It is recommended— 

(1) That study of the spectrophotometric examination of wines be dis¬ 
continued. 

(2) That chromatographic studies in wines be continued. 

(3) That study of methods for methanol in wines and distilled liquors 
be continued. 

(4) That the official Milos test for caramel (1538) be deleted (first 
action). 

(5) That the Mathers test, as described in the report of the Associate 
Referee this year, be adopted as official, first action. 

(6) That the tentative confirmatory test for caramel (15.39) be modi¬ 
fied as described in the report of the Associate Referee for this year. 

Distilled Liquors: 

It is recommended— 

(1) That the study of the obscuration method for determining the true 
proof of blended spirits be continued. 
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(2) That the study of methods of analysis with reference to the aging 
or maturing of whiskey in lamina^^d (pl 3 rwood) barrels be continued. 

(3) That method 16.46 (b) be changed as recommended by the Asso¬ 
ciate Referee in this year’s report and that study of cordials and liqueurs 
be continued. 

(4) That the modified Marsh test 16.39, and the Milos test, official, 
16.41 for caramel, be deleted (first action). 

(5) That the Fulton test for caramel, described in this year’s report of 
the Associate Referee, be adopted as tentative, for distilled liquors and 
for cordials and liqueurs. 

(6) That the Mathers test for caramel, described in this year’s report 
of the Associate Referee, be adopted as official (first action) for Distilled 
Liquors. 

(7) That the Mathers test for caramel, described in this year’s report 
of the Associate Referee, be adopted as official (first action) for cordials 
and liqueurs, and that it be included by reference in the chapter on cor¬ 
dials and liqueurs in 16.60, in place of the modified Marsh test, 16.39, 
and the Milos test, 15.38. 

(8) That an Associate Referee be appointed to study a rapid colori¬ 
metric method for fusel oil. 

(9) That the method of fusel oil, 16.22 (p. 196) be further studied. 


No reports were given on malt, on diastatic activity and soluble starches, 
or on hops. 


REPORT ON FERMENTABLE EXTRACT IN 
BREWING SUGARS AND SYRUPS 

By Philip P. Gray (Wallerstein Laboratories, New York, N. Y.), 

Associate Referee 

The last report of the Associate Referee^ recommended that the rapid 
method for determination of fermentable extract in brewing sugars and 
syrups be adopted as tentative. Since that time further collaborative 
studies of the method have been carried out by the subcommittee on 
sugars and dextrins of the American Society of Brewing Chemists under 
the chairmanship of the Associate Referee. The results of these collabora¬ 
tive studies were presented at the meeting of the A.S.B.C. in May 1945 
and are embodied in the 1945 report of the Associate Referee on Brewing 
Sugars and Syrups* which recommended that both the regular method and 
the rapid method for determining Fermentable Extract be adopted as 

> Gray, Philip P., Thin Journal, 28,443 (1046). 

> Lauler, Stephen. Md., 29 ,285 (I04S). 



172 ASSOCIATION or ornciAii AaBiotruruBAii chemists [FoI. SI, No. 8 

official-first action. The 1946 report of the Associate Referee on Brewing 
Sugars and S}rrups' recommended further that both methods be adopted 
as official, final action. 

It is therefore recommended* that further work on Fermentable Ex¬ 
tract in Brewing Sugars and Sirups be discontinued. 


REPORT ON INORGANIC ELEMENTS IN BEER 

By G. H. Bendix (Continental Can Company, Inc., Chicago, Ill.), 

Associate Referee 

IRON 

Collaborative work on the methods for the determination of iron in 
beer has not been carried out since 1941 at which time reports were sub¬ 
mitted by L. E. Clifcorn (3) describing a procedure involving the wet 
ashing of 25 grams of beer with nitric and perchloric acids, after which 
the red thiocyanate complex was developed in an acid methylcellosolve 
medium. In 1941 Clifcorn recommended this procedure be adopted as 
tentative. 

In 1945 Bendix reported on the results of a survey which indicated a 
definite trend away from the use of thiocyanate for the determination of 
traces of iron. A preference for wet ashing techniques in place of dry 
ashing was also reported, and in addition it was mentioned that the de¬ 
termination of iron in beer had been carried out by Gray and Stone (4) 
without destruction of organic matter. 

The method of Gray and Stone, which used aa' dipyridyl and dispensed 
with the ashing step, was exceedingly simple and rapid, but it did not 
immediately receive general acceptance, probably because in 1938 photo¬ 
electric colorimetry was in its infancy. Gray and Stone reported that iron 
in beer exists in the ferrous state, and since dipyridyl responds only to 
ferrous iron, they were able to use it directly without an ashing treatment. 

In 1946 Nissen (5) and Bendix (1) reported to the American Society of 
Brewing Chemists results obtained by a direct method developed by 
Nissen using ortho-phenanthroline. Nissen’s method also differs from that 
of Gray and Stone in that hydroxylamine is added to assure iron in the 
ferrous condition. The method employs photoelectric colorimetry. 

Tables 1 and 2 show the results as taken from Nissen’s report (5). It 
may be noted that excellent agreement is obtained both in the case of 
comparison to the ashing KCNS method and in the case of recoveries of 
added iron. 

The Nissen method, with slight modifications, has been used extensively 


• Ibid., 30, 214 (1947). 

* For report of Subcommittee D and action by tbe Aesociation, eee This Journal, 31, 56 (1948). 
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by the AssociAte Referee’s laboratory and by others,* with complete con¬ 
fidence and satisfaction. 


COPPER 

In 1945 Bendix (2) reported on collaborative work describing the appli¬ 
cation of an all-Klithizone method for the determination of copper in beer. 


Table 1. —Companion of iron methods 


■Alima or ■■■■ 

iiOH nr P.P4I. 



nmcT 

ASBWO 

ECHsmnioo 

HO. 

lANoi—(Fe P.P.1I.) 

OBTBOPHUfANTBaOLUni 

MITBOD 

56 Samples 

0.0(M).03 

0.02 

0.024 

4 Samples 

0.04-0.06 

0.05 

0.05 

5 Samples 

0.07-0.10 


0.07 

6 Samples 

0.11-0.16 

0.12 

0.11 

3 Samples 

0.24rO.26 

0.25 

0.24 

2 Samples 

0.32-0.34 

0.33 

0.27 



0.44 

0.35 



0.56 

0.51 



0.59 

0.53 



0.63 

0.63 



0.76 

0.74 



0.80 

0.76 



0.86 

0.88 



1.03 

1.05 


Table 2. —Recoveries of added iron 


■Alim 

ttOH ADOBO, 

PJ*JI. 

nOHfOUKD 

P.PJf. 

noN 

BBOOVlBnO, 

fJtM, 

IBOH 

aBOOVBlIO, 

KB C8NT 

1 


0.03 

■■■I 


2 

0.05 

0.08 


100 

3 

0.10 

0.12 



4 

0.20 

0.24 



5 

0.40 

0.44 



6 

0.50 

1 0.53 

0.50 



Ave. 99.5 


While this method gave results which were not unsatisfactory, several 
improvements in all-dithizone methods have been devised and will be 
studied collaboratively by the Referee on metals in foods. The general 
procedure developed in this work should also be applicable to beer. 


* Private Communioation from the Ameriean Can Company. 
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TIN 

In the Referee’s opinion no methods are available for the determination 
of tin in beer, which offer satisfactory promise for use as an A.O.A.C. 
referee method. Investigative work involving the use of the polarograph 
for this determination has been carried out in the Referee’s laboratory, 
but at the present time progress has not been sufficient to warrant col¬ 
laborative work on a polarographic method. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the direct (non-ashing) orthophenanthroline method be sub¬ 
mitted for collaborative work. 

(2) That collaborative work on'the determination of copper be post¬ 
poned pending the outcome of proposed work by the Referee on metals 
in foods. 

(3) That no collaborative work be done on the determination of tin in 
beer imtil the development of a more promising method. 

LITERATURE CITED 

(1) Bkndix, G. H., and Stbodtz, N. H., Proceedings of the Eleventh Annual Meet¬ 
ing of the American Society of Brewing Chemists, p. 37. 

(2) Bbndix, G. H., Thi» Journal, 2S, 456 (1945). 

(3) CurcoBN, L. E., Ibid., 25, 277 (1942). 

(4) Gbat, Philip, and Stone, Ibwin, Ind. Eng. Chem., Anal. Ed., 10, 415 (1938). 

(5) Nissen, B. H., Proceedings of the Eleventh Annual Meeting of the American 
Society of Brewing Chemists, p. 32. 


No report was made on brewing sugars, sirups, wort, spent grains, and 
yeast. 


REPORT ON SOLIDS IN YEAST 

By Robbbt I. Tennev (Wahl-Henius Institute, Chicago, Ill.), 
Associate Referee 

Inaccuracies in reporting upon the solids content of yeast samples, es¬ 
pecially those representing yeast removed from breweries, present several 
serious problems. Naturally, the financial consideration between the 
brewer and the processor is affected; but, more important, these figures 
are entered upon the brewers’ records which are inspected from time to 
time by representatives of the Alcohol Tax Unit of the Treasury Depart¬ 
ment. A.T.U. Regulations (1) require that yeast removed from breweries 
shall contain not less than 15 per cent of solids. Furthermore, yeast slurries 


* For report of Subcommittee D, and action by the Association, see This Journalt 31, 56 (1948). 
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containing more than 12 per cent of solids are frequently too viscous to 
transfer through pipe lines and hob.. properly. The obvious practical solu¬ 
tion is to dilute with water, and this is done under conditions which 
seriously complicate the taking of truly representative samplesw Any 
method proposed by this Society should recognize these difficulties and 
strive to yield results which can be reasonably duplicated by two or more 
laboratories that might be participating in any controversy arising about 
a yeast shipment. The Associate Referee was charged with continuing the 
investigation of methods for both total solids in yeast and for yeast solids. 

The method currently given tentative status as 14.115, for total solids, 
was adopted at the 1944 fall meeting and is one which has been in use by 
the American Society of Brewing Chemists since 1942. It appeared in that 
Society's published methods (2) after sufficient collaborative data had 
been obtained to justify its inclusion. Since that time collaborative study 
has been continued by members of the A.O.A.C. and the A.S.B.C. A por¬ 
tion of this work has been directed toward other methods and a portion 
toward the variations noted between laboratories. 

The Associate Referee is greatly indebted to Fred A. Wilcox, of Wahl- 
Henius Institute, who as chairman of the Yeast-Analytical Committee 
within the American Society of Brewing Chemists, made much data 
available. He is also indebted to the following collaborators and conferees, 
whose cooperation is gratefully acknowledged. 

1. Carroll A. Dayharsh, Jacob Ruppcrt Brewery, New York, N. Y. 

2. Clarence Estes, Anheuser-Busch, Inc., St. Louis, Mo. 

3. Stephen Laufer, Schwarz Laboratories, New York, N. Y. 

4. George W. Kirby, Fleischman Laboratories, New York, N. Y. 

5. Eugene V. Nay, St. Louis Brewers Yeast Corp., St. Louis, Mo. 

6. Joern Olshausen, J. E. Siebcl Sons Company, Chicago, Ill. 

7. F. O. Rickers, F, & M. Schaefer Brewing Co., Brooklyn, N. Y. 

Some of the variations noted in previous collaborative work have been 
thought to be due to autolysis of the samples. To avoid this possibility 
and yet permit comparison of the method between widely separated labo¬ 
ratories, a large sample was divided and the separate portions autoclaved 
at 15 pounds for 30 minutes. Results obtained by five laboratories using 
method 14.115 are shown in Table 1. 

From this table, the method appears capable of giving close agreement 
between laboratories. The maximum deviation between different labora¬ 
tories in this case is equal to the greatest difference in duplicates for one 
collaborator. 

Earlier collaborative attempts between widely separated laboratories 
did not give as consistent results. While a part of this disagreement may 
be blamed upon lack of familiarity with the new procedure and failure to 
follow it precisely, it is now thought that sampling had as great an in¬ 
fluence as any other factor. 
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Yeast slurries must be recognised as difficult materials to sample. They 
settle out fairly rapidly and chemical changes due to continued ensyme 
action are bound to occur in transit unless special precautions are taken. 
The significance of autolysis as it affects both total solids and yeast solids 
is currently being studied by a committee of the American Society of 
Brewing Chemists. 

Carroll Dayharsh has proposed a toluene distillation type of procedure 
for determining total solids in yeast and has submitted a good many 
figures to the Associate Referee in support of his views. The speed with 
which such an analysis may be conducted is certainly a point in its favor, 
though results differing from those of the tentative A.O.A.C. method may 
be anticipa^. In general, it may be said to agree more closely to those 


Tablk 1 .—Total tolids in autoclaved yeast slurry 


OOULABOBATOB 

suui;n 

DinniNOB 

ATIBAOB 


Psr unt 

Per cent 

Per cent 

Per cent 

I 

22.2 

22.1 

0.1 

22.15 

II 

23.1 

22.9 

0.2 

23.0 

III 

22.9 

22.4 

0.5 

22.65 

IV 

22.3 


— 

22.3 

V 

22.5 


— 

22.5 


Lowest result, 22.1%, high 23.1% 
Overall average, 22.5% 
Maximum deviation, 0.5% 


methods in which some of the solubles are washed from the yeast with 
water before drying. The method has not yet been subjected to collabo¬ 
rative study, but it will be included in future A.S.B.C. work. 

The situation with respect to yeast solids is entirely different. Here we 
approach a question of definition not unlike that involved in crude fiber 
determinations. The Associate Referee holds that total solids should, by 
definition, include all nonvolatile substances in the slurry except obvious 
extraneous matter known to be not representative of the whole. Any 
method which washes the yeast before diying is an attempt to remove a 
portion of these total solids, and hence is an approach to yeast solids. 

To date, no method of washing out a portion of the slurry selectively 
has proven capable of interlaboratory agreement. The report to the 
American Society of Brewing Chemists last May (3) pointed out that the 
sediment from a brewery fermenter commonly termed yeast consisted of 
a mixture of unbroken yeast cells, broken yeast cells with contents partial¬ 
ly or totally spilled, beer, hop resins, separated proteins, and gums. The 
question arises, “How much of this mixture is yeast?” The effects of 
several solvents was compared but no suggested method was developed. 
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The same collaborators shov n in Table 1 also determined yeast solids 
by a water washing technique on the autoclaved yeast. The results varied 
from a low of 7.839 per cent to a high of 16.9 per cent although interlabo¬ 
ratory variations did not exceed 0.4 per cent. Therefore a satisfactory 
procedure for determining yeast solids is as lacking as is a definition to 
which all will agree. 


RECOMMENDATIONS* 

In view of the described situations it is recommended: 

(1) That method 14.115 for total solids in yeast be continued in tenta¬ 
tive status pending the outcome of further study. 

(2) That the influence of autolysis upon this determination be studied 
in detail. 

(3) That a non-miscible solvent distillation method be studied as a 
possible alternate. 

(4) That study be continued seeking a definition and method for de¬ 
termination of yeast solids. 

(6) That the attention of laboratories be called to the necessity of 
taking truly representative samples from yeast slurries by inclusion in 
the method of a paragraph substantially as follows: 

SAMPLING 

Yeast slurries tend to settle rather rapidly and are frequently quite viscous. 
These facts must be kept in mind when drawing samples from tanks and other large 
containers. While satisfactory aliquots may be obtained for laboratory purposes 
from small samples after thorough agitation mere agitation is not usually sufficient 
to insure a uniform mix in a tank or vat. In taking the sample a device which will 
permit samples to be drawn from several portions and depths of the tank should be 
employed. A satisfactory device is a watertight trier such as is used in grain sam¬ 
pling. Or a continuous sampling device may be attached to a hose or pipe line used in 
transferring the yeast from tank to transport car or truck tank and this composite 
thoroughly mixed before a smaller sample is withdrawn. 

REFERENCES 

(1) Article 21, Section 192. 149, Regulation 18, Alcohol Tax Unit, Treasury Depart¬ 
ment (1940). 

(2) Book of Methods, Yeast I. American Society of Brewing Chemists (1944). 

(3) Tennet, et al,, Proceedings Annual Meeting, A.S.B.C., 1947. 


No reports were given on beer, or on acidity and pH of beer. 


No reports were given on color and turbidity in beer, or carbon dioxide 
in beer. 


f For report of Suboommittee D and action by the Aaeooiation. see Thii Journal, 31, 56 (1948). 
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REPORT ON CARAMEL IN WINES AND 
. DISTILLED LIQUORS 

By Peter Valaer (Bureau of Internal Revenue, Washington 25, D. C.), 

Associate Referee 

Chemical work was initiated during the year 1945 for the purpose of 
improving the accuracy and making more concise the Chemical Methods 
for the Qualitative Detection of Caramel in wines and in spirituous liquors. 
The new procedures which will be set forth in detail below are applicable 
for the qualitative indication of caramel in any fluid substance, aqueous 
or alcoholic. 

The Milos test designed for the qualitative determination of caramel is 
at present an A.O.A.C. official method, made so after the report of the 
collaborators and recommended by the Associate Referee and presented 
at the annual A.O.A.C. meeting in October, 1944‘ and at the same time a 
supporting test was adopted which became “Confirmatory test-tenta¬ 
tive.” Reference was also made in Chapter 14 on “Malt Beverages” etc., 
to “Caramel,” Milos test—official, p. 158. In the same report it was 
recommended that cyclohexanol test be also accepted, and it is now in¬ 
cluded with the Marsh test in Chapter 16 “Distilled Liquors.” All these 
appeared for the first time in the A.O.A.C. Methods of Analysis, 6th 
Edition, 1945. Although the Milos procedure, as it appears in the above 
volume (page 188), and its attendant “confirmatory-tentative,” has given 
useful service, the collaborators and the Associate Referee feel, however, 
that the Milos test could be advantageously replaced by a shorter and 
still more conclusive method, accompanied by one good confirmatory test 
for caramel, instead of the present number of small tests. 

This new proposed method devised by Alex P. Mathers, Bureau of 
Internal Revenue, Washington, D. C,, and referred to as the “Mafiier’s 
Test,” is recommended as an official substitute for the present Milos test, 
to be sustained by the present confirmatory-tentative (p. 189), this last 
being only slightly changed. The additional tests, such as paraldehyde 
and the others which accompany tliis confirmatory test, are omitted in 
favor of the test using 2, 4-dinitrophenylhydrazine reagent. 

The details of the methods are described in This Journal, 31, 76, 1948, 
under “Changes in Methods of Analysis.” 

These changes have been justified after a great deal of analytical work 
diuing the past two years which tended to prove that the new procedures 
are more conclusive, and saving in time and page coverage; and it is the 
consensus of opinion of the collaborators that they are, on the whole, 
better than those caramel methods which now appear in the 6th Edition 
(1945) of Methods of Analysis. 


> TM* Jaunud, 28,467 (1046). 
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In order to make a beginning for this investigation and to support any 
recommendations made for the proposed tests with collaborative results 
by as many chemists as possible, in 1946 and 1947, eight large bottles each 
containing several liters of wine and whiskey were prepared and analyzed 
as thoroughly as possible with existing caramel methods, the basic ma¬ 
terial in each case being caramel free. Into two of these batches one of 
wine and one of whiskey was incorporated a small amount of caramel 
coloring, the color of the basic material due to natural ingredients was 
much darker than the color produced by the caramel used. 

Each collaborator or collaborating laboratory was sent a 4 fluid-ounce 
sample of each of the eight prepared batches consisting of four wines and 
four whiskies. 

The letter of transmittal accompanying the eight samples sent to each 
collaborator requested that the .samples be analyzed for caramel coloring 
and that report be made as to which method was considered best. 

Suggestions and comments were requested as to how the methods may 
be improved and how these methods compare with other methods used 
for the detection of the presence of caramel coloring matter in beverage 
products. 

The tests described in this report have been thoroughly tried out with 
all the difficult coloring substances encountered over several years, in¬ 
cluding those which interfere with the usual caramel tests and those which 
might possibly be mistaken for caramel. 

Key to Unknown Samples 

Sample 

1 W-1 Sample W‘l confjisted of odds and ends of old commercial 

blackberry wines and some other old fruit wines, to which was 
added a small amount of commercial caramel coloring. 

2 W-2 Sample W-2 consisted of old darkened miscellaneous fruit 

wines sweetened wdth very old and dark grape concentrate, to 
which was added very dark pokeberry juice and very darkest 
brown sugar (raw). 

3 W-3 Sample W-3 consisted of very old plum wine which had be¬ 

come almost black with age. 

4 W-4 Sample 1^-4 consisted of old plum wine, very old Elderberry 

wine, molasses, and the darkest specimens of raw Cuban sugar. 

5 S-1 Sample S-1 consisted of straight aged whiskey, whose natural 

color w’as heavily fortified with toasted white oak chips. 

6 S-2 Sample S-2 consisted of straight-aged whiskey, heavily colored 

with a strong hydro-alcoholic infusion of white oak chips. 

7 S-3 Sample S-3 consisted of straight aged whiskey, further colored 

with an infusion of uncharred chips and a small amount of cara¬ 
mel. 

8 S-4 Sample 5-4 consisted of straight aged whiskey, further colored 

with an infusion of charred chips, uncharred chips, molasses, 
brown (raw) sugar, and an infusion of peat-dried barley malt. 
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All of the above samples gave positive indications with Marsh and 
Williams reagents^ although only 2 actually contained caramel. 

COLLABORATORS 

The following chemists collaborated in this investigation: 

Romig, Milos, and others, in Alcohol-Tax, New York Laboratory. 

Riley and Watson, in Alcohol-Tax, Louisville, Laboratory. 

Quillen in Alcohol-Tax, Baltimore Laboratory. 

Fonner, Carr, and others in Alcohol-Tax, Chicago Laboratory. 

Nealon and Forrest, in Alcohol-Tax, Detroit Laboratory. 

Mallory, Love, and others, in Alcohol-Tax, San Francisco Laboratory. 

Holman in Alcohol-Tax, Atlanta Laboratory. 

Ringstrom in Alcohol-Tax, Seattle Laboratory. 

Morawski and others, in Alcohol-Tax, Boston Laboratory. 

Mathers, Blaisdell, Burritt, and Valaer, in Alcohol-Tax, Washington Laboratory. 
John Wilson, Washington, Food and Drug Laboratory. 

Loughrey, Boston, Food and Drug Laboratory. 

Since all the collaborators found caramel in W-1 (wine) and in S-3 
(spirits) and did not find caramel in any of the six other samples by the 
two proposed methods, it is pointless to present their findings in any 
usual tabulated form. Other tests were made by other methods and ex¬ 
cesses were reported, which is not surprising when we consider the unusu¬ 
ally diflScult interfering substances that were incorporated in these 
unknown samples. 


COMMENTS OF COLLABORATORS 

Although opinions and comments were requested a number of collabo¬ 
rators merely reported without further statements; however some of them 
commented to the following extent: 

Nealon and Forrest^ stated that ‘‘both methods were rapid and excellent for the 
separation of caramel coloring matter from wine and spirits; there seems to be lit¬ 
tle, if any, foreign matter precipitated with the caramel, which renders the con¬ 
firmatory tests more positive. However, since the Mathers test is somewhat more 
rapid and neutralization of the sample is unnecessary, it is to be preferred over the 
A.O.A.C. Method." 

Blakely and Clapp were of the opinion that a stronger indication of caramel was 
obtained with Mathers test than with the A.O.A.C. tentative-confirmatory; there 
was some objection expressed to the washing required by the latter. 

Fonner and Carr found ‘‘both methods rapid and simple, with the A.O.A.C. pro¬ 
cedure satisfactory except requiring more washings." 

Ringstrom found ‘‘both methods worked very well on the samples and both gave 
clean clear-cut results; however the Mathers method required less washing than the 
A.O.A.C. method to remove natural coloring from the wine samples, and conse¬ 
quently it is the shortest good method for determining the presence of caramel color¬ 
ing." 

J, H. Loughrey ‘‘liked the Zn(OH)s precipitation; even though it brings down only 
a small % (about 14%) of the caramel. 1 particularly prefer the 2,4-di-nitro-phenyl- 
hydrazine as the precipitating test; it is much easier to prepare and keep in solution; 
the precipitate with caramel is quite definite." 
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QuiUen stated, am very much impressed with the Mathers method, especially 
its simplicity, the ease and rapidity with which the test can be performed.” 

Morawski and Forbes were of the opinion that “the Mathers and A.O. A.C. meth¬ 
ods are equally efficient. Many tests were carried out with both methods taking 
Bottled in Bond whiskey of a tintometer reading of 16, and adding caramel to por¬ 
tions, thus increasing the total color to 17 and 18. This was done in order to satisfy 
ourselves as to the sensitiveness of the methods.” “Both methods are good but we 
are inclined to use the Mathers test because of the smoother operation and less time 
involved to complete the tests.” 

Holman^ besides analyzing the samples, made other experiments by adding cara¬ 
mel to various samples and “in each instance the results were very satisfactory.” 

Riley and Watson^ “In the Mathers test, instructions call for the addition of 50 
ml or more of alcohol to the 10 ml sample and to the residue dissolved in 10 ml of 
water. The Babcock bottles in the District laboratory have a total capacity of 50 ml, 
which would permit the addition of only 40 ml of alcohol. Approximately the same 
alcoholic content could be obtained by dissolving the residue in the centrifuge bot¬ 
tle in 8 ml of water, instead of 10 ml, and adding about 40 ml of alcohol, to make a 
total volume of not over 50 ml. (So far we have found the Babcock cream bottle 
satisfactory; a larger centrifuge bottle is sometimes used.) 

Mathers method states: “Repeat this process until the upper alcoholic layer is 
quite clear and colorless.” Does this mean completely or entirely clear and free from 
all color and opalescence? (The upper solution should be without color—opalescence 
is of no consequence.) 

On some samples the gelatinous residue by the Mathers method was not firmly 
held in the centrifuge bottle and would break loose when the supernatant liquid was 
decanted. Better results were obtained by inserting a small glass tube into the cen¬ 
trifuge bottle and removing most of the supernatant liquid by a slight vacuum or 
siphon action then decanting the small amount of supernatant liquid which re¬ 
mains. The failure to obtain a firmly packed residue in all cases may be due to inade¬ 
quate speed of the centrifuge employed. 

In the A.O.A.C. confirmatory test considerable KOH W'as required to neutralize 
sample W-3, which left little room for reagent and alcohol in the centrifuge bottle. 
Use of a stronger KOH solution on samples containing considerable acidity would 
reduce the final volume. Some difficulty was experienced in dissolving the residue 
first obtained in the A.O.A.C. confirmatory method. Very hot water and heating in 
bo|ling water plus shaking was required. 

The Mathers test required less time than the A.O.A.C. confirmatory test, be¬ 
cause less washing was required; there is no difficulty in dissolving the residue and it 
is not necessary to neutralize the sample before starting the test.” 

Practically all the collaborators believed that the new reagent (2,4-di- 
nitro-phenyl-hydrazine) was more satisfactory in operation than the older 
phenyl-hydrazine reagent (p. 189) and find this new reagent much more 
stable, keeping apparently indefinitely. 

The unusual number of chemists that participated in this collaborative 
investigation were practically all of the opinion that the Mathers method 
was one of the quickest and best methods yet devised for caramel detec¬ 
tion, and when sustained by the present confirmatory test tentative 
(p. 189), and the final caramel solutions from each method confirmed by 
the 2,4-dinitro-phenyl-hydrazine reagent, it would produce one of the 
strongest combinations of tests for caramel so far obtained. 
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In Chapter 16 on '^Distilled Liquors/’ the Marsh test-tentative for arti¬ 
ficial color (16.38) has been an A.O.A.C. procedure for a number of 
years and has been quite useful in that it shows the presence of artificial 
color, caramel, sometimes coal tar, and other coloring matter. 

The official modified Marsh test 16.39 (8) was originally designed to 
determine whether a positive reaction given by Marsh reagent was caramel 
or was given by the presence of coloring matter from raw or untoasted 
white oak chips, or due to long storage in plain uncharred barrels. This 
can now be replaced by the simpler test, cyclohexanol reagent, and Ful¬ 
ton’s reagent, and the Mathers test or the A.O.A.C. tentative-confirma¬ 
tory, or all of them, to make assurance doubly sure. 

A cross reference to these last two tests would be sufficient in the Dis¬ 
tilled Spirits chapter in the same manner as the Milos test-official is re¬ 
ferred to in the 6th Edition, p. 202. 

It is best, in applying the Mathers test to lightly colored spirituous 
liquors such as imported blended Scotch whiskies, to use 50 ml of the 
sample and to reduce its volume to about 10 to 12 ml on a steam bath, 
hastened by aid of a current of air (electric fan) and filter it; and on this 
approximately 10 ml continue with the Mathers or A.O.A.C. confirma¬ 
tory tests, as outlined above. 

The Cyclo-hexanol test-tentative (16.40), has proved its worth and 
should be retained; but the Fulton test, which up to this time has not 
sought entrance into the A.O.A.C. Methods of Analysis should be placed 
next to the cyclohexanol test as a supporting or an extra check. 

The Fulton test was devised principally for the same purpose as the 
cyclohexanol test, to distinguish between caramel and uncharred white 
oak color in distilled spirits, since uncharred white oak gives a color in 
the lower layer of the Marsh test and the Williams test. 

The Williams test, extensively used by A.T.U. Junior inspectors, was 
devised by John F. Williams (U.S. Customs service) and designed to show 
not only the presence of artificial color in commercial spirituous liquors, 
but also gives a fairly accurate determination of proof. The Williams re¬ 
agent consists of 70 parts of normal amyl alcohol (Pentasol); 28 parts of 
toluol; and 2 parts of dilute HCl (cone. HCl dil. 1 to 10). In testing for 
color in spirits it is used in the same manner as the Marsh reagent. 

It is true that at present not a great deal of spirituous liquor is colored 
or ‘/quick-aged” with imcharred chips. However, blended Scotch whiskey, 
Scotch grain spirits, and Scotch malt whiskey is usually long aged in plain 
barrels, if the barrels are previously unused or not much used, more or less 
color will be extracted by the whiskey over the traditionally long years of 
storage, some of which will show up in the lower layer of Marsh and 
Williams reagent but not in the lower layers of Cyclohexanol-tentative 
test (16.40, p. 202), or in the Fulton reagent, which is herewith proposed 
as an additional test for caramel and other coloring matter. 
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Caramel is added to Scotch whiskey only when it is necessary to pro¬ 
duce a certain standard depth of color, for the sake of uniformity of this 
product. 

The formula for the Fulton’s Acetone Reagent is as follows: 

FULTON TEST 
REAGENTS 

(a) Acetone reagent, —Acetone, 600 ml; amyl alcohol, 200 ml; ethyl acetate, 200 ml; 
syrupy HjPOi, 50 ml; water, 60 ml. 

(b) Sodium di-hydrogen phosphate.—NaH 2 P 04 , 25 g; water, 100 ml. 

DETERMINATION 

To ca 6 ml of spirits add 10 ml of the acetone reagent and 3 ml of the NaH 2 p 04 
soln, shake and let stand. Color in the lower layer indicates caramel. 

This reagent does not register a positive test with vegetable matter, 
uncharred chip color, charred or toasted chip color; but with some coal 
tar dyes occasionally used for coloring whiskey there may be a weak posi¬ 
tive indication. 

It has been found that Mathers test is better for some kinds of samples 
and the tentative-confirmatory test gives better results for other kinds of 
material, so it is recommended that both be applied to any sample in 
question, followed by the 2,4-di-nitro-phenyl-hydrazine reagent confirma¬ 
tory on any final brown solution obtained in both tests. 

Substances like very old fruit wines which are unusually difficult to re¬ 
move can be conclusively diagnosed by taking a much larger sample and 
condensing it to 10 ml or less. A large quantity of the sample does not 
increase the indication; except that when caramel is present the strength 
of the test is correspondingly increased with the amount of the sample 
taken. 


RECOMMENDATIONS* 

It is recommended— 

Wines: 

(1) That the official Milos test for caramel (15.38) be deleted, first 
action. 

(2) That the Mathers test for caramel as described {This Journal^ 31, 
76, 1948), be adopted as official, first action. 

(3) That the tentative confirmatory test for caramel (15.39) be modi¬ 
fied as described on page 77, loc, cit. 

Distilled liquors: 

(4) That method 16.46(b) be changed as recommended in the Associate 
Referee’s report. 

(6) That the official modified Marsh test and the official Milos test, 
16.39 and 16.41, for caramel be deleted, first action. 


* For report of Suboommittee D and action by the Association, see This Journal^ 31, 57 (1948). 
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(6) That the Fulton test for caramel, as described by the Associate 
Referee, be adopted as tentative for distilled liquors and for cordials and 
liqueurs. 

(7) That the Mathers test for caramel, described in this year’s report 
of the Associate Referee, be adopted as official, first action, for distilled 
liquors. 

(8) That the Mathers test for caramel, as described by the Associate 
Referee, be adopted as official, first action, for cordials and liqueurs, and 
that it be included by reference in the chapter on cordials and liqueurs in 
sec. 16.60, in place of the modified Marsh test, 16.39, and the Milos test, 
15.38. 


REPORT ON FUSEL OIL IN DISTILLED SPIRITS 

By G. F. Beyer (Bureau of Internal Revenue, Washington 25, D. C.)> 

Associate Referee 

In view of the lengthy and time-consuming procedure of the fusel oil 
determination, experiments were made with a view toward shortening the 
method without interfering with its accuracy. 

The procedure suggested is as follows: 

To 50 ml of the sample add 10-12 ml of 0.5 N NaOH, add 60-70 ml diet, water 
and distil slowly until ca 75 ml have been received. Add ca 100 mi HtO and saturate 
with NaCl. Ext. this salt soln 4 times with CCU, using 40, 30, 20, and 10 ml, respec¬ 
tively, and wash the CCU 3 times with sat. NaCl soln and twice with satd. NatS 04 
soln. Transfer the CCU to Erlenmeyer flask containing 50 ml of the oxidizing soln 
and oxidize for 4 hrs. under a reflux condenser. Ground glass connections in all cases 
should be used and no grease. 

Add 15-20 grains (granules) of |20 carborundum and 50 ml distd. water thru 
the condenser and distil until only ca 50 ml remains. Add 50 ml of HtO and distil 
again until 35-50 ml are left. 

Experiments have also shown that certain losses occur; that is, there 
is a 3-5 per cent loss in the CCL up to the time of oxidation, and then it 
seems that a small amount of the fusel oil is washed out with the salt 
solution. 

This procedure was carried out in parallel with that described in the 
Methods of Analysis, A.O.A.C., and the results agreed with each other 
within the limits of experimental error. 

In view of the results obtained, therefore, it is recommended* that a 
further study be made with a view toward shortening the method, and 
also of determining how to prevent the loss during the washing of the 
CCL with saturated salt solution. 


* For report of Suboommittee D and notion by the Aaoooiation, see TKU Joumof, 31, 57 (1048). 
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No report was given on spectrophotometric examination of wines and 
distilled spirits or on chromatographic absorption of wines. 

No report was given on methanol in wines and distilled liquors. 

REPORT ON CORDIALS AND LIQUEURS 

By John B. Wilson (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.), Associate Referee 

The composition of various cordials and liqueurs varies 
fined by the Federal Alcohol Administration such products 
by mixing or redistilling neutral spirits, brandy, gin, or other distilled 
spirits with or over fruits, flowers, plants, or pure juices therefrom, or 
other natural flavoring materials, or with extracts derived from infusions, 
percolations, or maceration of such materials, and to which sugar or dex¬ 
trose or both have been added in an amount not less than 2jf per cent by 
weight of the finished product. Synthetic or imitation flavoring materials 
shall not be included.” (Regulations 5, Art. II, Sec. 21, Class 6, page 8). 

Alcohol in such products may vary from about 25 to 70 per cent and 
the sugar content from the lower limit of 2.5 per cent imposed under the 
law, to 50 per cent or even more, as found in “Surfine” French liqueurs. 

It caimot be assumed that the coefficient of expansion of such mixtures 
is the same as that of a water solution containing the same relative volume 
of alcohol, and therefore it becomes obligatory to measure the sample at 
15.56°C. and to make up the distillate to volume at 15.56®C., in order to 
obtain the correct percentage of alcohol by volume in cordials, unless the 
solids content approximates the minimum of 2.5 per cent. 

RECOMMENDATIONS* 

It is recommended: 

(1) That 16.46(b) (p. 203, Methods of Analysis, 1945) be changed to 
read as follows: 

16.46(b) By Volume.—Proceed as directed under 16.6 except calibrate pycnom¬ 
eter used at 15.S6*C. and measure sample at that temperature. 

(2) That the study of cordials and liqueurs be continued. 

REPORT ON FRUITS AND FRUIT PRODUCTS 

By R. A. Osborn (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.), Referee 

RECOMMENDATIONSt 

It is recommended: 

(1) That work on methods for determining fruit and sugar content in 
froeen dessert fruits be continued. 


widely. As de- 
are ^‘obtained 


* For report of Suboommittee D and action by the Aeeooiation, see Thi% /oumof, 31.57 (1948). 
t Fbr report of Suboommittee D, and action by the Aaaociation, see Thit Jaunuif 3l, 61 (1948). 
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(2) That further work be done on methods for the electrometric titra¬ 
tion of acidity. 

(3) That further collaborative study be made of methods of separating 
and determining fruit acids. 

(4) That work on methods for the determination of water-insoluble 
solids be continued. 

No reports were given on titration of acids, fruit acids, fruit and sugar 
in frozen fruits, or on water-insoluble solids. 

REPORT ON CACAO PRODUCTS 

By W. O. Winkler (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.) Referee 

METHODS OF ANALYSIS 

There are six projects in the analysis of cacao products which are being 
studied at the present time. These studies are on lecithin, maltose, lactose, 
cacao ingredients, pectic acid, and fat in refractory materials. 

Lecithin .—A formal report was not made this year, but the Associate 
Referee made some comments. Last year collaborative work was carried 
on by the Associate Referee on a method proposed by him. Results were 
low, about 80 per cent in most cases. Supposing that the old lecithin was 
at fault, he bought a new supply this year. After careful mixing with 
chocolate at 40®C., the best recovery he could obtain was 81 per cent. 
Consequently, no samples were sent out this year. This type of problem 
has vexed us ever since the beginning of the work on lecithin. It has been 
reported that lecithin forms a loose combination with proteins, and this 
may be the reason for the difficulty in recovery. 

Maltose and lactose in presence of other reducing sttgars .—The Associate 
Referees on these materials are not ready to make formal reports but the 
Referee has knowledge that a considerable amount of spade work has been 
done on these projects. 

Fat in refractory materials .—A report was submitted by the Associate 
Referee on this subject. He has modified the method suggested by Miss 
M. L. Offutt, the former Associate Referee, to use a Palkin extractor after 
the preliminary treatment, and has obtained very promising results by 
two collaborators. Further collaborative work is recommended. 

Cacao Ingredient .—The present tentative method for estimating the 
cacao ingredient is based on the residue left after extracting fat, milk, and 
sugar solids with various solvents. The method is applicable to present 
standard cacao products, but where products contain other ingredients 
such as starch or cereal solids the method is not applicable. The constitu¬ 
ents which are most characteristic of cacao are theobromine, cacao red, 
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tannins, and modified tannins or phlobaphenes. The Referee has made a 
study to devise a method for determining the tannins, phlobaphenes, and 
most of the cacao red together; and a method has been developed which he 
believes is applicable to all types of products and the quantities of ma¬ 
terial determined are a considerable portion of the fat-free cacao. The 
details of the method proposed as a tentative procedure are published in 
“Tannins and Pigments,” This Journal No. 31, page 78 (1948). Pre¬ 
liminary results are given in Table 1. 


Table 1. —Per cent of cacao constituents 
Special reagent—40% formaldehyde solution 


NO. 

KIND or COCAO BEAN 

TANNIN AND PIOiaNT 

PRECIPITATE 

Sample 


per eerit* 

(1) 

Java 

13.6 

(2) 

Unknown blond 

13.38 

(3) 

1 Accra; } Bahia 

12.25 


♦ Percentage based on dry fat-free cacao. 


Pec tic Acid. —In the past some diflBculty has been experienced in the 
filtration of the poetic acid precipitate. Even though the precipitate floc¬ 
culated well and filtered well at first, it tended to become colloidal before 
washing was complete. This occurred at times regardless of the fact that 
saponification was made at temperatures below 20°C. The Referee has 
found that the washing can be done satisfactorily by using a 2 per cent 
salt solution in place of water and washing until free of acid. The precipi¬ 
tate is dried and weighed and is then ignited at about 600°C. in the muffle 
furnace, cooled, and reweighed. The salt is not affected at this tempera¬ 
ture. 

RECOM MEND ATIONS* 


It is recommended: 

(1) That methods for the determination of lecithin in cacao products 
be further studied. 

(2) That work on methods for maltose and lactose in the presence of 
other reducing sugars be continued. 

(3) That the three procedures for fat in refractory beverage bases, de¬ 
scribed in the Associate Ref creeps report, be further studied. 

(4) That further work be done on the determination of pectic acid in 
cacao products with particular reference to milk chocolate. 

(5) That the method for tannins and pigments, as a means of estimat¬ 
ing cacao ingredient, be adopted as tentative. 


* For report of Subcommittee D and action by the Association, see This Journal^ 31, 67 (1948). 
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No reports were given on lecithin, malt solids, pectic acid, cacao ingredi¬ 
ents, or lactose; see Beferee report, p. 186. 

REPORT ON FAT IN CACAO PRODUCTS 

By Cakl B. Stone, (Food and Drug Administration, Federal 
Security Agency, Cincinnati, Ohio), Associate Rrferee 

Committee D recommended at the last meeting that the work on the 
determination of fat in beverage bases and other refractory materials be 
continued. * 

The work this year covered methods reported in the Journal^ by Miss 
Offutt, and several others. The General Referee suggested that the bever¬ 
age material be thoroughly ground with sand and then placed in a con¬ 
tinuous fat extractor. This was tried with a sample of malted milk 
flavored with chocolate and extracted with mixed ethers for a period of 
16 hours. The duplicate determinations gave results of 1.78 per cent and 
1.23 per cent. 

Using the same beverage base the two methods suggested by Miss 
Offutt were then tried with the following results; 


No. 

Product 

HiUig Method 

Roeee-Qottlieh Method 



Per cent 

Per cent 

INV. 63-792 H 

Chocolate Malted Milk 

4.80 

5.00 



5.25 

6.04 




4.89 


The Roese-Gottlieb method had a tendency to form an emulsion causing 
a difficult separation. 

In view of this, the author thought it might be well to try using a Palkin 
extraction apparatus for the final removal of the fat. The Roese-Gottlieb 
method was used up to the point where the sample was transferred to an 
extraction set-up in place of the large separator suggested in the other 
method. The following results were secured on sample 53-792 H, after 
complete extraction with the mixed ether. The extracted fats were dried 
and reextracted in order to purify the fat material: 

Analyat Fat % 

C. B. Stone 4.84 

4.91 

H. C. Van Dame 4.88 

In view of the limited results that have been secured, it is recommended* 
that all three procedures be studied further on several refractory beverage 
bases. 

^ This Journal. 28.482 (1045). 

* For report of Suboommittee D and action by the Association, see Thu Journal^ 31,58 (1048). 
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REPORT ON SUGAR AND SUGAR PRODUCTS 

By Cabl F. Sntbbb (National Bureau of Standards, 
Washington 26, D. C.), Referee 

The Associate Referees for the following subjects have submitted re¬ 
ports which will be presented at this meeting: Unfermented Reducing 
Substances in Molasses, Confectionery, Reducing Sugars, and Color and 
Turbidity in S^’gar Products. In regard to the recommendations made in 
these reports, the Referee concurs. It is regretted that circumstances have 
prevented the Associate Referees on Honey and on Com Sugar and Com 
Simp from presenting reports, but it is hoped that work in both of these 
fields may ^ carried out during the coming year. 

THE INTERNATIONAL SUGAR SCALE 

The Associate Referee, Dr. F. W. Zerban, of the New York Sugar 
Trade Laboratory, has called attention to the existence of uncertainties 
in the official method for estimating sucrose by direct polarization, 34.18, 
and to the desirability of this Association ofllcially adopting the Inter¬ 
national Sugar Scale. The method in question, employed chiefly in the 
analysis of raw sugars, was first introduced into the Methods of Analysis 
in the second edition in 1925, and has been included in all subsequent 
editions. Most of the changes that have been made during this period 
were of an editorial nature. 

The method consists of the detailed directions for the direct polarization 
of raw sugars adopted by the International Commission for Uniform 
Methods of Sugar Analysis at its third session in Paris, 1900.* Included in 
these directions was the manner of verif 3 dng the scale of the saccharimeter 
by means of a solution of pure sucrose containing 26 grams in 100 ml soln. 
and polarized in a 200 mm tube at 20®C. The 100® point on the sugar 
scale was fixed as the reading of this so-called normal sucrose solution. 

Following this meeting of the International Commission, Herzfeld and 
Schonrock,* on the basis of this definition of the sugar scale, standardized 
a number of quartz control plates on the saccharimeter and then measured 
their optical rotation in circular degrees on a polarimeter using sodium 
light. Hiey reported that a quartz plate which read 100® on the saccharime¬ 
ter with white light filtered through the bichromate cell specified by 
the Commission read 34.657 circular degrees on a polarimeter illuminated 
by sodium light. This version of the saccharimeter scale, which for all 
practical purposes had its 100° point fixed by the reading of a standard 
quartz plate, has been referred to as the Herzfeld-Schonrock scale. This 
scale superceded the existing Ventzke scale, whose basis of standardization 
was so vague that it led to uncertainty in the fixing of the 100° point. 

> Z. Vir dnrt. Zwk»r-Ind., SO (N. F. 37), 3S7 (1900); 63 (N. F. 50), 26 J. Ind. Sng. Chem. 5. 

167 (1918V, This Joumalt 18,162 (1935): National Bureau of Btan^i^ Ciroi^ C4^. 1942, pp. 768, 774. 

•Z. Vtr deut. Zucker-Ind,, 50»826 (1900); 54, 521 (1904). 




190 ASSOCIATION OP OFFICIAL AGBICXTLTUBAL CHEMISTS [Vol SJf, No. S 


An exhaustive study of the standardization of the saccharimeter scale 
was undertaken by Bates and Jackson,® whose preliminary report to the 
International Commission in 1912 showed evidence that the Herzfeld- 
Schonrock values were not quite correct. Their complete work, published 
in 1916, showed that the normal sucrose solution read 99.895 on instru¬ 
ments graduated on the basis of the Herzfeld-Schonrock values. This 
value was later verified by Balch and Hill^ and by Zerban, Gamble, and 
Hardin,* who found values of 99.907 and 99.912, respectively. The average 
of the three determinations is 99.905. In addition to the saccharimetric 
values, Bates and Jackson determined the value for the optical rotation 
in circular degrees of the quartz control plate having a reading of 100 
degrees on the saccharimeter. 

The next meeting of the International Commission was held in 1932 in 
Amsterdam.® At this session the Commission adopted a standard scale 
for the saccharimeter, designating it the ‘^International Sugar Scale'' and 
the readings thereon as degrees sugar (®S). The rotation of the normal 
sucrose solution under the conditions defined by the Commission in 1900 
was adopted as the primary basis of calibration of the 100° point on the 
scale, accepting the value 99.90° as the equivalent value on the Herzfeld- 
Schonrock scale. In addition, the following values were adopted, the nor¬ 
mal quartz plate which reads 100°S on the saccharimeter has a rotation 
of 40.690 circular degrees for mercury light of wave length X==5461A and 
a rotation of 34.620 circular degrees for sodium light of wave length 
X = 5892.5A. 

This action of the Commission virtually eliminated the uncertainty due 
to the existence of the several versions of the standardization of the sugar 
scale with the result that the new scale was accepted internationally. In 
view of these facts, it is essential that this Association officially adopt the 
International Sugar Scale, and a recommendation to that effect is pre¬ 
sented. 

Another question of importance considered at the Amsterdam meeting 
was the subject of the elimination of errors due to lead clarification in 
polarizing raw sugars. It was resolved to subject the matter to further 
study, using raw sugars from the various countries. The reports covering 
this collaborative work were presented at the ninth session in London in 
1936.® 

After a long discussion, the recommendation was adopted that in polar¬ 
izing raw sugars on instruments calibrated on the International Sugar 
Scale clarification must be effected by dry basic lead acetate, the reagent 
being added after the sugar solution has been made to volume. In con¬ 
formity with this it is recommended that official method 34.18 for raw 
sugars be amended accordingly. 

* N. Bur. Standards Set. Paper No. 268, p. 67 (1916). 

« This Journal, 12 ,106 (1929). 

» Jnt. Sugar Jour., 35,19 (1933). 

• Ibid., 39, 32S (1937). 
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In incorporating the above recommendations it is deemed advisable to 
combine in a separate section of the method the directions for the verifica¬ 
tion of the sacchaiimeter scale as well as the values for the normal quartz 
plate. 

The recommended changes in Methods 34.18 and 34.19 are given in 
detail in This Journal, 31, (1948), together with other corrections, under 
“Changes in Methods of Analysis,” on pages 110 and 111. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the Java method (This Journal, 29, 242) for unfermented re¬ 
ducing substances in molasses be adopted as tentative, and that work be 
continued. 

(2) That the study for the determination of moisture be continued. 

(3) That study be continued on tables of density of sucrose solution 
at various temperatures. 

(4) That the Zerban and Martin values for refractive indices of dextrose 
and invert sugar solutions (This Journal, 30, 77 (1947)), be subjected to 
collaborative study. 

(6) That the study of the applicability of electro-deposition to the di¬ 
rect quantitative determination of dextrin in honey and honeydew honey 
be discontinued. 

(6) That the study of the characteristic properties of dextrins of 
honey and honeydew honey be discontinued. 

(7) That the official method for the determination of free acid in honey, 
34.99, be studied collaboratively with a view to establishing the end point 
more accurately. 

(8) That study be made of methods for the detection of adulterants in 
honey, particularly commercial syrups. 

(9) That collaborative study of the method described in last year’s 
report of the Associate Referee, for the determination of resinous glaze in 
confectionery be continued, with special reference to large amounts of lac. 

(10) That study be continued on the determination of dextrose, mal¬ 
tose, and dextrins, by copper reduction methods in pure sugar mixtures. 

(11) That the tentative methods, 34^133-34.’l55, inclusive, be subjected 
to collaborative study. 

(12) That the procedures in N.B.S. Circular C440, pp. 342-334, for 
measurement of transmission of solutions of commercial sugar products, 
be considered with a view to their future adoption as tentative methods. 

(13) That the Somogyi Modification (J. Biol. Chem., V. 160, p. 61, 
1945) of the tentative micro method for reducing sugars (34.63) be studied. 

(14) That changes in accordance with the International Sugar Scale 
be adopted as official, final (special action) in sections 34.18 and 34.19. 

* For report of Subcommittee D and action of the Association, see This Journal, 31, 61 (1948). 
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REPORT ON UNFERMENTED REDUCING 
SUBSTANCES IN MOLASSES 

By F. W. Zerban (New York Sugar Trade Laboratory, Inc., 

New York, N. Y.), Associate Referee 

In a series of reports on this subject^ it was shown that the two methods 
of the Association generally used for the determination of reducing sugars, 
namely, those of Munson and Walker, and of Quisumbing and Thomas, 
do not give reliable results when applied to the determination of unfer- 
mentable reducing substances in molasses. It was suspected that the dis¬ 
crepancies might be due at least partly to differences in the Fleischmann's 
baker’s yeast secured locally by the collaborators in various cities. In 1946* 
it was decided to exclude this factor by using dried distillery slop for the 
determination of the reducing substances, instead of first fermenting 
molasses with yeast and making the determinations on the residue. In 
this study the Quisumbing and Thomas method again gave unsatisfactory 
results, but the copper reduction procedure prescribed in the method of 
the Java Sugar Experiment Station* proved so promising that the entire 
method, comprising fermentation and copper reduction, was applied in 
this year’s work to molasses. 

Six collaborators expressed willingness to take part in this work and 
one sample each of cane blackstrap and of refiner’s sirup was sent to them, 
with the directions as given in the following method: 

UNFERMSNTED RBDUCUfO SUBSTANCES IN MOLASSES 
Method of Java Sugar Experiment Station* 

REAGENTS 

(a) Baker's yeasU free from starch. —Fleischmann’s, sold in packages of 1 lb. each 
by Standard Brands, Inc., was found suitable. It keeps fresh for a few days if kept in 
the refrigerator. 

(b) Neutral lead acetate soln. —Dissolve 20 g Pb(CaH|Oi)* • 3HiO in HaO to 100 ml. 

(c) Anhydrous potassium oxalate. 

(d) Soxhlet soln. See section 34.33(a) and (b). 

(e) Potassium iodide soln. —Dissolve 20 g KI in HaO to 100 ml. 

(f) Dilute sulfuric acid. — 5 volumes of water plus 1 volume of cone. H 3 SO 4 . 

(g) Standard thiosulfate soln. —0.1 N. —See sections 43.28 and 43.29. 

FERMENTATION 

Transfer 12 g of blackstrap molasses (or 8 g High*test molasses) to a 500-ml 
volumetric flask, using in all 75 ml of HaO. Add 25 g of coarsely chopped, fresh 
baker’s yeast and mix thoroughly with the molasses soln. Close the flask with a 
stopper provided with a delivery tube the other end of which dips about 1 cm be¬ 
low the surface of HaO in a beaker; or use any other type of fermentation trap. Place 
the flask in a water bath kept at 30'’C. and allow to ferment for at least 4 hours, 
shaking the flask from time to time. When fermentation is complete dilute with 

> This Journal, 23, 663 (1940); 24, 666 (1941); 26,112 (1943). 

« This Journal, 29,242 U946). 

* **M6tho<leii van OnderioeV’ 6th ed. (1981), p. 366. 

* **Methoden van Onderaodc bij de Java>Suikermd\ifltrie,** 6ih ed. (1981), p. 366. 
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HsO, clarify with 15 ml of neutral Pb(CtH»Os)s soln, make to the mark at 20”C*| add 
a teaspoonful of Filter-Cel, shake well and filter, discarding the first runnings. De¬ 
lead the entire filtrate with ca 0.5 g of anhydrous K 2 C 204 and filter again with the 
aid of Filter-Cel. Test the filtrate for Pb. If necessary add more oxalate Imd refilter. 

DETERMINATION 

Transfer 25 ml of the final filtrate to a 250-ml Erlenmeyer fiask, mix with 20 ml 
of combined Soxhlet soln, and wash the wall of the fiask down with 5 ml of HsO, 
making 50 ml in all. Add a few pieces of ignited pumice stone and place the flask on 
a wire gauze covered with an asbestos plate which has a hole in the center, slightly 
smaller than the bottom of the flask. As the source of heat use either a Bunsen burner 
or preferably an electric heater with temperature control. Heat to boiling in 3 min 
and boil gently for exactly 2 min longer. Close the flask immediately with a stopper 
provided with a Bunsen valve and cool quickly under the water tap to prevent re¬ 
oxidation. Add 15 ml of K1 soln and then 10 ml of dilute H 2 SO 4 . Titrate the liberated 
I at once with Q.l N Na2S20t soln, adding starch indicator toward the end of the 
titration. 

Run a blank with 75 ml of H 2 O instead of molasses soln, adding yeast, etc., as 
described. Deduct the titer of the sample from the titer of the blank, and find the 
mg invert sugar corresponding to the difference, from the table. The result, divided 
by 6 (in the case of High-Test molasses, by 4) gives directly the per cent of unfer- 
mentable reducing substances in the molasses, in terms of invert sugar. 

Copper reduction^ modified method {//).—In two other 25-ml aliquots of the final 
filtrate carry out the copper reduction exactly as described, but at the end of the 
2-min boiling period filter at once thru a Gooch crucible with asbestos mat, or thru 
a fritted glass crucible, wash with hot water, and determine the copper in the pre¬ 
cipitate, either by the thiosulfate method {Methods of Analysis, pp. 572, 573, sec. 
34.41 and 34.42), or by the permanganate method {ibid., sec. 34.43 and 34.44). Re¬ 
port the results of each experiment as milligrams metallic copper. 


Milligrams of Invert Sugar Corresponding to Millimeters 
of OJ N Thiosulfate 


0.1 S TBIOSULTATB 

wymar suoai 

0.1 N TBlOBULrATS 

XKVIST BUOAB 

ml 

me 

ml 

me 

1 

3.2 

14 

47.3 

2 

6.4 

15 

50.8 

3 

9.7 

16 

54.3 

4 

13.0 

17 

58.0 

5 

16.4 

18 

61.8 

6 

19.8 

19 

65.5 

7 

23.2 

20 

69.4 

8 

26.5 

21 

73.3 

9 

29.9 

22 

77.2 

10 

33.4 

23 

81.2 

11 

36.8 

24 

85.2 

12 

40.3 

25 

89.2 

13 

43.8 

— 

— 


Reports have been received from five of the six collaborators, and the 
results, expressed as per cent of equivalent invert sugar in the original 
product, are shown in Table 1. 
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Table 1. —Per cerU unfermented reducing subatancea, 
expreaaed aa invert augar 


In blackstrap and refiner's sirup 



MITHOD1 

MBTHOD n 

ANALYST 


I^SI 


RSriNBB'S 

BIBUP 

1. Sam By all 

4.73 

4.28 

4.84 

4.49 

New Orleans, La. 

4.84 

4.39 

5.01 

4.30 

2. J. K. Dale, 

4.54 

3.92 

4.33 

3.92 

Terre Haute, Ind. 

4.47 

3.92 

4.31 

4.07 

3. Carl Erb, 

4.54 

3.99 

4.82 

4.00 

New York, N. Y. 

4.48 

3.93 

4.86 

4.08 

4. W. J. Hughes, 

4.43 

3.99 

4.73 

4.08 

New York, N. Y. 

4.49 

3.99 

3.99 

4.86 

4.73 

4.00 

6. D. J. Smith, 

4.23 

3.54 

4.79 

3.60 

Boston, Mass. 

4.28 

4.25 

3.57 

3.57 

4.80 

3.62 

Averages: 





1 

4.79 

4.34 

4.93 

4.40 

2 

4.51 

3.92 

4.32 

4.00 

3 

4.51 

3.96 

4.84 

4.04 

4 

4.46 

3.99 

4.77 

4.04 

5 

4.25 

3.57 

4.80 

3.61 

Grand Averages 

4.50 

3.96 

4.73 

4.02 


The deviations of the individual averages from the grand averages are 
shown in Table 2. 

As in previous years, each individual collaborator checked his own re¬ 
sults very closely. The agreement between the results of the different 
analysts by both variants of the Java method is of the same order as 
found previously with the same method. Considering the many manipula¬ 
tions required in carrying out the method, the agreement may be deemed 
satisfactory. 

In both years Analyst 1 obtained in every case the highest results, and 
Analyst 5 in six cases out of eight the lowest results of all. These tenden¬ 
cies could in the previous series of analyses not be ascribed to differences 
in the yeast, since the analyses were made upon distillery slop. It is there¬ 
fore improbable that the yeast used was responsible for the same tenden¬ 
cies observed this year. However, it appears advisable to settle this point 
definitely in future work, by arranging for the exchange of yeast samples 
among the collaborators. 
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Table 2. —Deviatiana of individual averages from grand averages 


Per cent of invert sugar 


ANAIiTIT 

lOTBOOt 

mTBOD 11 

ILACUTBAF 

lll^3[ 

WLkOKBTRAP 

BSUNKB*! 

BlBUr 

1 

-fO.29 

+0.38 

+0.20 

+0.38 

2 

+0.01 

-0.04 

-0.41 

-0.02 

3 

+0.01 

0.00 

+0.11 

+0.02 

4 

-0.05 

+0.03 

+0.04 

+0.02 

5 

-0.25 

-0.39 

+0.07 

-0.41 

Average deviations 

+0.06 

+0.08 

+0.08 

+0.08 


-0.06 i 

-0.09 

-0.08 

-0.09 


±0.12 

±0.17 

±0.16 

±0.17 

Maximum deviations 

0.29 

0.39 

0.41 

0.41 


Method II gave on the average slightly higher results than Method I, 
and both averages and maximum deviations were slightly higher. Since 
in addition the modified method requires much more time, it offers no 
particular advantage over the original method. 

RECOMMENDATIONS* 

On the basis of the results obtained in 1945, and again this year, it is 
recommended: 

(1) That the method of the Java Sugar Experiment Station for the 
determination of unfermented reducing substances in molasses be adopted 
as a tentative method. 

(2) That the method be subjected to further collaborative study, with 
arrangements for the exchange of yeast samples among the collaborators. 


No reports were made on drying methods, densimetric and refracto- 
metric methods, or honey. 


REPORT ON CONFECTIONERY 

By Charles A. Wood (Food and Drug Administration, Federal 
Security Agency, New York, N. Y.), Aesociate Referee 

In considering the method for lac' in candies, it occurred to the writer 
that removal of sugars, etc., from the impure lac residue thus obtained 
could be more easily accomplished than by the indicated washing and re- 
drying. 


* For report of Suboommittee D, and action by the Awooiation, see This Journal, 31t 109 (1948). 
1 Thit Journal, 30, 289 (1940). 
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It was fotind that the impure lac residue could be dissolved in a mixture 
of isoamyl alcohol and benzol and this could be washed free of water 
soluble matter in a separatory funnel. 

Recovery of known amounts of shellac seemed satisfactory, as shown 
in Table 1. 


Table 1. —Recovery of krwvm amourUs of lac 


TTPl or MATSBIAL 

AMOUNT or LAO 

AMOUNT or LAO 

ADDBD 

BIOOVBBIO 


gm 

gm 

200 g sucrose* 

.208 

0.216 

50 g sugar candy t 

.533 

0.526 


* Dissolved in amyl alcohol-bensol mixture with lao. 
t Carried entirely through determination. 


It appeared this modification was suitable, therefore the details were 
included in the method for collaborative testing, as follows: 

METHOD FOR LAC IN CANDIES 

Place 50 g of candy in a 400 ml beaker. Add 50 ml of a mixture of benzol and 
absolute alcohol (50% by volume) and cover with a watch-glass. Place on the steam 
bath, heat to boiling, and simmer for a few minutes, stirring occasionally. Decant 
the liquid into a tared round glass dish of about 100 ml capacity, having a flat bot¬ 
tom about 2i in diam. Repeat, using a similar mixture; and finally rinse twice 
with two 25 ml portions of absolute alcohol, simmering and stirring each rinsing 
liquid. With moist sugar candy, avoid overheating to prevent pieces from sticking 
together. 

Add each liquid to the glass dish previously placed over the steam to evaporate 
the alcohol-benzol mixture. Allow to remain on bath until alcohol is just removed, 
rotating the dish as it goes to dryness in order to spread the extract uniformly over 
the bottom surface. Avoid baking the shellac on the dish. If fat appears to be present 
wash with 3-15 ml portions of petroleum benzene, stirring, and warming. Decant 
thru a rapid filter. 

Add 50 ml of a mixture of 25 ml isoamyl alcohol and 25 ml benzol, rinsing any 
solid matter off and filter back into dish. Heat on steam bath with stirring, cool 
somewhat, and transfer the soln with suspended matter to a suitable (125 ml) 
separatory funnel. Rinse the dish with 25 ml water, adding it to the funnel; shake 
well, and reject the wash water. Repeat washing two times (or until washings are 
colorless) with water, rinsing the dish well around sides with the first portions of the 
liquid. Finally, filter the soln of the shellac into the tared dish, rinsing the separator 
and filter with a little absolute alcohol. Evaporate to dryness on the steam bath, ro¬ 
tating the dish on going to dryness to give a uniform film. 

If much fat was extracted in original benzol extraction, wash the final shellac 
residue with 25 ml petroleum ether, warming and stirring. Decant, dry on steam 
bath and 100° oven, and weigh. 

Three samples for collaborative testing were prepared. 

Sample A—sugar candy with 0.912% lac added 

Sample B—sugar candy with 0.456% lac added plus 8 ml almond oil to simulate 

conditions in marzipen-type candies 

Sample C—commercial glazed chocolate-covered peanuts. 

Results are shown in Table 2. 
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Tablb 2. — Collahoratora* results on lac in candy 


COLLABORA.TOB 

LAC rOUND—PBB CENT 

A 

B 

0 

J. L. Hogan, F&D Adm., N.Y. 

0.92 

0.47 

.08 



0.47 

.09 



0.47 i 

! 


C. A. Wood, F&D Adm., N.Y. 

0.94 

0.47 

0.20 


0.91 

0.47 

0.12 

K. Breen, N.Y. State Lab., Albany 

0.73 

0.48 

0.18 


0.51 

1 

0.50 I 

0.15 


Results appear fairly good on samples B and C. In the higher range, 
at times, incomplete recovery is obtained. Possibly, the solubility limit 
in the isoamyl alcohol-benzol mixture is approached, and this should be 
further investigated. 

It is recommended* that the method be further studied especially with 
reference to large amounts of lac. 


REPORT ON REDUCING SUGARS 

By Emma J. McDonald (National Bureau of Standards, 
Washington 25, D. C.), Associate Referee 

I. DENSITY AND REFRACTIVE INDICES OF 
LACTOSE SOLUTIONS 

During the past year the Associate Referee has spent considerable time 
on densimetric and refractive index studies of lactose solutions. This di¬ 
saccharide, commonly known as milk sugar, for many years has been of 
commercial importance in the pharmaceutical and in the baby food indus¬ 
tries. During the past few' years the demand for lactose has greatly in¬ 
creased because of its use in penicillium manufacture. It is expected that 
the density and refractive index tables which will soon be published will 
be of use to the investigator working with pure solutions, as well as to the 
analyst dealing with solutions in which the total solids may be expressed 
as lactose. 

The lactose used in the investigation was prepared by recrystallization 
of the commercial product from aqueous solution. This was carried out at 
temperatures where only the lactose hydrate is formed. Lactose hydrate 
contains one molecule of water of crystallization, or 5 per cent. The water 
content of the samples used in the investigation was determined from 
time to time by drying a sample in a vacuum at 120°C. It w as found that 
some decomposition took place, as indicated by a slight discoloring of the 


* For report of Suboommittee D and action of the ABCooiation, lee Thu Jowmal, 31» 61 (IMS). 
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sugar. Comparative rates of drying were run at 130,120, and 85®C. 120®C. 
was chosen as the optimum temperature, since there appeared to be less 
decomposition during the loss of water at this temperature. The impor¬ 
tance of drying to a constant weight rather than for a given time should 
be emphasized, since the rates of drying of samples placed in the oven at 
the same time was not identical. 

The solubility of lactose determines the range where accurate measure¬ 
ments of solution properties can be obtained. At 20®C. a saturated solution 
contains 16 per cent of lactose hydrate. We, therefore, carried out density 
and refractive index measurements with high precision in the range of 
unsaturation. The values that will be reported for supersaturated solu¬ 
tions, although not obtained with the same precision, are suitable for 
many purposes. 

The density measurements were carried out in a 126 ml flask, whose 
volume had been accurately determined. All weighings were reduced to 
vacuum. The air was removed from the solution before making com¬ 
pletely to volume. This was accomplished by placing the flask in an en¬ 
vironment of reduced pressure and carefully rotating it. 

Refractive index measurements were made with a Zeiss immersion re- 
fractometer under carefully controlled conditions of temperature, when 
working with unsaturated solutions at 20® and 25®C. An Abb6 instrument 
was used for more concentrated solutions at 26®C. and for the entire range 
of concentration at 15®C. These latter measurements were made in order 
to determine the temperature coefficient. Attempts to determine the re¬ 
fractive indices of supersaturated solutions at higher temperatures failed 
because of the ease with which the lactose crystalizes. The data on density 
and refractive indices for each temperature has been subjected to the 
method of least squares, and equations thus prepared have been used for 
calculating these physical constants at various percentage concentrations. 
In the range of unsaturation the disagreement between the observed 
densities and those calculated by the formulas thus derived has a maxi¬ 
mum value of 3 in the 5th decimal place. At higher concentrations, the 
data of Schmoeger has been analysed by the same method. Since this 
work was reported only to the 4th place and since the difficulties of pre¬ 
paring the solution are considerable, it is remarkable that the deviation 
of the observed data from that of the curve represented by the formula 
is on an average less than .0002 with a maximum of .0007 for a concentra¬ 
tion of 50 per cent. The formula expressing the refractive index of an 
unsaturated solution as a function of the percentage concentration gives 
values differing from those observed by a maximum of 2 in the 5th decimal 
place. This is well within the precision of the measurements. For the 
higher concentrations at 25°C., and over the entire range of concentration 
at 15®C. where the values are reported only to the 4th place, the maximum 
deviation is 2 in this decimal place. 
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II. THE DETERMINATION OF LACTOSE AND LACTOSE^UCROSE MIX¬ 
TURES BY THE MUNSON-WALKER GENERAL METHOD 

In continuation of his work on dextrose, levulose, invert sugar, and 
invert sugar-sucrose mixtures which are at present included in the Book 
of Methods, Dr. Hammond, of the Bureau of Standards, has now about 
completed a study of the copper equivalents of lactose and lactose-sucrose 
mixtures by the Munson-Walker method. The copper has been deter¬ 
mined electrolytically, and hence this table will be of value to analysts 
who determine copper directly rather than as the oxide. 

III. MICRO METHOD FOR REDUCING SUGARS 

The micro method for reducing sugars proposed by Somogyi is now 
included in the Book of Methods* as a tentative method. A copper- 
carbonate-bicarbonate reagent is employed in this method. In 1945 the 
author* proposed a reagent containing disodium phosphate and sodium 
hydroxide which had the advantage of stability over a long period of time. 
Since this would be of great value to the analyst who is required to make 
an occasional determination it is recommended* that this modification of 
the method be studied. 


No report was made on com sirup and corn sugar. 


REPORT ON COLOR AND TURBIDITY IN 
SUGAR PRODUCTS 

By Joseph F. Brewster (National Bureau of Standards, 
Washington 25, D. C.), Associate Referee 

Certain changes in nomenclature and symbols used in colorimetry and 
spectrophotometry have been suggested with the view of simplifying the 
expression of results. The proposed amendment applies to the section of 
the author’s 1946 report* headed "Definitions and Symbols.” The changes 
are to be as follows: 

Fourth item: For “transmittance” read “transmittancy.” 

Fifth item: Eliminate and substitute “A — —logi»T<«logi» 1/T—absorbancy.” 

Sixth item: Eliminate and substitute therefor “a—A/bc —logic 1/T/bc—absorb¬ 
ancy index.” It will be noted that a replaces —log t formerly used. 

It is recommended* that these proposed changes be given consideration 
when the method for the measurement of color in solutions of sugar prod¬ 
ucts is recommended for adoption either as a tentative or official method. 


^ Methods of Analysis, sixth ed., 34.63-34.65 (p. 678-9). 

* /. Biol. Chem., leO, 61 (1946)1 

* For report of Buboommittee D and action by the Association, see This Journal, 31» 62 (1948). 
i This Journal, 30,290 (1947). 
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REPORT ON FLAVORS AND NON-ALCOHOLIC BEVERAGES 

By John B. Wilson (Food and Drug Administration, Federal 
Security Agency, Washington, D. C.), Referee 

Only a little time was available this year for laboratory work on the 
problems attending the analysis of flavors and non-alcoholic beverages 
which are recommended for study by the Association, but it is hoped that 
several of the investigations can be undertaken during the coming year. 

The Referee made a short study of the application of the modified oil 
separatory trap to the determination of essential oil in emulsions. The 
following procedure was used: 

DETERMINATION OF ESSENTUL OIL IN EMULSIONS 
APPARATUS 

Boiling Flash: Use a 500 ml round bottom flask with ground glass joint 24/40. 

(HI Trap: Use the modified oil separatory trap described in This Journal, 27: 

201 (1944). 

Condenser: Use a Liebig condenser. 

DETERMINATION 

Place about 200 ml of HiO in the boiling flask; measure 5-10 ml of the emulsion 
(believed to contain not over 2 ml of essential oil) in a glass-stoppered graduated 
cylinder; add to the flask and wash out the cylinder into the flask by adding several 
5 ml portions of HsO to the cylinder and shaking to remove the emulsion from the 
sides. 

Fill the oil trap with HsO until it overflows, connect with the boiling flask and 
condenser and boil for one hour. When the boiling time is over, remove the heat 
source and let stand for several minutes. Now draw off enough water to bring the 
oily layer within the graduated portion of the trap, let stand for 5 min to complete 
drainage, and measure the quantity of oil from bottommost to topmost points of the 
menisci. 

To try out the procedure several emulsions were prepared as follows: 

PRIMARY EMULSION 

Mix until homogeneous 55 ml of cold pressed lemon oil, 40 g of gum arabic, and 
170 ml of water in a beaker, using an electric soda fountain mixer. Make up to 250 
ml in a graduated cylinder, adding more water if necessary. Now pass the mixture 
four times thru a homogenizer (a hand homogenizer called Aluminum Cream Maker 
was used). 

Three secondary emulsions were prepared from the primary emulsion 
(A) by diluting various volumes of the latter to known volumes with 
water. In the case of B, 50 ml was diluted to 100 ml and passed through 
the homogenizer, giving a concentration of 11 ml oil per 100 ml. With C 
and D, 25 ml and 20 ml, respectively, were diluted to 100 ml and mixed 
by shaking. These therefore contain 5.5 and 4.4 ml of oil per 100 ml. The 
results obtained by the application of the procedure given above are given 
in Table 1. 

The results in Table 1 indicate that the modified oil separatory trap can 
be applied to the determination of essential oils in emulsions. It is possible 
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Tabls 1 .—Determiruition of lemon oil in emulsions 


SAMPUI 

DBSIQNATION 

TOLUin 

VOLVICl or OIL 

BXCOVBBT 

OIL BT VOLUin 

PBBBINT 

POUND 

COBBBCTXDl 

PKBBBNT 

POUND 

OORRKCTBD 


ml 

ml 

ml 

ml 

percent 

percent 

percent 

A 

6 

1.32 

1.10 

1.22 

92.4 

22.0 

20.3 


8 

1.76 

1.53 

1.70 

96.6 


21.3 


8 

1.76 

1.55 

1,72 

97.7 


21.5 


7.1 

1.54 

1.35 

1.60 

97.4 


21.1 


9.1 

2.00 

1.75 

1.94 

97.0 


21.3 

B 

5.4 

0.60 

0.53 

0.59 

98.3 

11.0 

10.9 


9.4 

1.03 

0.92 

1.02 

99.0 


10.7 

C 

6.2 

0.34 

0.28 

0.31 

91.2 

5.5 

5.0 


9.6 

0.53 

0.47 

0.52 

98.1 


5.3 

D 

6.0 

0.26 

0.25 

0.28 

107.7 

4.4 

4.7 


1 9.6 

0.42 

0.40 

0.42 

100.0 


4.3 





Ave. 

97.8 




^ The factor 0 9 was used, aa is used for lemon oil, in the Official Steam Distillation Method for oils of 
lemon, orange, or lime in oil base flavors. Method* of Analyst*, 1045, sec. 25.33. 


that a factor other than that used for lemon oil in oil base flavors will be 
required, since there is a tendency toward low results. One-half hour of 
boiling was found insuflScient in the case of emulsions, although 30 to 45 
minutes sufficed when no gum was present (loc cit). 

In the sixth edition of Methods of Analysis extensive changes w ere made 
in the method for alcohol by volume in the chapter on Distilled Liquors. 
The changes in technique have made it necessary for the Referee to review 
the procedures for determining alcohol in flavoring extracts and to bring 
the directions in Chapter 25 into harmony with the new procedure for 
spirits upon which they are based. 

Vanilla extracts may contain as much as 200 grams of sugar, dextrose, 
or glycerin per liter, as provided in the advisory standard issued under 
the Federal Food and Drugs Act of 1906, 

Ginger extract contains solid matter derived from ginger root and the 
remaining extracts treated in this chapter contain essential oils. None of 
these various mixtures can be expected to have the same coeflScient of 
expansion as water solution containing the corresponding proportion of 
alcohol. Since the alcohol content is legally expressed at 15.56®C., the 
only way in which the correct alcohol content of such samples may be 
ascertained is to measure the sample at 15.56^C. With this purpose in 
view, recommendations are now being made to bring the alcohol methods 
in Chapter 25 in line with those in Chapter 15. 

In cases where essential oils must be removed by salting out and wash¬ 
ing writh petroleum ether, the method must remain tentative for the pres- 
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ent. Other methods are being made official since they refer directly to an 
official method. 


RECOMMENDATIONS* 

It is recommended: 

(1) That the collaborative study of the reflux method for determination 
of peel oil in citrus fruit juices and the use of the modified oil separation 
trap be continued. 

(2) That collaborative work be continued on the method for determi¬ 
nation of beta-ionone where small amounts are present. 

(3) That collaborative studies of the Ripper method for determination 
of aldehydes in spirits as applied to lemon oils and extracts be continued, 

(4) Hiat collaborative studies of the methods proposed by the Referee 
for determination of esters in lemon extract be continued. 

(6) That collaborative studies on the Seeker-Kirby Method for deter¬ 
mination of esters in lemon and orange oils (Dept. Agr. Bull. 241) be 
continued. 

(6) That collaborative studies of extract methods containing both iso¬ 
propyl alcohol and acetone be continued. 

(7) That collaborative study of the photometric method for determina¬ 
tion of vanillin and coumarin be continued. 

(8) That work be continued on the determination of glycerol, vanillin, 
and coumarin in vanilla and imitation vanilla extracts with special refer¬ 
ence to the automatic extraction of vanillin and coumarin. 

(9) That the study of emulsion flavors be continued. 

(10) That studies on maple concentrates and imitations be continued. 

(11) That study of the method for determination of diacetyl, published 
in This Journal, 25, 255, be continued. 

(12) That section 25.2 (p. 365) be changed to read as follows: 

“25.2 Alcohol-Official—Proceed as directed in 16.6 or 16.7 but measure the sam¬ 
ple used at 15.56*^0. in a pycnometer (see pages 192-103) calibrated at that tempera¬ 
ture.” 

(13) That section 25.23 be changed to read as follows and studied col- 
laboratively: 

Measure 50 ml of extract at 15.56^0. in a pycnometer (see page 193) calibrated 
at that temperature, transfer to 200 ml volumetric flask, washing out the pycnome¬ 
ter several times with HsO, dilute with HtO to ca 200 ml; allow mixture to stand un¬ 
til oil separates in a clear layer at top, or centrifuge and add HsO to bring lower 
meniscus of oil to mark. Note temperature. Pour mixture into dry Erlenmeyer flask 
containing 5 g of light MgCOi, stopper, shake well, and Alter quickly thru large, dry, 
folded filter. Pipet 100 ml of filtrate, measured at same temp, into a 300-500 ml dis¬ 
tillation flask; add 25 ml of HsO; and distil almost 100 ml into 100 ml pycnometer 
(see page 192). Adjust to a convenient temperature, complete volume, mix and deter¬ 
mine sp. gr. From the table 44.23 obtain per cent alcohol by volume and compute as 
under 16.6(b). beginning “Compute as follows, etc.” 


* For report of Subcommittee D and action by the Aicoeiation, see ThU /oumot, 31,60 (194S). 
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(14) That the statement after the colon in line 3 of 25.54 be deleted 
and the following substituted: 

“Fill 60 ml pycnometer (page 193) with sample at 16.56®C., empty into a separa¬ 
tory funnel containing about 10 g of NaCl. Wash out the pycnometer several times 
with saturated NaCl, using about 100 ml altogether. Extract twice with 50 ml por¬ 
tions of petroleum benzine (b.p. 40-60®). Collect petroleum benzine extract in sec¬ 
ond separatory funnel and wash with two 25 ml portions of NaCl soln. Combine orig¬ 
inal NaCl soln with the washings, add a little powdered pumice, and distil into 100 
ml pycnometer (page 192). When almost 100 ml has been distilled make up to mark 
with HsO at a convenient temperature and determine alcohol from the sp. gr. as 
directed under 16.6, using 44.23.“ 

(15) That 25.64 be changed to read as follows: 

**25.64 Alcohol-Oihcial—Proceed as directed in 16.6(b).** 


No reports were made on beta-ionone; lemon oils and extracts; organic 
solvents in flavors; glycerol, vanillin, and coumarin in vanilla and imita¬ 
tion vanilla; emulsion flavors; maple flavor concentrate and imitations; 
or diacetyl. See Referee report for essential oil in emulsions. 


REPORT ON WATERS, BRINE, AND SALT 

By A. E. Mix (Food and Drug Administration, Federal 
Security Agency, Washington, 25, D. C.), Referee 

Some time ago a short reference appeared in one of the chemical jour¬ 
nals suggesting the use of dye index No. 1073 for the detection of small 
amounts of boron in salt. 

The Referee used dye No. 1073 and found that the results were of no 
value. After several trials it was found that index No. 1073 is used for the 
sulfonated as well as for the unsulfonated dye. 

The unsulfonated dye Violet No. 2, when mixed with concentrated 
sulphuric acid, produces a dark green color. 

It was found that when .01 gram of the dye was dissolved in about 
25 ml of concentrated sulfuric acid, and portions from 1 ml to 5 or more 
ml of this mixture each made up to a final volume of 100 ml with sulfuric 
acid, the resulting solution had a definite green color. 

The first trial was made with a spoonful of sodium chloride A.C.S., 
placed on a watch-glass with a drop of normal sodium hydroxide in the 
center of the salt; this was dried in a hot air oven for one hour, cooled, and 
then 10 drops of the dye solution was dropped on top of the salt, while at 
the same time another lot of salt was treated with a few fine granules of 
sodium borate, sodium hydroxide, and the dye. 

The salt containing the sodium borate showed a definite blue color, 
while the other salt sample showed a green color. 

Some water solution containing .02 milligram of sodium borate treated 
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with a drop oi 1 N sodium hydroxide, dried and treated with the dye, 
showed a definite blue color. 

If nitrates interfere, they are removed with concentrated sulfuric acid 
and hydrazine sulfate. Fluorides retard the action of the dye for about 6 
minutes. More work must be done in order to make this a quantitative 
method. 

RECOMMENDATIONS* 

It is recommended: 

(1) That the method for the determination of boron in water and salt 
be further studied. 

(2) That the determination of fluorine in salt work be completed next 
year. 


No report was given on boron in water or fluorine in salt. 


REPORT ON FERTILIZERS 

By F. W. Quackenbush (Purdue University Agricultural 
Experiment Station, Lafayette, Ind.), Referee 

During the year a new Associate Referee on Sampling was appointed 
and work was initiated to study sampling methods and containers. Re¬ 
ports were submitted by referees on sampling, phosphoric acid, moisture, 
nitrogen, and potash. Some others have carried on work, but they felt 
that further studies should be made before making a report. It is hoped 
that others will make good progress on their respective assignments and 
give this group the benefit of their findings next year. 

RECOMMENDATIONSt 

It is recommended— 

(1) That the study of sampling equipment and sampling methods be 
continued. That line 6 of section 2.1 of Methods of Analysis A.O.A.C. 
(1945) under “Directions for Sampling” be changed to read as follows: 
“If less than 100 bags, sample not less than 20 bags.” Other recommenda¬ 
tions of the Associate Referee for adding directions on sampling bulk and 
small package fertilizers are approved (oflBicial first action). 

(2) That work on methods for phosphoric acid be continued with 
emphasis on (a) the ammonium citrate method and its applicability to 
basic slag; (b) evaluation of sintered, fused, and calcined phosphates as 
fertilizers; (c) aging of molybdate solutions. 

(3) That the recommendations of the Associate Referee on PjOg be 
adopted, official first action. 

♦ For report of Subcommittee D and action by the Association, see This JourTial, 31, 62 (1948). 

t For report of Subcommittee A and action by the Association, see Thu Journal, 31,41 (1948). 
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(4) That attempts to work out improved methods for moisture be con¬ 
tinued. 

(5) That work on methods for nitrogen be continued with special em¬ 
phasis on fertilizers which contain ammonium nitrate. 

(6) That work on methods for manganese and magnesium be continued. 

(7) That work on problems of acid- and base-forming quality of ferti¬ 
lizers be continued. 

(8) That work on potash be continued. 

(9) That 95 per cent ethyl alcohol be adopted instead of 80 per cent 
alcohol in the determination of potash: 

(a) That section 2.40(d) p. 31, Methods of Analysis (1945) be changed to read: 
(d) Add-Alcohol ,—Mix 200 ml. of 95% ethyl alcohol with 20 ml. of concentrated 
HCl and cool to room temperature (official, first action). 

(b) That, in section 2.42(a), p. 32, Methods of Analysis (1945), all references to 
80% alcohol be changed to 95% ethyl alcohol (official, first action). 

(10) That work on analysis for sulfur be continued. 

(11) That the study of methods for copper and zinc be continued. 

(12) That work on methods of analysis for boron be continued. 

(13) That editorial correction in section 2.10 (b) of ‘‘323.81'^ to ‘‘324.03^’ 
line 1, and of ‘^32.38’’ to ‘‘32.40,’’ line 2, be made. 


REPORT ON SAMPLING FERTILIZERS* 

By H. R. Allen (Kentucky Agricultural Experiment Station, 
Lexington, Ky.) Associate Referee 

Ross, Hardesty, and Rader^ reported results of a questionnaire on sam¬ 
pling fertilizers. The most widely used triers were the slotted single-tube 
trier and the slotted double-tube trier, usually known as the Indiana 
sampler. These investigators cited published papers on this subject to 
November 1940. These papers represented work done between the years 
1916 and 1927. 

Use of the Indiana trier theoretically should provide the most repre¬ 
sentative sample, since nothing can enter the trier while it is being in¬ 
serted or removed from the bag. This sampler is cumbersome to use, how¬ 
ever, and is harder to clean than the single-tube triers. It is generally 
conceded that all the triers should have one end closed and pointed. It is 
probable that a bag should not be sampled in the vertical position with a 
single-tube trier, since a large portion of the sample might be obtained 
from the upper portion of the bag. 

This report gives analyses of samples taken from the same bags with 
these two types of triers. The report also compares the moisture content 

* This investigation, made in connection with a project of the Kentucky Agricultural Experiment 
Station, is publish^ by permission of the Director. 

1 Ross. W. H., Hardesty, J. O., Rader. L. F., Jr., ThU Journal, 24,499-506 (1941). 
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of samples sealed in glass when taken and of samples placed in paper 
envelopes at time of sampling. 

Haigh* compared analyses of samples taken with the single-tube and 
double-tube triers, but the fertilizers were lower in grade than those sam¬ 
pled here and the single-tube trier took a smaller core. 

EXPERIMENTAL WORK 

Comparison of Triers by Analysis of Samples. —Both triers had one end 
closed and pointed and the other end open. The single-tube trier had a 
single slot 24 inches long and § inch wide and the tube had an inside 
diameter of f inch. The effective opening of the Indiana or double-tube 
trier was 24 inches, separated by ribs into 3 slots each 8 inches long. The 
width of the slot was J inch and the inside diameter of the tube was f 
inch. 

Samples were taken from 3 shipments of fertilizer with the 2 triers. 
Each shipment was in paper bags and the bags were stacked in the hori¬ 
zontal position. Cores were taken from 6 bags in the first shipment and 
from 10 bags in the other shipments. For the composite samples, one core 
was taken from each bag with the single-tube trier and immediately a 
core was taken from the same bag, and in the same place, with the double¬ 
tube trier. Some of the cores were taken parallel to sides of the bags and 
some were taken diagonally through the bags, but the same procedure 
was followed with each trier. Cores taken with the single-tube trier consti¬ 
tuted one sample from each shipment and those taken with the double¬ 
tube trier constituted another sample. The composite samples were taken 
with the bags in the horizontal position. The single-tube trier was inserted 
in the bag with the slot down, then the trier was turned over, opened to 
admit sample, and closed before withdrawal. The samples were sealed in 
glass jars. 

Next, for each shipment, with the bag in a horizontal position, a core 
was taken with the single-tube trier from 1 bag, then a core with the 
double-tube trier in the same place from this bag. This was repeated until 
3 cores were taken from the same bag with each trier, these cores consti¬ 
tuting 2 samples. Next, this procedure was repeated with the bag in the 
vertical position. 

The entire amount of each sample was ground to pass a sieve with 1 mm 
openings and the samples were analyzed for moisture, nitrogen, total 
phosphoric acid, and potash. The results, as reported in Table 1, are 
averages of 2 closely agreeing duplicate determinations. 

Comparison of Moisture in Samples Placed in Glass and Paper Containers 
when Sampled. —The moisture study was thought advisable, since some 
control agencies send samples to the laboratory in paper containers. Two 
samples were taken from each of 5 stocks of fertilizer, 10 bags being 

t Haigh, L. D., ibid., 4 , 897-869 (1921). 
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Table 1 . — Analyaes of samplea taken with aingle^tube 
and douhle-tuhe triers 

Results in per cent* 


SAMPLI 


TOTAL TOTAL 

MITIOaiN PHOBPBOBIO ACID 


POTASH 


No, 1 Samples, 6S-6 


1 A 

7.01 

6.07 

8.55 

6.90 

1 B 

6.97 

6.02 

8.55 

6.81 

1 C 

6.77 

6.20 

8.57 

6.91 

1 D 

6.57 

6.28 

8.65 

6.87 

1 E 

6.67 

6.31 

8.35 

6.96 

1 F 

6.50 

j 6.27 

8.55 

7.00 

No, 3 Samplea, 4-13-i 

2 A 

5.61 

4.08 

12.35 

4.01 

2 B 

5.58 

4.10 

12.35 

4.03 

2 C 

5.03 

4.10 

12.20 

3.84 

2 D 

5.07 

4.11 

12.25 

3.84 

2 £ 

5.03 

4.08 

12.25 

3.92 

2 F 

4.97 

4.08 

12.20 

3.94 


No, 3 Samples, 6-8-6 


3 A 

8.10 

5.60 

10.70 

5.68 

3 B 

8.12 

5.62 

10.67 

5.74 

3 C 

7.77 

5.74 

10.50 

5.81 

3 D 

7.76 

5.77 

10.50 

5.80 

3 FJ 

7.50 

5.77 

10.65 

5.77 

3F 

1 

7.03 1 

1 

5.75 

10.65 

5.69 


* Results are averages of 2 analyses, except some of the moisture figures 
t A—Composite sample, with single-tube trier, horisontal position 
B—Same sample, with double-tube trier, horisontal position 
C—1 bag boriaontiil position, single tube trier 
D—Same bag horisontal i^ition, double-tube trier 
£—Same bag vertical position, single-tube trier 
F—Same bag vertical position, double-tube trier. 

Composite samples were from 6 bags for No. 1 samples and from 10 bags each for No. 2 and No. 3 
samples. 

sampled in each case. Two cores were taken from each bag sampled, from 
approximately the same place in the bag. One core from each bag consti¬ 
tuted a sample which was sealed in glass when taken. The other core from 
each bag was placed in an envelope* made of heavy kraft paper, open at 


Spsar Safety Envelope, manufactured by Heinriok Envelope Co., Minneapolis, Minn. 
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one end. The envelope is closed by folding the flap as creased in 3 folds, 
and the flap is inserted in pocket on side of envelope. The samples were 
stored in the inspector’s car until delivered to the laboratory, at which 
time the samples in paper were transferred to glass jars which were sealed. 
The samples were in paper containers from 4 to 6 days. 

Each sample was well mixed and about 150 grams were ground in a 
mortar to pass a sieve with 1 mm openings. The ground part of the sample 
was kept in a covered container until the grinding was finished. Tops of 
laboratory bottles holding the samples were sealed with adhesive tape. 
Duplicate moisture determinations were made, the samples being dried 
at 98“-100®C. for 3 hours. The results reported in Table 2 are averages 
of duplicate determinations. The duplicates with one exception agreed 
within 0.1 per cent moisture. 


Table 2. —Per cent moisture of samples placed in glass 
jars and in paper envelopes when sampled* 


bampli numbsb 

SAMPLES IN 

GLASS 

SAMPLES IN 

PAPER ENVELOPES 

4 A and 4 Bf 

6.53 

5.22 

5 A and 5 B 

6.92 

5.48 

6 A and 6 B 

4.40 

3.37 

7 A and 7 B 

7.82 

6.64 

8 A and 8 B 

9.17 

[ 7.58 


* Composite samples from 10 bags in each case. Results are averages of 2 analyses, 
t A samples placM in glass iars and B samples placed in paper envelopes when taken. B samples trans¬ 
ferred to glass jars after 4 to 6 days. 


DISCUSSION OF RESULTS 

Comparison of Triers .—Comparison analyses made with 2 types of 
triers were in close agreement, both for the composite samples and for 
samples representing individual bags. This might indicate very homogene¬ 
ous mixtures but each stock of fertilizer sampled was not entirely homo¬ 
geneous. This is shown by the nitrogen results from the individual bags 
representing shipments 1 and 3 and by the potash results from the indi¬ 
vidual bags representing shipment 2. 

Probably this work should be supplemented with a comparison of differ¬ 
ent triers on mixtures that have a tendency to segregate and on samples 
taken before and after segregation. 

Comparison of Moisture .—Marked differences were found in moisture 
in samples sealed in glass and in those placed in paper containers at time 
of sampling. The latter group contained from 1 to 1.5 per cent less mois¬ 
ture. It is probable that a considerable part of this loss was due to absorp¬ 
tion of moisture by the paper containers. These results indicate that 
samples should be placed in glass or other non-absorptive containers when 
taken. Decrease of 1.5 per cent moisture for a guarantee of 6 in any 
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nutrient theoretically means an increase of .09 in percentage results and 
for a guarantee of 20, the increase is 0.30 per cent. 

The writer found even greater differences and in the same direction in 
comparative samples taken in October and November, 1940. Moisture 
was compared on samples placed in glass, cellophane and paper. The 
moisture decrease was less in cellophane than in paper. 

SUMMARY 

Analyses of samples taken with single-core and double-core triers were 
in good agreement. Samples from individual bags sampled in horizontal 
and vertical positions were uniform in analysis. 

Samples kept in paper containers for 4 to 6 days after sampling con¬ 
tained from 1 to 1.5 per cent less moisture than samples from same bags 
which were placed in glass jars and sealed when sampled. 
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Neville Hulette for taking the samples. 

RECOMMENDATIONS* 

It is recommended that— 

(1) That study of sampling fertilizers be continued. 

(2) That an investigation be made of sampling fertilizers in bulk. 

(3) That sec. 2.1, line 6, be changed to read as follows: ‘Tf less than 
200 bags, sample not less than 20 bags.'^ 

(4) That the following be added to sec. 2.1, line 7, before the final 
sentence ‘Tn sampling a bulk lot of fertilizer, draw not less than 20 cores 
from different regions of the lot. In sampling fertilizer packaged in small 
containers (10 pounds or less) a single package may constitute a sample 
for the lot.'' 


REPORT ON PHOSPHORIC ACID 

A. EFFECT OF CONTINUOUS AGITATION DURING CITRATE 
DIGESTION ON DETERMINATION OF CITRATE-INSOLUBLE PjOs 

B. EFFECT OF SULFATE ON DETERMINATION OF 
PtO, BY THE VOLUMETRIC METHOD 

By K. D. Jacob, Associak Referee, L. F. Rader, Jr., and C. W. Whittaker 
(Division of Fertilizer and Agricultural Lime, Bureau of Plant 
Industry, Soils, and Agricultural Engineering, Beltsville, Md.) 

A. EFFECT OF CONTINUOUS AGITATION DURING CITRATE DIGES¬ 
TION ON DETERMINATION OF CITRATE-INSOLUBLE P,Oj 

At the 1943 meeting of this Association, Macintire, Marshall, and 


* For report of Subpommittee A and action by tbc Aacociation, see ThU Journal^ 31, 41 (1948). 
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Table 1 . —Summary of published data rekUing to effect of continuous agitation during 
citrate digestion on results for citrate-insoluhle PtO§ 


SAMPUB 

KATIBUL 

TOTAL 

FiO> 

otraATB-nmoLUBLi PA* 

mioDic 

AOlTAnON*’ 

OOMTINUOUB 

AOITATIOM* 

DimuBiroi 



permt 

peretnt 

per mi 

per mi 


Results given by Jacob, Rader, and Tremearne (9) 


1374 

Calcined phosphate^ 

35.17 

3.91 

3.79 

0.12 

1351 

Calcined phosphate*^ 

36.58 

11.80 

11.79 

0.01 

1395 

Rhenania phosphate 

30.42 

3.70 

0.43 

3.27 

1396 

Rhenania phosphate 

25.66 

2.18 

1.84 

0.34 

1110 

Non-acid phosphate 

26.50 

11.42 

11.00 

0.42 

1164 

Basic slag 

18.45 

3.74 

3.47 

0.27 

1107 

Basic slag I 

23.36 i 

4.55 

3.38 

1.17 


Results given by Macintire, 

Marshall, and Meyer (11) 


A-l 

Superphosphate 1 

20.44 

0.03 

0.01 

0.02 

A.2 

Superphosphate 

20.13 

0.02 

0.02 

0.00 

A-4 

Superphosphate 

18.75 

0.06 

0.03 

0.03 

3 

Triple superphosphate 

47.50 

2.99 

2.95 

0.04 

A-10 

Ammoniated superphosphate 

20.63 

1.97 

1.72 

0.25 

A-15 

Ammoniated superphosphate 

19.37 

2.75 

2.60 

0.15 

A-14 

Ammoniated superphosphate 

19.28 

2.88 

2.80 

0.08 

A-11 

Ammoniated superphosphate 

20.00 

2.45 

2.25 

0.20 

A-9 

Ammoniated superphosphate 

18.79 

6.35 

6.15 

0.20 

A-13 

Ammoniated superphosphate 

19.25 

6.93 

6.85 

0.08 

3 

Ammoniated superphosphate 

41.38 

2.40 

2.40 

0.00 

4 

Ammoniated superphosphate 

41.19 

4.58 

4.42 

0.16 

A-5 

Limed superphosphate 

17.12 

4.18 

3.68 

0.50 

1 

Monocalcium phosphate 

56.32 

0.00 

0.00 

0.00 

2 

Dicalcium phosphate, crude 

51.75 

2.60 

1.98 

0.62 

4 

Calcined phosphate** 

37.06 

7.54 

4.98 

2.56 

10 

Calcined phosphate** 

36.88 

3.65 

3.48 

0.17 

11 

Calcined phosphate,** reverted 

36.63 

19.70 

19.63 

0.07 

12 

Basic slag, imported 

17.13 

3.01 

2.80 

0.21 

B-11 

Basic slag, fluospar 

10.75 

9.25 

9.25 

0.00 

13 

Calcium metaphosphate 

61.88 

0.08 

0.06 

0.02 

14 

Fused phosphate* 

26.79 

3.75 

2.95 

0.80 

B-12 

Bone ash 

40.75 

35.13 

35.00 

0.13 

— 

Phosphate rock* 

35.31 

32.19 

31.88 

0.31 

5 

Mixed fertilizer, 6-8-4 

21.96 

13.35 

13.28 

0.07 

6 

Mixed fertilizer, 6-9-4 

9.88 

0.79 

0.75 

0.04 

4 

Mixed fertilizer, 3-10-5 

14.88 

4.68 

4.62 

0.06 

2 

Mixed fertilizer, 5-10-5 

15.88 

4.88 

4.73 

0.15 

1 

Mixed fertilizer, 6-12-6 

18.07 

3.45 

3.40 

0.05 


* In all the determinations, Ingram samples were digested with 100 ml. of neutral ammonium citrate 
solution for 1 hour at 65^C. in the presence of filter paper. 

° Official method; manual shaking at 6-minute intervals. 

« End-over-end rotation at 12 r.p.m. by Jacob et al. and 20 r.p.m. by Maolntire et oi. 

” Calcined alpha phosphate. 

* Fused alpha phowhate. 

^ Florida pebble, ^tional Bureau of Standards sample No. 120. 
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Meyer (11) pointed out the disadvantages of the official method for 
citrate-insoluble PjOi {Methods of Analysis, 1, pp. 23-24), with emphasis 
on the amount of the analyst’s time required for the periodic shaking of 
the flasks and on the disagreeable features of this operation, as well as 
the difficulty, if not impossibility, of maintaining strict uniformity of tem¬ 
perature in all portions of the bath and throughout the digestion period. 
In the same paper a description is given of an electrically-heated cabinet 
provided with means for continuous end-over-end rotation of the flasks at 
20 r.p.m. and for the maintenance of their contents at a constant tempera¬ 
ture of 65°C. It is stated that better reproducibility of values for citrate- 
insoluble PjOj are obtained with the use of this apparatus than with the 
techniques of the official method. 

In an earlier paper’ Jacob, Rader, and Tremeame (9) report values for 
citrate-insoluble PjOs in several types of water-insoluble phosphates— 
calcined phosphate (calcined alpha phosphate), Rhenania phosphate, 
non-acid phosphate, and basic slag—as determined, respectively, by the 
official method (shaking at 5-minute intervals) and by continuous end- 
over-end rotation at 12 r.p.m. in a thermostat. These results, together 
with those obtained by Maclntire, Marshall, and Meyer (11) on a much 
wider variety of materials, are summarized in Table 1. It will be noted 
that continuous agitation gave values identical with or lower than those 
obtained by the official method. In general, the differences are small and 
do not exceed 0.5 per cent PjOj except in the case of certain samples of 
Rhenania phosphate, calcined phosphate, and fused phosphate (fused 
alpha phosphate). 

In view of the fact that the Macintire-Marshall-Meyer apparatus has 
been placed on the market and is now used by a number of fertilizer labo¬ 
ratories (including several engaged in State fertilizer-control work), al¬ 
though continuous agitation during the citrate digestion has not yet been 
adopted officially, the Referee on Fertilizers in his report to the 1946 
meeting of the Association (6) recommended '‘that a study be made of 
the use of mechanical shakers in the method for citrate-insoluble phos¬ 
phoric acid to ascertain whether modifications should be made in the 
method for water-soluble and citrate-insoluble phosphoric acid to permit 
the use of mechanical shakers.” Pursuant to this recommendation a col¬ 
laborative investigation of the subject was carried out and the results are 
presented herein. 

SAMPLES 

The samples submitted to the collaborators are listed in Table 2, which 
also shows the total PjO* content of the materials. Samples 1, 2, 3, 4, 13, 
and 14 were ground to pass a 40-mesh sieve and the others to pass a 
100-mesh sieve. 


( Ftesented at tha 1035 meeting of this Aeaooiation. 
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Tabls 2. —Samples for collaborative study of effect of continuous agitation during 
citrate digestion results for insoluble P%Oi 


SAUPU 

1 

lUTBBlAL 

OOLLABOBA* 

T0B4 

TOTAL PiOl* 

OOLLABOBA- 

tob7 

atbbaoi 

1 

Ammoniated superphosphate, 3.45% N 

percent 

20.34 

percent 

20.02 

percent 

20.18 

2 

Ammoniated superphosphate, 4.87% N 

19.69 

19.52 

19.60 

3 

Mixed fertilizer, 4-12-6 

12.45 

12.45 

12.45 

4 i 

Mixed fertilizer, 4-12-6 

12.30 

12.32 

12.31 

5 

Dicalcium phosphate 

48.60 

48.32 

48.46 

6 

Fused alpha phosphate** 

27.69 

27.68 

27.68 

7 

Sintered alpha phosphate® 

20.47 

20.54 

20.50 

8 

Calcined alpha phosphate** 

37.23® 

37.25 

37.24 

9 

Phosphate rock-magnesium silicate glass* 

20.27« 

20.60 

20.43 

10 

Basic slag, low analysis 

8.21** 

8.42 

8.31 

11 

Basic slag, high analysis 

16.12 

16.15 

16.13 

12 1 

Phosphate rock, Florida pebble 

30.92 

30.70 

30.81 

13 

Superphosphate, Florida pebble 

21.14 

20.78 

20.96 

14 

Superphosphate, Tennessee brown rock 

— 

20.44 

20.44 


f By acid digestion of the sample. 

0.34% F. 

« 0.06% F, 
d 0.09% F. 

% 37.30%by NaOH fusion plus acid digestion of the sample. 
' 1-70^F. 

20.4!^ by NaOH fusion plus acid digestion of the sample. 
“ 8.33% by NaOH fusion plus acid digestion of the sample. 


Superphosphates. —The samples (Nos. 13 and 14) are well-cured run-of- 
pile materials manufactured from Florida pebble and Tennessee brown- 
rock phosphates, respectively. Sample 14 was submitted to only one 
collaborator. 

Ammoniated Superphosphates. —The samples (Nos. 1 and 2) were pre¬ 
pared in the laboratory by treating Florida pebble superphosphate (Sam¬ 
ple 13) mth anhydrous ammonia to yield products containing 3.45 and 
4.87 per cent nitrogen, respectively. 

Mixed Fertilizers. —The phosphate component in Samples 3 and 4 was 
supplied by ammoniated superphosphates No. 1 and 2, respectively. The 
other constituents of the mixed fertilizers are ammonium sulfate, potas¬ 
sium chloride, dolomite. Hyperhumus, and sand (make-weight filler). 

Dicalcium Phosphate. —This material (Sample 5) is a high-grade prod¬ 
uct manufactured by the Tennessee Valley Authority from electric- 
furnace phosphoric acid. 

Alpha Phosphates^. —The fused alpha phosphate (Sample 6) and the 

* The term alpha phosphate (10) is used to denote the products obtained by heating natural phosphates, 
usually phosphate rock, at temperatures above 1300^0. in the presence of silica and water vapor for the 
puipose of volatilising the fluorine and converting the PiO» into plant*available forms (4, 7, 12, 13, 17). 
It does not include the product (all glass) obtained by fusing a mixture of phosphate rock and magnesium 
silicate or low<fiuorine pnosphate of the Rhenania type. The term now embraces three types of materials— 
fused, sintered, and oalcinra—all of which are frequently called "defluonnated phosphate rook" or "de- 
fluorinated phosphate." While fused alpha phosphate is currently called "fused tricalcium phosphate." it 
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sintered alpha phosphate (Sample 7) are co m mercial-scale products made, 
respectively, from Tennessee brown-rock and Florida land-pebble phos¬ 
phates by the Tennessee Valley Authority, Godwin (near Columbia), 
Tennessee, and by the Coronet Phosphate Company, Plant City, Florida, 
in 1946. The calcined alpha phosphate (Sample 8) was prepared about 
1935 from Tennessee brown-rock phosphate on a pilot-plant scale. 

Phosphate Rock-MagnesiuTn Silicaie Glass ,—The results of experiments 
on production of available phosphate by fusing phosphate rock with mag¬ 
nesium silicate have been described by Walthall and Bridger (20), and 
the composition, properties, "solubility," and fertilizing value of several 
experimental and commercial products of this kind are discussed in a re¬ 
cent paper by Hill et al. (8). Large-scale manufacture of the material was 
achieved in 1946 by the Permanente Metals Corporation, Permanente, 
California, by fusing a proportioned mixture of Idaho phosphate rock and 
serpentine in electric furnaces at approximately 1500°C. and quenching 
the tapped melt to a glass in a violent spray of water. The product is sold 
under the name of Thermo-Phos. The material (Sample 9) used in the 
present study is from Permanente’s production in late 1946. 

Basic Slags .—Sample 10 is a low-analysis material produced in the 
Birmingham, Alabama, district, while Sample 11 is a high-analysis ma¬ 
terial imported from Europe prior to World War II. 

Phosphate Rock .—The sample (No. 12) is commercial material from the 
Florida land-pebble district. 

COLLABORATORS’ DIRECTIONS FOR ANALYSIS 

1. Determine citrate-insoluble P 2 O 6 as directed in Methods of Analysis^ A.O.A.C.^ 
1945, pp. 23-24, sec. 2.15 and 2.16(a), in the case of the samples (Nos. 1, 2, 3, 4, 13, 
and 14) that contain water-soluble P 2 O 6 . In the case of the samples (Nos. 5 to 12) 
that contain little or no water-soluble p 206 determine citrate-insoluble P 2 O 6 as di¬ 
rected in sec. 2.15 and 2.16(b). 

2. Repeat the determinations of citrate-insoluble P 2 O 6 as follows: Proceed as 
directed in sec. 2.15 and 2.16(a) or sec. 2.15 and 2.16(b), depending on the nature 
of the sample, through the point where the flask is first shaken vigorously to reduce 
the filter paper to a pulp. Next, place the flask in a continuous shaking or stirring 
device enclosed in a water or air bath provided with means for maintaining the con¬ 
tents of the flask at exactly G5®C., and agitate for exactly 1 hour from the time the 
sample was introduced into the flask. Then proceed with the determination as be¬ 
fore. 

3. As it is desired to subject the results for citrate-insoluble P20i to statistical 
analysis, it is requested that with each sample and with each method of agitating 
the contents of the flask the determinations be made in triplicate, t.c., one deter¬ 
mination on each of three separate 1-gram portions of the sample for each set of con¬ 
ditions. It is necessary that the result of each determination be reported individu¬ 
ally. 

has also been designated as "fused rook phosphate," "fused phosphate rock," and "fused phosphate." 
Sintered alpha phosphate is marketed under the name of "Coronet defluorinated phosphate," but it has also 
been called "oalcinra phosphate." Calcined alpha phosphate has not been produced on a commercial scale; 
it has generally been called "calcined phosphate." The comTOsition, properties, and "solubility" of the 
alpha i^osphates are discussed in the report of the Associate Referee on Phosphoric Acid presented at the 
1046 meeting of this Association (10). 
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Notes 

(a) Most of the collaborators will have access to the constant temnerature, 
continuous agitation (end-over-end rotation) device described by Maclntire, 
Marshall^ and Meyer (11), and it is recommended that this apparatus be used. 
Also, it IS very desirable to have results by other continuous agitation devices 
provided with means for maintaining the contents of the flask at a constant tem¬ 
perature of 65®C. If you have such devices at your disposal or can readily assemble 
them, please make aidditional determinations with their aid. In case devices other 
than tne Macintire-Marshall-Meyer apparatus are used, please indicate the type 
and the speed of rotation or stirring. 

(b) Determination of total PiO* is desirable but is not required. If such determi¬ 
nation is made, prepare the solution as directed in Methods of Analysis, A.O.A.C., 
1946, pp. 21-22, sec. 2.8(a) or 2.8(b) and proceed as directed in sec. 2.10 and 
2.12(a), pp. 22-23. 

(c) It is desirable that you determine citrate-insoluble PaO# in all the samples. 
If this is not feasible, however, please study at least those samples marked with an 
asterisk in the accompanying list. 

(d) Your comments and observations concerning this investigation are re- 
c]^uested, especially regarding the advantages or disadvantages of mechanical con¬ 
tinuous agitation as compared with manual shaking at 6-minute intervals. 

COLLABORATORS 

1. Bidez, P. R., Ala. Dept. Agr. and Ind., Auburn, Ala. 

2. Blackwell, A. T., The Davison Chem. Corp., Baltimore, Md. 

3. Chapman, N. S., Bur. Plant. Ind., Soils, and Agr. Eng., Beltsville, Md. 

4. Elmore, K. L., Tenn. Valley Authority, Wilson Dam, Ala. 

6. Hardin, L. J., and Johnson, H. S., Jr., Tenn. Valley Authority, Knoxville, 
Tenn. 

6. Lawton, J. K., Fla. Agr. Dept., Tallahassee, Fla. 

7. Pinckney, R. M., and Rader, L. F., Jr., Bur. Plant Ind., Soils, and Agr. Eng., 
Beltsville, Md. 

8. Villa-Mayo, R., and Segura, P., Puerto Rico Dept. Agr. and Com., San Juan, 
P. R. 

9. North Carolina Department of Agriculture, Raleigh, N. C. 

PROCEDURES 

With one exception, all the collaborators compared the official method 
(shaking at 6-minute intervals) with continuous end-over-end rotation in 
the Macintire-Marshall-Meyer apparatus at 20 r.p.m. Collaborator 2 
compared the official method and continuous stirring at approximately 
200 r.p.m. In addition to the official and the MacIntire-Marshall-Meyer 
methods, Collaborators 3 and 7 made determinations vdth the aid of other 
continuous agitation devices enclosed in thermostatically controlled, elec¬ 
trically heated cabinets, as follows: 

(1) Ross-Kershaw shaker (18) with movement in the horizontal plane 
at a rate of approximately 345 oscillations per minute, using tightly stop¬ 
pered flasks. 

(2) Continuous stirring at about 350 r.p.m., using loosely stoppered 
flasks. 

In the determinations by continuous agitation, Collaborators 1-5 and 
7 preheated the citrate solution in a water bath, while Collaborators 6, 
8, and 9 preheated the solution in the cabinet itself. 
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Table 3. —Effect of continiwus end^ver^nd rotation during citrate 
digestion on results for dtrate-insoluhle PtOt 




OITBATB-INSOLITBLB PsO» bt— 



COLLABOBATOB 

IIBTHOD I* 

MBTHOD n** 


IN AVBBAOB 

bbsqiab" 


BANOB 

AVBBAQB 

BANOB 

AVBBAQB 


perufit 

per cent 

percent 

percent 

percent 


Sample 1. Ammoniated Superphosphate 


1 

1.60-1.65 

1.62 

1.55-1.60 

1.58 

0.04 

3 

0.81-0.93 

0.87 

0.59-0.64 

0.62 

0.25* 

4 

1.79-1.82 

1.81 

1.52-1.56 

1.54 

0.27* 

6 

1.35-1.45 

1.42 

1.15-1.25 

1.18 

0.24* 

6 

1.55-1.65 

1.60 

1.70-1.85 

1.76 

-0.16* 

7 

1.70-1.79 

1.75 

1.60-1.73 

1.67 

0.08 

8 

1.38-1.50 

1.43 

1.38-1.48 

1.41 

0.02 

9 

2.12-2.25 

2.18 

1.95-2.27 

2.08 

0.10 

Average 

1.59 — 1.48 

Sample 2, Ammoniated Superphosphate 

0.11* 

1 

3.25-3.35 

3.30 

2.90-3.00 

2.97 

0.33* 

3 

1.89-2.10 

2.03 

1.54-1.63 

1.57 

0.46* 

4 

1.92-2.52 

2.22 

1.74-1.83 

1.78 

0.44* 

5 

1.97-2.00 

1.98 

1.75-1.80 

1.77 

0.21 

6 

2.20-2.40 

2.30 

2.25-2.55 

2.43 

-0.13 

7 

2.45-2.78 

2.65 

2.83-3.19 

3.03 

-0.38* 

9 

3.30-3.50 

3.42 

3.07-3.22 

3.13 

0.29* 

Average 

—— 

2.56 

Sample 3. 

Mixed Fertilizer 

2.38 

0.18* 

1 

0.15-0,20 

0.18 

0.15-0.20 

0.17 

0.01 

3 

0.19-0.20 

0.19 

0.18-0.20 

0.19 

0.00 

4 

0.15-0.29 

0.20 

0.08-0.08 

0.08 

0.12* 

6 

0.15-0.18 

0.17 

0.12-0.13 

0.13 

0.04 

6 

0.20-0.35 

0.28 

0.25-0.30 

0.28 

0.00 

7 

0.12-0.13 

0.13 

0.21-0.35 

0.28 

-0.15* 

8 

0.27-0.30 

0.28 

0.24-0.29 

0.27 

0.01 

9 

0.47-0.50 

0.49 

0.40-0.47 

0.43 

0.06 

Average 


0.24 — 

Sample 4* Mixed Fertilizer 

0.23 

0.01 

1 

0.25-0.30 

0.28 

0.20-0.20 

0.20 

0.08* 

3 

0.28-0.31 

0.29 

0.18-0.21 

0.20 

0.09* 

4 

0.15-0.31 

0.21 

0.09-0.14 

0.11 

0.10* 

5 

0.2(M).23 

0.21 

0.18-0.19 

0.18 

0.03 

6 

0.30-0.35 

0.33 

0.25-0.30 

0.27 

0.06* 

7 

0.25-0.33 

0.29 

0.29-0.37 

0.34 

-0.05 

9 

0.60-0.65 

0.62 

0.47-0.55 

0.51 

0.11* 

Average 

— 

0.32 

— 

0.26 

0.06* 


* Official; manual shaking at 6«minute intervals. 

” Continuous ond’Over<^nd rotation in MaoIntire-Marshall'Meyer apparatus (11). 

** The minus sign denotes that the result by method II is higher than that by method I. The asterisk 
denotes that the difference is statistically signincant at the 5% level. 
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Table 3 .— {continued) 


COLLABOBATOB 


OTTBATB-INSOLnBLB PtOi BT— 


DIPFERENCB 

IN AYBRAQB 

rbbults^ 

MBTHOD 1* 

MBTHOD 11*^ 

BANQB 

ATBRAOB 

BANOB 

AVBRAQB 


par cmt 

p«r unt 

par cofit 

par cant 

par cent 


Sample 5, Dicalcium Phosphate 



1 

0 . 60 - 0.60 

0.60 

0 . 60 - 0.60 

0.60 

0.00 

3 

0 . 62 - 0.63 

0.63 

0 . 61 - 0.62 

0.62 

0.01 

4 

0 . 54r - 0.55 

0,55 

0 . 55 - 0.57 

0.55 

0.00 

5 

0 . 41 - 0.42 

0,42 

0 . 40 - 0.42 

0.41 

0.01 

6 

0 . 65 - 0.85 

0.75 

0 . 70 - 0.75 

0.73 

0.02 

7 

0 . 56 - 0.59 

0,58 

0 . 65 - 0.83 

0.73 

- 0 . 15 * 

8 

0 . 52-^.67 

0.61 

0 . 66 - 0.69 

0.67 

- 0.06 

9 

0 . 72 - 0.75 

0.74 

0 . 70 - 0.75 

0.72 

0.02 

Average 

— 

0.61 

— 

0.63 

-0.02 


Sample 6. Fused Alpha Phosphate 


1 

5 . 30 - 5.35 

5.32 

5 . 25 - 5.35 

5.30 

0.02 

3 

5 . 18 - 5.20 

5.19 

4 . 73 - 4.82 

4.77 

0 . 42 * 

4 

4 . 79 - 4.94 

4.87 

4 . 38 - 4.44 

4.41 

0 . 46 * 

5 

5 . 42 - 5.50 

5.45 

4 . 75 - 4.80 

4.77 

0.68* 

6 

5 . 05 - 5.30 

5.18 

5 . 10 - 5.15 

5.12 

0.06 

7 

5 . 28 - 5.57 

5.44 

4 . 96 - 5.18 

5.09 

0 . 35 * 

9 

6 . 15 - 6.35 

6.22 

4 . 75 - 4.87 

4.82 

1 . 40 * 

Average 

— 

5.38 

— 

4.90 

0 . 48 * 


Sample 7 . Sintered Alpha Phosphate 


1 

1 . 55 - 1.60 

1.57 

1 . 55 - 1.55 

1.55 

0.02 

3 

1 . 59 - 1.61 

1.60 

1 . 53 - 1.54 

1.53 

0.07 

4 

1 . 46 - 1.59 

1.50 

1 . 34 - 1.46 

1.40 

0.10* 

5 

1 . 60 - 1.65 

1.62 

1 . 55 - 1.60 

1.58 

0.04 

6 

1 . 55 - 1.70 

1.62 

1 . 55 - 1.65 

1.62 

0.00 

7 

1 . 68 . 1.72 

1.70 

1 . 65 - 1.67 

1.66 

0.04 

8 

1 . 59 - 1.61 

1.60 

1 . 58 - 1.73 

1.64 

- 0.04 

9 

1 . 62 - 1.72 

1.67 

1 . 47 - 1.50 

1.49 

0 . 18 * 

Average 

— 

1,61 

— 

1.56 

0 . 05 * 


Sample 8. Calcined Alpha Phosphate 


1 

3 . 25 - 3.35 

3.30 

3 . 25 - 3.35 

3.30 

0.00 

3 

3 . 34 - 3.35 

3.34 

3 . 09 - 3.10 

3.10 

0 . 24 * 

4 

2 . 80 - 2.86 

2.82 

2 . 68 - 2.76 

2.72 

0.10* 

5 

2 . 62 - 2.70 

2.67 

2 . 62 - 2.75 

2.69 

-0.02 

6 

3 . 05 - 3.20 

3.12 

3 . 10 - 3.15 

3.15 

- 0.03 

7 

3 . 38 - 3.54 

3.43 

3 . 42 - 3.56 

3.50 

- 0.07 

9 

3 . 67 - 3.77 

3.72 

3 . 20 - 3.35 

3.25 

0 . 47 * 

Average 

— 

3.20 

— 

3.10 

0.10*~ 
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Table 3 . — (continued) 




OITBATB'XNSOLDBLB PiOl BT— 



OOLLABOBATOB 

lOCTBOO 1* 


MXTBOD 11** 


IN AVEBAOX 
BBBULTS** 


BANOB 

AVBBAOB 

BAMQB 

ATBBAQB 


pereetU 

percent 

percent 

per cent 

per cent 


Sample 9, Phosphate Rock^Magnesium Silicate Glass 


1 

1.30-1.50 

1.43 

1.15-1.40 

1.27 

0.16 

3 

1.63-2.44 

2.00 

1.19-1.45 

1.29 

0.71* 

4 

2.57-3.34 

2.92 

2.68-3.07 

2.90 

0.02 

6 

1.62-1.65 

1.64 

1.60-1.65 

1.62 

0.02 

6 

1.25-1.45 

1.33 

1.45-1.55 

1.50 

-0.17 

7 

2.67-2.93 

2.77 

2.54-2.99 

2.74 

0.03 

8 

1.02-1.07 

1.04 

0.97-1.11 

1.02 

0.02 

9 

3.32-3.60 

3.44 

3.32-3.77 

3.50 

-0.06 

Average 


2.07 

Sample 10. 

Basic Slag 

1.98 

0.09 

1 

3.05-3.05 

3.05 

3.00-3.05 

3.02 

0.03 

3 

3.14-3.16 

3.15 

3.10-3.12 

3.11 

0.04 

4 

3.01-3.01 

3.01 

2.95-2.95 

2.95 

0.06* 

6 

3.10-3.12 

3.11 

3.00-3.12 

3.07 

0.04 

6 

3.15-3.25 

3.20 

3.20-3.20 

3.20 

0.00 

7 

3.08-3.11 

3.10 

3.16-3.19 

3.18 

-0.08* 

9 

3.17-3.25 

3.21 

3.10-3.15 

3.12 

0.09* 

Average 


3.12 

Sample 11. 

Basic Slag 

3.09 

0.03* 

1 

1.60-1.65 

1.62 

3,50-1.50 

1.50 

0.12* 

3 

1.55-1.57 

1.56 

1.72-1.73 

1.73 

-0.17* 

4 

1.51-1.55 

1.53 

1.44-1.56 

1.47 

0.06 

5 

1.57-1.62 

1.60 

1.50-1.52 

1.51 

0.09* 

6 

1.60-1.75 

1.68 

1.60-1.65 

1.62 

0.06 

7 

1.60-1.61 

1.60 

1.55-1.60 

1.58 

0.02 

8 

1.48-1.59 

1.52 

1.50-1.55 

1.52 

0.00 

9 

2.07-2.20 

2.12 

1.50-1.50 

1.50 

0.62* 

Average 

— 1.65 — 

Sample 12. Phosphate Rock 

1.55 

0.10* 

1 

27.40-27.70 

27.60 

27.40-27.60 

27.53 

0.07 

3 

28.01-28.01 

28.01 

27.50-27.57 

27.55 

0.46* 

4 

26.91-27.01 

26.96 

26.61-26.71 

26.65 

0.31* 

5 

27.75-27.88 

27.84 

27.40-27.55 

27.50 

0.34* 

6 

27.25-27.70 

27.52 

27.55-27.70 

27.63 

-0.11 

7 

27.65-27.70 

27.68 

27.65-27.81 

27.74 

-0.06 

9 

28.00-28.25 

28.15 

27.70-27.80 

27.75 

0.40* 

Average 

— 

27.68 

— 

27.48 

0.20* 
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Table 3 . — {conHnmd) 


OOLLABOBATOB 


CITR4TI*1N80LI7BI<I Pi0u BT~ 


DifnaiNci 

IN ATIBAQI 
RBSUI/TB^ 

IdTBOD t* 

ICBTHOD I] 



4T1BAGB 

BAMOI 

ATBRAW 


pireerU 

perctnt 

ptreefU 

perfsnt 



Sample 13. Superphosphate 



1 

0.05-0.10 

0.07 

0.05-0.05 

0.05 

0.02 

3 

0.09-0.11 

0.10 

0.10-0.11 

0.11 

-0.01 

4 

0.09-0.09 

0.09 

0.06-0.10 

0.08 

0.01 

5 

0.06-0.07 

0.06 

0.06-0.08 

0.07 

-0.01 

6 

0.10-1.15 

0.12 

0.10-0.15 

0.12 

0.00 

7 

0.05-0.07 

0.06 

0.04-0.06 

0.05 

0.01 

8 

0.05-0.07 

0.06 

0.06-0.08 

0.07 

-0.01 

9 

0.12-0.15 

0.13 

0.10-0.10 

0.10 

0.03 

Average 

— 

0.09 

— 

0.08 

0.01 


Sample I 4 . Superphosphate 



7 

1.02-1.08 

1.05 

1.07-1.15 

1.11 

-0.06 


RESULTS OF ANALYSIS 

Table 3 summarizes the results reported by the collaborators for citrate- 
insoluble PaOe in the samples, as determined by the official method and 
by continuous agitation in the Macintire-Marshall-Meyer apparatus. 
The results obtained by other methods of agitation during the citrate di¬ 
gestion are shown in Table 4. 

COMMENTS OP COLLABORATORS 

N. S. Chapman, —The citrate-insoluble residues were washed with water at 
65 ^C. Phosphorus was determined volumetrically using solutions standardized 
against National Bureau of Standards phosphate rock. In a number of cases, meas¬ 
urements were made of the temperature of the liquid in the flasks at the end of the 
digestion period, in relation to the position of the flask in the bath or chamber. 
The range in variation from 65®C. was: official method, 0 to +1®; Maclntire-Mar- 
shall-Meyer apparatus, 0 to +3®; Ross-Kershaw apparatus, —3 to +1®; continuous 
stirring, —3 to +3®. 

K, L, Elmore, —The following observations were made in carrying out these 
analyses: The lowering of the temperature of the air bath during introduction of 
samples in the continuous shaking procedure (Macintire-Marshall-Meyer appara¬ 
tus) presents a serious problem. We placed 9 flasks containing 100 ml. of the citrate 
solution in the bath and brought the temperature of the bath and solutions up to 
65®C. as specifled. In adding the sample charges to the solutions the temperature 
dropped to 58®C. due to opening the doors of the bath to introduce the charges. 
Fifty minutes of the l-hour shaking period were consumed before the bath again 
reached 65®C. To obviate this difficulty the same samples were rerun by preheating 
the solutions to 65®C. in flasks set in a water bath. This procedure resulted in a tern- 
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TabIiE 4 .—Effect of different methode of agitation during citrate digestion 
on reaulta for dtrate-inaoluble P%0% 


OOUilB- 

OlTElTI-INSOLinUJD PtOi BT MBTHOP 

DimBBNGl IN BBSULTB BT MBTHODI AND MBTHOD— 

OKITOB 


ii'* 

ra® iv^ 

11® 

III® 

1?® 


p«r Msf 

psr e$nt 

psr cent per cent 

percent 

percent 

percent 



Sample 1. Ammoniated Superphosphate 



2 

1.65 

— 

— 1.23 

— 

— 

0.42* 

8 

0.87 

0.62 

0.73 0.82 

0.25* 

0.14 

0.05 

7 

1.75 

1.67 

1.78 1.69 

0.08 

-0.03 

0.06 



Sample 2. Ammoniated Superphosphate 



2 

2.44 

— 

— 1.93 

— 

— 

0.51* 

3 

2.03 

1.57 

1.53 1.46 

0.46* 

0.50* 

0.57* 

7 

2.65 

3.03 

2.95 2.77 

-0.38 

-0.30* 

-0.12 




Sample 8. Mixed Fertilizer 



2 

0.31 

— 

— 0.20 

— 

— 

0.11* 

3 

0.19 

0.19 

0.19 0.21 

0.00 

0.00 

-0.02 

7 

0.13 

0.28 

0.31 0.18 

-0.15* 

-0.18* 

-0.05 




Sample 4- Mixed Fertilizer 



2 

0.28 

— 

— 0.28 

— 

— 

0.00 

3 

0.29 

0.20 

0.20 0.22 

0.09* 

0.09* 

0.07* 

7 

0.29 

0.34 

0.39 0.35 

-0.05 

-0.10* 

-0.06 




Sample 5. Dicalcium Phosphate 



2 

0.63 

— 

— 0.66 

— 

— 

-0.03 

3 

0.63 

0.62 

0.61 0,62 

0.01 

0.02 

0.01 

7 

0.58 

0.73 

0.65 0.74 

-0.15* 

-0.07 

-0.16* 




Sample 6. Fused Alpha Phosphate 



2 

5.09 

— 

— 4.82 

— 

— 

0.27 

3 

5.19 

4.77 

4.84 4.87 

0.42* 

0.35* 

0.32* 

7 

5.44 

5.09 

5.25 4.89 

0.35* 

0.19* 

0.55* 



Sample 7. Sintered 

Alpha Phosphate 



2 

1.49 

— 

— 1.74 

— 

— 

-0.25* 

3 

1.60 

1.53 

1.54 1.56 

0.07 

0.06* 

0.04* 

7 

1.70 

1.66 

1.71 1.69 

0.04 

-0.01 

0.01 



Sample 8. Calcined 

Alpha Phosphate 



2 

3.24 

— 

~~ 3.18 

— 

— 

0.06 

3 

3.34 

3.10 

3.15 3.13 

0.24* 

0.19* 

0.21* 

7 

3,43 

3.50 

3.50 3.28 

-0.07 

-0.07 

0.15* 


* Official; manual shaking at 5*minute intervals. 

“ Continuous end>over^nd rotation in Maclntire-Marshall-Meyer apparatus (11). 

Continuous shaking in horisontal plane in Ross-Kershaw apparatus (18). 

° Continuous stirring. 

^ The minus sign denotes that the result by this method is higher than that by method I. The asterisk 
denotes that the difference is statistieally significant at the 6% level. 
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Tabus 4.— (continued) 


ClTBATI-lNBOLUBliB PfOi BT IHTBOO DIVraBXNOB IN BBBUUTS BT MXTBODI AND lOTBOD— 

COUiAB* 


OBATOR 

!• 

nb 

ni® 


11® 

III® 

IV® 


p0r cent 

peremt 

p$r cent 

per cent 

percent 

percent 

percent 


Sample 9. 

. Phosphate Rock-Magnesium Silicate Glass 


2 

1.56 

— 

— 

1.66 

— 

— 

-0.10 

3 

2.00 

1.29 

1.72 

1.28 

0.71* 

0.28 

0.72* 

7 

2.77 

2.74 

2.65 

2.96 

0.03 

0.12 

-0.19 




Sample 10. Basic Slag 



2 

3.16 

— 

— 

3.37 

— 

— 

-0.21 

3 

3.15 

3.11 

3.12 

3.12 

0.04 

0.03* 

0.03* 

7 

3.10 

3.18 

3.12 

3.24 

-0.08* 

-0.02 

-0.14* 




Sample 11. Basic Slag 



2 

1.71 

— 

— 

1.70 

— 

— 

0.01 

3 

1.56 

1.73 

1.73 

1.73 

-0.17* 

-0.17* 

-0.17* 

7 

1.60 

1.58 

1.56 

1.69 

0.02 

0.04 

-0.09* 




Sample 12. Phosphate Rock 



2 

26.56 

— 

— 

26.50 

— 

— 

0.06 

3 

28.01 

27.55 

27.91 

27.67 

0.46* 

0.10* 

0.34* 

7 

27.68 

27.74 

27.92 

27.45 

-0.06 

-0.24* 

0.23* 




Sample 13. Superphosphate 



2 

0.09 

— 

— 

0.07 

— 

— 

0.02 

3 

0.10 

0.11 

0.10 

0.09 

-0.01 

0.00 

0.01 

7 

0.06 

0.05 

0.01 

0.10 

0.01 

0.05 

-0.04 




Sample I 4 . Superphosphate 



7 

1.05 

1.11 

1,07 

1.23 

-0.06 

-0.02 

« 

00 

d 

1 


perature drop of only 2®C., which was regained in the first 5 minutes of the 1-hour 
shaking period. The following table shows the effects of the two techniques. 


SAMriiB 

MATBRIAL 

CITRATB-INBOLUBLB PtCX 

BT PHBESATINO 80LUTION IN— 

WATBR 

BATH 

DlOBSnON 

CHAIIBBR 



percent 

per cent 

1 

Ammoniated superphosphate 

1.54 

1.87 

2 

Ammoniated superphosphate 

1.78 

2.48 

3 

Mixed fertilizer 

0.08 

0.12 


We also determined PiOt insoluble in 2 per cent citric acid (Wagner method) on 
the more basic materials for comparison with the official citrate method, with the fol¬ 
lowing results: 
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PtOi INBOLUBLB IN— 

SAICPLI 


ClTRATl 

CITRIC Acm 

9 

Phosphate rock-magnesium silicate glass 

per emt 

2.92 

per cent 

0.00 


Basic slag 

3.01 

1.40 

11 

Basic slag 

1.53 

0.77 


L. J. Hardin and H. S. Johnson, Jr. —All preliminary leachings of samples, fil- 
trations of ammonium citrate digcstatcs, and of *'yellows^^ were made by suction, 
using the Shimer filter. All ammonium citrate digestates were washed with 5 per 
cent ammonium nitrate at 65®C. All phosphorus determinations were made vol¬ 
ume trically using solutions standardized against National Bureau of Standards 
phosphate rock. The temperature of our cabinet fluctuates ± 1 ® when set for 65®C. 
and varies ±1.5® when set for 50®. It is considered that the values for some of the 
samples, namely 3, 4, and 13, are too small for consideration in the evaluation of the 
two methods. 

R. M. Pinckney and L. F. Rader, Jr. —The citrate-insoluble residues were washed 
with water at 65®C. Phosphorus was determined volumetrically using solutions 
standardized against National Bureau of Standards phosphate rock. A comparison 
was made of the results for insoluble P 2 O 5 in the samples as determined by the oflScial 
citrate and citric acid methods, respectively. The data are given in the following ta¬ 
ble which also shows the pH values of the solutions at the end of the citrate diges¬ 
tion. 




P|0» INSOLUBLE IN— 

pH or CITRATE 

8AMPLS 

MA'HGRIAL 

- CITRIC 

CITRATB* h 

ACID® 

SOLUTION AITER 

DIOBSTION^ 

1 

Ammoniated superphosphate 

per cent 

1.75 

per cent 

0.38 

7.00 

2 

Ammoniated superphosphate 

2.65 

0.47 

7.05 

3 

Mixed fertilizer 

0,13 

0.29 

7.10 

4 

Mixed fertilizer 

0.29 

0.24 

7.10 

5 

Dicalcium phosphate 

0.58 

1.32 

7.15 

6 

Fused alpha phosphate 

5.44 

4.25 

7.65 

7 

Sintered alpha phosphate 

1.70 

1.15 

7.50 

8 

Calcined alpha phosphate 

3.43 

2.56 

7.95 

9 

Phosphate rock-magnesium silicate glass 

2.77 

0.38 

8.20 

10 

Basic slag 

3.10 

2.87 

8.12 

11 

Basic slag 

1.60 

1.34 

8.00 

12 

Phosphate rock 

27.68 

23.57 

7.05 

13 

Superphosphate 

0.06 

0.47 

6.90 

14 

Superphosphate 

1.05 

2.34 

6.85 


* Oilioial method; manual shaking at 5-minute intervals. 

° With samples 1-4 and 13-14 the determinations were made on the water-insoluble residues. 

” In a blank determination no change occurred in the pH value (6.98) of the ammonium citrate solution 
during the digestion period. 


North Carolina Department of Agriculture. —Experience in this laboratory has 
been that the constant temperature, continuous agitation (end-over-end rotation) 
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cabinet now on the market, embodies a number of difficulties which offset its pos* 
sible advantages. One of the major difficulties is preheating. It has been observed 
here that when a set of flasks is put into the cabinet for processing, the temperature 
of the cabinet promptly rises to the desired level and so registers on the cabinet 
thermometer. It has been further found, however, that the actual solutions in the 
flasks do not reach the proper temperature until approximately 40 or 50 minutes 
have elapsed. This trouble indicates the need for a convenient, quick preheating ar* 
rangement. Other difficulties are the trouble and liability of handling flasks inverted 
and with the stopper downward. The spring cups and pistons for holding the flasks 
in place unfortunately in the present design are also excellent stopper pullers. There 
is always the high possibility that stoppers will be pulled out of the flasks when re¬ 
moving them from the cabinet. 

INTERPRETATION OF RESULTS 

Official Method v$. Continuous End^Over^End Rotation .—Among the 99 
comparisons (averages of replicate determinations) between the oflflcial 
method (shaking at 5-minute intervals) and continuous end-over-end ro¬ 
tation in the Maclntire-Marshall-Meyer apparatus (Table 3), 69 (70 per 
cent) show lower results for citrate-insoluble P 2 O 6 by continuous agitation, 
21 by the oflScial method, and 9 show no difference. The distribution of 
the differences, without regard for signs, is as follows: 


DimnuNGii 

OOMPAlUBOIfB 

Vtrcmd 

nttm6«r 

<0.05 

41 

0.05-0.09 

20 

0.10-0.14 

9 

0.15-0.24 

10 

0.25-0.49 

15 

0.62-1.40 

4 

0.00-1,40 

99 


Of the 29 individual comparisons that differ by more than 0.14 per cent 
P 2 O 6 , 23 (79 per cent) are in the direction of lower results with continuous 
agitation. Among the comparisons which show such differences, 22 (76 per 
cent) occur in the determinations on the samples of ammoniated super¬ 
phosphate (Nos. 1 and 2), fused alpha phosphate (No. 6), phosphate 
rock-magnesium silicate glass (No. 9), and phosphate rock (No. 10). With 
2 exceptions, all of the differences in excess of 0.24 per cent PaOs occur 
in the results for these samples. These samples contain more than 1 per 
cent citrate-insoluble PaOa. On the other hand, the samples of sintered 
alpha phosphate (No. 7), calcined alpha phosphate (No. 8), and basic slag 
(Nos. 10 and 11) also contain more than 1 per cent citrate-insoluble P 2 O 6 , 
yet the differences between the 30 individual comparisons on these ma¬ 
terials exceed 0.10 per cent PsOs in only 6 instances. 

For the 14 individual samples (Table 3), the average results of all the 
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collaborators show lower values with continuous agitation in 12 instances. 
The greatest differences (0.11-0.48 per cent P 2 O 6 ) in the average results, 
all in the direction of lower values for insoluble P 2 OB with continuous 
agitation, occur in the comparisons on the ammoniated superphosphates, 
fused alpha phosphate, and phosphate rock. 

Separate statistical analyses of the data for each sample were made by 
standard analysis of variance procedures, and the differences required for 
significance at the 5 per cent level were determined. The statistically sig¬ 
nificant differences are indicated by asterisks in the last column of Table 3. 

Among the 99 comparisons (Table 3), only 39 show significant differ¬ 
ences between the results for citrate-insoluble P 2 OB by the two methods 
of agitation. Of these 39 comparisons, 33 (85 per cent) show differences 
significantly in favor of lower values for citrate-insoluble P 2 OB by con¬ 
tinuous agitation, and 16 of these significant differences occur in the 29 
comparisons on the samples of ammoniated superphosphate, fused alpha 
phosphate, and phosphate rock. 

The average results on the 13 individual samples analyzed by more than 
one collaborator (Table 3) show statistically significant differences in 9 
instances, all in favor of lower values by continuous agitation. It will be 
noted, however, that these differences exceed 0.10 per cent P 2 O 6 in the 
case of only the ammoniated superphosphates, the fused alpha phosphate, 
and the phosphate rock. 

Macintire, Marshall, and Meyer (11) state that better reproducibility 
of values for citrate-insoluble P 2 OB are obtained with their apparatus 
(continuous end-over-end rotation in a constant-temperature chamber) 
than with shaking at 6-minute intervals as prescribed in the official 
method. While the data of Table 3 are not conclusive, they indicate a de¬ 
cided trend in that direction. With both procedures the greatest variations 
in the replicate determinations occur in the results on the phosphate rock- 
magnesium silicate glass (Sample 9). Several of the collaborators reported 
much difficulty in the analysis of this sample. Hill ei ah (8) state that this 
type of material shows a marked tendency to cake when it is added to 
neutral ammonium citrate solution and that it is necessary to shake the 
flask vigorously immediately after addition of the sample to the solvent. 

As previously mentioned, Elmore (Collaborator 4) reported that with 
the Macintire-Marshall-Meyer apparatus markedly lower results for in¬ 
soluble P 2 OB in certain samples were obtained when the citrate solution 
was preheated to 65®C. in a water bath, than when the solution was pre¬ 
heated in the digestion chamber itself. This was attributed to the greater 
time required for the temperature of the chamber to return to 66^C. in 
the latter case. Although no special study was made of this factor, com¬ 
parison of the results of Collaborators 1, 3, 4, 5, and 7, who preheated 
the solution in a water bath, with those of Collaborators 6, 8, and 9, who 
preheated the solution in the digestion chamber, gives no definite indica¬ 
tion that this variation in technique contributed to the differences in the 
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values obtained. It is important, nevertheless, that the operation be per¬ 
formed with the least possible disturbance of the chamber temperature. 

L. J. Hardin and W. H. Macintire have discussed “The Effect of Open 
vs. Closed Flasks in the Digestion of Phosphate Fertilizers with Neutral 
Ammonium Citrate” in a private communication to the Associate Referee. 
They write as follows: 

“The effect of the reteation of the NHj generated within the system was tested 
through digestions of duplicate charges of a ‘calcined alpha phosphate’ under two 
conditions, i.e., (1) with the flask stoppered tightly during the period of shaking and 
digestion, and (2) the stopper removed after each shaking and then placed loosely 
during the intervals of the quiescent digestion. After 60-minutc digestions the pH 
values of the respective filtrates were measured and the citrate-insoluble PiOi con¬ 
tents determined.” 


CLO8KD DIOEBTION* 

OPEN DIQIBTION^ 

INTBRUITTIIIT 

CONTINUOUS 

INTIHMITTINT 

SBAKINO 

BHAUNO 

SHAKINO 

JNSOLUBUB 

pa or 

INBOLUBLB 

INBOLUBLB 

pa or 

PlOl 

nmiuTa 

PiOi 

P.O. 

riLTRATB 






pircmf 


per emt 

percent 


2.95 


2.75 



2.90 

8.10 

2.70 

2.85 

8.05 


* Solvent brought to 65^C., sample introduced, and flask kept tightly stoppered throughout digestion 
and shakings. 

" Stopper removed after each shaking and then replaced loosely until next shaking. 


**The insoluble PjOs values are in close agreement, whether the flask was tightly 
stoppered throughout or closed loosely between shakings to allow escape of some of 
the generated NH|. A similar agreement was true of the final pH values. When the 
digestions were agitated continuously in the constant temperature cabinet, the cit¬ 
rate-insoluble values were somewhat lower than those obtained by means of the in¬ 
termittent manual shaking.’’ 

Official Method vs. Other Methods of Agitation ,—In Table 4 the average 
results for citrate-insoluble P 2 O 6 obtained by shaking at 5-minute inter¬ 
vals (Method I, official) are compared, respectively, with those obtained 
by continuous end-over-end rotation in the Macintire-Marshall-Meyer 
apparatus (Method II), continuous shaking in the horizontal plane in the 
Ross-Kershaw apparatus (Method III), and continuous stirring (Method 
IV). The differences required for significance at the 5 per cent level were 
computed in the same manner as for the data in Table 3. The following 
tabulation shows the number of comparisons and the average differences 
between the results by Method I and the other methods, for all the col¬ 
laborators and all the samples. The data indicate that the results obtained 
by continuous shaking in the Ross-Kershaw apparatus agree somewhat 
more closely with those by the official method than do the results ob¬ 
tained either by continuous end-over-end rotation or by continuous stir¬ 
ring. 
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OOlCPARIBONS 

lORHODI 

TOTAL 

8HOW1NO 810NITICANT 

▼B. 

DirnCRBRCBB 


NIWBIR 

AVXRAOB 

LlflRRlNOB* 

NUMBXB 

ATERAOB 

DirrXRBNCB* 



ptrunt 


per cent 

Method II 

27 

0.08 

13 

0.16 

Method III 

27 

0.04 

13 

0.04 

Method IV 

40 

0.08 

20 

0.16 


* The diSerenoes are in the direction of hiiher resulta for dtrate-inaoluble PtOi by Method I. 


CONCLUSIONS 

Continuous agitation during the citrate digestion tends to give lower 
values for citrate-insoluble PjOj than does shaking at 6-niinute intervals 
as prescribed in the official method. The differences between the results 
by the two methods of agitation tend to be larger in the case of samples 
that are relatively high in citrate-insoluble PjOs. In general, however, 
these differences are much smaller than the differences in the results ob¬ 
tained on a given sample by different analysts using the same method of 
agitation. Variation in the method of continuous agitation does not appear 
to be an important factor. 

From the analyst’s standpoint, it appears that continuous agitation in 
an apparatus provided with means for automatic temperature control has 
the advantage over manual periodic agitation in that it conserves time, 
requires less attention, and tends to improve the reproducibility of the 
results. 

The results of the present study, together with those of previous in¬ 
vestigations, indicate that mechanical continuous agitation during the 
citrate digestion is worthy of adoption by this Association as an alterna¬ 
tive to the present official procedure of manual intermittent agitation. 

B. EFFECT OF SULFATE ON DETERMINATION OF PjOj 
BY THE VOLUMETRIC METHOD 

The interference of sulfate in the volumetric determination of PiOt, 
whereby high results are obtained when the ammonium phosphomolyb- 
date precipitation is made at elevated temperatures, has been investigated 
by a number of workers (2, 3, 5, 14, 15, 16, 19). The subject was studied 
collaboratively by W. H. Ross, the Associate Referee on Phosphoric Acid, 
and the results were reported at the 1928 and 1929 meetings of this As¬ 
sociation (15,16). On the basis of this study the Association adopted two 
procedures for the volumetric determination of PjOj (1, pp. 22-23) appli¬ 
cable, respectively, in the presence and the absence of sulfates. The first of 
these procedures involves precipitation of the phosphomolybdate at 25- 
30®C. with constant stirring or shaking for 30 minutes, while the second 
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specifies precipitation at 4&-60°C. and the maintenance of the precipitate 
at such temperature for 30 minutes with occasional stirring. 

The fact that most fertilizers contain considerable sulfate usually re¬ 
stricts the analyst to the first of these procedures in the volumetric deter¬ 
mination of PiO( in such materials. As this necessitates the use of a 
stirring or shaking apparatus which may not be readily available to the 
anal 3 rst the provision of a volumetric procedure not requiring the use of 
such apparatus, yet applicable to the analysis of sulfate-containing ma¬ 
terials, seems desirable. Furthermore, some analysts prefer, for various 
reasons, to precipitate the phosphomolybdate at 45-50°C. instead of 25- 
30®. 

In 1907, Richardson (14) recommended that barium chloride be added 
immediately after completion of the acid digestion of the sample, in order 
to precipitate the sulfate and to eliminate its subsequent interference in 
the volumetric determination of P*Oj by the hot precipitation procedure. 
Breckenridge (3) recommended a similar modification but with the use of 
barium nitrate instead of the chloride. Also, elimination of sulfate inter¬ 
ference by precipitation as the barium salt has been studied briefly by 
Shuey (19). Recently, C. C. Howes and A. T. Blackwell* have reported 
that very satisfactory results in the volumetric determination of PjOs in 
sulfate-containing fertilizers by hot (45-50°) precipitation of the phos¬ 
phomolybdate are obtained if the sulfate is first removed by means of 10 
per cent barium chloride solution. 

The present report summarizes the results secured in a collaborative 
study of the volumetric method for PjOj, with special reference to elimi¬ 
nation of sulfate interference in the precipitation of the phosphomolyb¬ 
date at 45-50°. 

Two ordinaiy superphosphates, designated as Sample 13 and Sample 14 
and made, respectively, from Florida pebble and Tennessee brown-rock 
phosphates, were submitted to the collaborators. These were well-cured, 
run-of-pile, commercial materials. Gravimetric determinations of PjOj 
and SO* gave the following results: 


BAKPIil 

PiOi 

BOi 


ptrettU 

psremt 

13 

20.77 

32.06 

14 

20.40 

31.87 


COLLABORATORS’ DIRECTIONS FOR ANALYSIS 

1 . Determine total PiO* in each of the samples as directed in Methods of Analy¬ 
sis, A.O.A.C., 6th ed., 1946, volumetric method, pp. 22-23, sec. 2.10 and 2.12(a), 
and sec. 2.10 and 2.12(b). Prepare the solutions of the samples as directed in sec. 
2.8(a) or in sec. 2.8(b), pp. 21-22. (Certain of the collaborators were instructed to 


9 The Davison Chemical Corporation, Baltimore, Md. Private oommunicationa. 
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make the determinations on solutions prepared by method 2.8(a), others by method 
2,8(b), and two by both methods.) 

2 . Repeat the determinations on solutions prepared as follows: Proceed as di¬ 
rected in sec. 2.8(a) or 2.8(b) to the point where digestion of the sample is com¬ 
pleted, then add 20 ml of 10 per cent barium chloride solution and boil for a few 
minutes. Cool the solution and proceed with the determinations as before. 

3. As it is desired to subject the results to statistical analysis, it is requested that 
for each sample the determinations be made simultaneously on solutions prepared 
in triplicate with and without addition of barium chloride. This will require a total 
of twelve determinations on each sample, i.c., three determinations under each of the 
four sets of conditions as to use of barium chloride and as to temperature at which 
the phosphomolybdate is precipitated. It is necessary that the results of each deter¬ 
mination be reported individually. 

4. Your comments and observations concerning this investigation are requested, 
especially regarding the effect of precipitation temperature on the ease of filtering 
and washing the phosphomolybdate. 

COLLABORATORS 

1 . Allen, H. U., Ky. Agr. Expt. Sta., Lexington, Ky. 

2. Bates, D. B., Smith-Douglass Co,, Inc., Norfolk, Va. 

3. Batton, H. C., Swift & Co., Plant Food Div., Buell, Va. 

4. Blackwell, A. T., The Davison Chem. Corp., Baltimore, Md. 

5. Bollfrass, Charles, Southern Acid & Sulphur Co., Inc., Pasadena, Tex. 

6 . Chapman, N. S., Bur. Plant Ind., Soils, and Agr. Eng., Beltsville, Md. 

7. Dunn, Alice, Intern. Minerals & Chem. Corp., East Point, Ga. 

8 . P'ew, S. J., Miss. State Chem. Lab., State College, Miss. 

9. Gilbert, Roland, R. I. Agr. Expt. Sta., Kingston, R. I. 

10 . Green, U. P., Dept. Agr., Ottawa, Canada. 

11 . Koch, R. C., and Pearce, T. J., Swift & Co., Plant Food Div., Hammond, 
Ind. 

12. Lang, P. A., and Tosh, Ruth D., The Am. Agr. Chem. Co., Carteret, N. J. 

13. Leslie, E. E., The Clemson Agr. Coll., Clemson, S. C. 

14. Marshall, H. L., Southern Acid & Sulphur Co., Inc., Little Rock, Ark. 

15. Montague, H. S., Miss. State Chem. Lab., State College, Miss. 

16. Morgan, W. A., E. I. du Pont de Nemours & Co., Inc., Wilmington, Del. 

17. McAllister, Wm., Cooperative Mills, Inc., Baltimore, Md. 

18. Rader, L. F., Jr., Bur. Plant Ind., Soils, and Agr. Eng., Beltsville, Md. 

19. Rogers, C. J., Mass. Agr. Expt. Sta., Amherst, Mass. 

20. Ryder, W. A., F. S. Royster Guano Co., Norfolk, Va. 

21. Shuey, P. McG., Shuey A Co., Inc., Savannah, Ga. 

RESULTS OF ANALYSIS 

Table 5 summarizes the collaborators' results (averages of triplicate 
analyses) for total P 2 O 6 in the samples, as determined by the volumetric 
procedures with: (1) precipitation of the phosphomolybdate at 25-30°C, 
and constant stirring or shaking for 30 minutes, without prior removal of 
sulfate (official); (2) the same, with prior removal of sulfate; (3) precipi¬ 
tation of the phosphomolybdate at 46~50®C. and occasional stirring dur¬ 
ing the 30-minute period of heating at such temperature, without prior 
removal of sulfate; and (4) the same, with prior removal of sulfate. 
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Table 5. —Results far total PtOk in superphosphate as affected by removal 
of sulfate prior to precipitation of ammonium phosphomolyhdate 
at and in the volumetric procedure 




BULTATB PB181NT 

BULTATB BBMOVBD 


COL. TI MIIUJB 

OOL. 11 

OBA90B 

86-3CrC.» 

4S-6<rC.'> 

COL. in MINUS 

ooL.n 

26-8(W;.* 

45-50*C*> 

OOL. ▼ 


perettU 

per cer4 

percent 

percent 

percent 

percent 

percent 

I 

II 

III 

IV 

V 

VI 

VII 

VIII 



A. Solution of Sample by Method 2.8(a)'’ 






SAMPLE 13 




1 

20.86 

21.08 

0.22 

20.80 

20.93 

0.13 

0.07 

4 

20.95 

21.32 

0.37 

20.87 

20.92 

0.05 

-0.03 

6 

20.88 

21.75 

0.87 

20.78 

21.07 

0.29 

0.19 

7 

20.73 

21.18 

0.45 

20.68 

20.87 

0.19 

0.14 

8 

21.00 

21.60 

0.60 

21.00 

20.90 - 

-0.10 

-0.10 

10 

21.30 

21.87 

0.57 

21.07 

21.30 

0.23 

0.00 

13 

21.08 

20.98 

-0.10 

20.48 

20.47 - 

-0.01 

-0.61 

16 

20.91 

21.41 

0.60 

20.95 

20.79 - 

-0.16 

-0.12 

16 

20.93 

20.92 

-0.01 

20.81 

20.83 

0.02 

-0.10 

18 

20.87 

21.34 

0.47 

20.92 

21.08 

0.16 

0.21 

19 

20.65 

21.09 

0.44 

20.67 

20.90 

0.23 

0.25 

20 

20.83 

20.83 

0.00 

20.77 

20.77 

0.00 

-0.06 

Av. 

20.92 

21.28 

0.36 

20.82 

20.90 

0.08 

-0.02 

Min. 

20.65 

20.83 

-0.10 

20.48 

20.47 - 

-0.16 

-0.61 

Max. 

21.30 

21.87 

0.87 

21.07 

21.30 

0.29 

0.25 




SAMPLE 14 




1 

20.46 

20.58 

0.12 

20.42 

20.46 

0.04 

0.00 

4 

20.45 

20.65 

0.20 

20.42 

20.47 

0.05 

0.02 

6 

20.30 

21.14 

0.84 

20.21 

20.41 

0.20 

0.11 

7 

20.21 

20.57 

0.36 

20.18 

20.37 

0.19 

0.16 

8 

20.40 

21.08 

0.68 

20.40 

20.40 

0.00 

0.00 

10 

20.73 

21.60 

0.77 

20.73 

20.90 

0.17 

0.17 

13 

20.97 

21.00 

0.03 

20.42 

20.58 

0.16 

-0.39 

15 

20.41 

20.86 

0.45 

20.31 

20.40 

0.09 

-0.01 

16 

20.61 

20.48 

-0.13 

20.44 

20.61 

0.07 

-0.10 

18 

20.43 

20.84 

0.41 

20.43 

20.53 

0.10 

0.10 

19 

20.14 

20.32 

0.18 

20.13 

20.20 

0.07 

0.06 

20 

20.40 

20.47 

0.07 

20.40 

20.40 

0.00 

0.00 

Av. 

20.46 

20.79 

0.33 

20.37 

20.47 

0.10 

0.01 

Min. 

20.14 

20.32 

-0.13 

20.13 

20.20 

0.00 

-0.39 

Max. 

20.97 

21.50 

0.84 

20.73 

20.90 

0.20 

0.17 


* With ooDstant stirring or shaking. 

^ With occasional stirring. 

0 30 ml. HNO« and 3-5 ml. HGl. 

** 16-30 ml. HCl and 3-10 ml. HNOi. 

* Samples 13 and 14, solution method 2.8(a)* 

* Samples 13 and 14, solution method 2.8(b). 

< Sample 13, solution methods 2.8to) and 2.8(b). 
^ Sample 14, solution methods 2.8(a) and 2.8(b). 
i All samples and all solution methods. 
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Tabud 6.— {continued) 



BULFATI PBMBHT 


■UXiTATB nilOFXD 


COL. T1 IXXNini 

COL. XI 

OBATOB 

aM0*a» 

ooL.mMunm 

OOIt. XX 

26-8(rC.» 

4W(rc.*» 

C»X.. Y 


prcfnl 

p«r efitt 

pnenU 

peremU 

per otnl 

percent 

percent 

I 

U 

m 

IV 

V 

VI 

vn 

vm 



B. Solution of Sample hy Method 2.8(b)^ 






SAMPLE 13 




2 

21.04 

21.90 

0.86 

20.76 

20.87 

0.11 

-0.17 

3 

20.81 

21.12 

0.31 

20.71 

20.81 

0.10 

0.00 

5 

20.72 

21.09 

0.37 

20.25 

20.61 

0.36 

-0.11 

6 

21.02 

21.60 

0.58 

20.90 

20.81 - 

•0.18 

-0.21 

9 

20.69 

20.87 

0.18 

20.68 

20.73 

0.05 

0.04 

11 

20.76 

20.84 

0.08 

20.76 

20.66 - 

-0.10 

-0.10 

12 

20.98 

21.81 

0.83 

20.73 

20.95 

0.22 

-0.03 

14 

21.54 

21.84 

0.30 

21.55 

21.51 - 

-0.04 

-0.03 

17 

20.80 

20.96 

0.16 

20.39 

20.84 

0.45 

0.04 

18 

20.99 

21.40 

0.41 

20.82 

21.01 

0.19 

0.02 

21 

21.01 

21.10 

0.09 

20.96 

20.97 

0.01 

-0.04 

Av. 

20.94 

21.32 

0.38 

20.78 

20.89 

0.11 

-0.05 

Min. 

20.69 

20.84 

0.08 

20.25 

20.61 - 

-0.18 

-0.21 

Max. 

21.54 

21.90 

0.86 

21.55 

21.51 

0.45 

0.04 




SAMPLE 14 




2 

20.49 

21.31 

0.82 

20.33 

20.44 

0.11 

-0.05 

3 

20.26 

20.56 

0.30 

20.24 

20.24 

0.00 

-0.02 

5 

20.26 

20.70 

0.44 

20.04 

20.10 

0.06 

-0.16 

6 

20.52 

21.02 

0.50 

20.47 

20.27 - 

-0.20 

-0.25 

9 

20.19 

20.42 

0.23 

20.26 

20.28 

0.02 

0.09 

11 

20.33 

20.48 

0.15 

20.22 

20.24 

0.02 

-0.09 

12 

20.46 

21.19 

0.73 

20.24 

20.39 

0.15 

-0.07 

14 

20.79 

20.96 

0.17 

20.91 

20.84 - 

-0.07 

0.05 

17 

20.20 

20.66 

0.46 

19.82 

20.42 

0.60 

0.22 

18 

20.47 

20.85 

0.38 

20.37 

20.40 

0.03 

-0.07 

21 

20.47 

20.58 

0 .11 

20.32 

20.36 

0.04 

-0.11 

Av. 

20.40 

20.79 

0.39 

20.29 

20.36 

0.07 

-0.04 

Min. 

20.19 

20.42 

0.11 

19.82 

20.10 - 

-0.20 

-0.25 

Max. 

20.79 

21.31 

0.82 

20.91 

20.84 

0.60 

0.22 




C. Grand Averages 



• 

20.69 

21.03 

0.34 

20.59 

20.68 

0.09 

-0.01 

t 

20.67 

21.05 

0.38 

20.53 

20.62 

0.09 

-0.05 

B 

20.93 

21.30 

0.37 

20.80 

20.89 

0.09 

-0.04 

h 

20.43 

20.79 

0.36 

20.33 

20.41 

0.08 

-0.02 

I 

20.68 

21.04 

0.36 

20.56 

20.65 

0.09 

-0.03 
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COMMENTS OF COLLABORATORS 

H, C, Batton, —It is my opinion that there is little, if anything, to choose be¬ 
tween cold precipitation of ammonium phosphomolybdate without prior precipita¬ 
tion of sulfates, and precipitation at 45-50*^0. after sulfates have been removed. In 
fact, for a period of almost 15 years, I have been determining total phosphate by 
sulfate removal and hot precipitation on presumably identical portions of samples 
which have been analyzed by another laboratory by cold precipitation without re¬ 
moval of sulfates. I estimate that, during that time, such comparative analyses have 
been made on about 2,000 samples, with very few instances in which significant dif¬ 
ferences occurred. In fact, only two of all those samples had to be sent to a referee 
for final settlement. 

Charles Bollfrass, —As was expected, the samples precipitated at the higher 
temperature yielded larger particles which came down more rapidly and were more 
easily filtered and washed. However, the precipitates obtained at 25-30®C. were en¬ 
tirely manageable and satisfactory from the standpoint of filtering and washing 
ease. Elimination of the sulfate did not seem to affect the particle size of the precipi¬ 
tate. Commenting without knowledge of the true analyses, it would seem that either 
precipitation at 25-30®C. without prior removal of the sulfate or precipitation at 45- 
50®C. with prior removal of the sulfate, yields reproducible although slightly di¬ 
vergent results. In addition to the information requested, experiments were run to 
determine the effect of the rate of barium chloride addition. These results indicated 
that the speed of addition had little or no effect on the per cent total P 2 OJ determina¬ 
tion at either temperature. 

N. S. Chapman. —Filtering and washing was not facilitated by precipitating the 
phosphomolybdate at 45-50®C. 

Alice Dunn, —No difference was noted in the ease of filtering and washing the 
phosphomolybdate in any of the precipitations. We use suction filters with paper 
pulp mats. A small error is introduced in the sulfate precipitation method by the 
displacing effect of the barium sulfate. However, it appears this error would change 
the PjOi result only about 0.03-0.04 per cent. 

S, J, Few and H. S. Montague. —No difficulty in filtering when sulfates were pre¬ 
cipitated. 

Roland Oilbert. —No differences were noticed in filtration and washing the yel¬ 
low precipitate, nor were any difficulties encountered under any of the conditions. 
The yellow precipitate was filtered on Whatman No. 7 paper. 

P. A. Lang and Ruth D. Tosh. —At 45-50®C. the solutions filtered more rapidly 
than at 25-30®C. with and without removal of sulfate. This, however, is of no real 
help, as we filter by gravity using a long-stem fluted funnel and a No. 40, 11 cm. 
Whatman filter paper which filters rapidly at both of the above temperature ranges. 

E. E. Leslie. —At the temperature of 45-50®C. the “yellows” tend to cling to the 
Phillips beakers, making the washings more difficult. Also, they go through the filter 
pads more easily than at the lower temperature. 

H. L. Marshall. —The solution, diluted with 50 ml. of water, was treated with 
barium chloride and boiled for 3 minutes. No effect was noticeable on the filtration 
of the phosphomolybdate. We use Moore-Shimer filters (Whatman No. 42 paper). 

Wm. McAllister. —The temperature of precipitation did not seem to influence, 
to a very great degree, the amount of creeping of the precipitate. 

W. A. Morgan. —The yellow precipitates were filtered in Shimer tubes through 
packed filter paper pulp (Whatman No. 1). Precipitates obtained at45-50®C. seemed 
to filter more rapidly. 

L. P. Rader^ Jr. —Little or no difference in rate of filtering and ease of washing 
the phosphomolybdate precipitates was observed. More complete removal of the 
sulfate appears to be obtained by adding the barium chloride directly to the hot acid 
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digestate than by diluting the digestate before adding the chloride. The amounts of 
sulfate remaining in solutions after treatment by adding barium chloride directly 
to the hot digestates were determined with the following results: 


BAMPliB 

TOTAL 

so* 

8 O 1 BSMAnriNO AfTiB BaCli tbbatiibnt or bolution 

PEBPARBO BT MBTHOD 

2.8(b)^ 

2 . 8 (b)*» 

IN BOLUTION 

PORTION or 

TOTAL 

IN BOLUTION 

PORTION or 

TOTAL 


per eml 

percent 

percent 

percent 

percent 

13 


1.00 

3.1 


0.7 

14 


1.51 

4.7 

! 

0.57 

1.8 


• 30 ml. HNO. and 3-6 ml HCI 
16-30 ml. HCI and 3-10 ml. HNO*. 


C. J, Rogers .—No significant difference was observed in the ease of filtering or 
washing of precipitates by the different methods. 

P. McG. Shuey .—Results are slightly lower when barium chloride is added both 
by the hot and cold precipitation methods, despite the fact that the precipitated 
barium sulfate is separated by filtration. It appears, therefore, that the barium sul¬ 
fate formed has the tendency to drag down some PiOj. The regular official method 
appears more accurate. 

INTERPRETATION OF RESULTS 

With very few exceptions the data of the 46 comparisons given in Table 
5, columns II and III, agree with those of previous investigators in show¬ 
ing that, in the presence of sulfate, precipitation of the phosphomolybdate 
at 45~50''C. leads to considerably higher values for P 2 OB than does pre¬ 
cipitation at 25-30°. Removal of the sulfate prior to hot precipitation of 
the phosphomolybdate usually brings the values into much closer agree¬ 
ment (compare columns IV and VIII). Under these conditions the values 
obtained by hot precipitation are actually lower than those by cold pre¬ 
cipitation in slightly more than half of the 46 comparisons (column VIII). 

With cold precipitation of the phosphomolybdate the values obtained 
when sulfate is removed (column V) are usually lower than those obtained 
when sulfate is not removed (column II). Likewise, in the collaborative 
studies conducted by Ross (15, 16) it was found that with cold precipita¬ 
tion the results on sulfate-free samples were nearly always lower than 
those on the same samples to which sulfate had been added. This would 
seem to indicate some interference by sulfate even when the precipitation 
is made at room temperature. 

It will be noted that when sulfate is removed the values obtained with 
hot precipitation (column VI) are usually higher than those obtained with 
cold precipitation (column V). A similar trend in results has been reported 
by Ross (15, 16) on sulfate-free samples under like conditions of tempera¬ 
ture. 

With removal of sulfate the trend appears to be toward somewhat 
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higher values for PsOs when solution of the sample is effected by method 
2.8(a) (30 ml HNOs and 3-5 ml HCl) as compared with solution by 
method 2.8(b) (15-30 ml HCl and 3-10 ml HNOa), whether the phospho- 
molybdate is precipitated at 25-30® (column V) or 45-50° (column VI). 
For the same sample and precipitation temperature, however, the average 
difference in all results by the two methods of solution is small and is 
within the range of permissible variance. 

Statistical analysis, by means of the standard analysis of variance pro¬ 
cedure, was made of the combined results of each collaborator. Variations 
among the results of the replicate determinations by each collaborator 
were ignored, as these were generally very small in comparison with the 
differences among the average results obtained by the individual collabo¬ 
rators. 

The results of this analysis indicate that the values obtained by precipi¬ 
tating the phosphomolybdate at 25-30° without first removing the sulfate 
are not significantly different at the 5 per cent level from those obtained 
when the sulfate is removed and the precipitation is then made at 45-50°. 
Likewise, removal of the sulfate does not affect the values significantly 
when the subsequent precipitation is made at 25-30°. With precipitation 
at 45-50°, on the other hand, removal of the sulfate results in much lower 
values, and the difference is significant at the 0.1 per cent level. Under 
comparable conditions, the values are not affected significantly by the 
method of dissolving the sample. 

CONCLUSIONS 

In the volumetric determination of P 2 O 6 in sulfate-containing fertilizers, 
removal of the sulfate as the barium salt followed by precipitation of the 
phosphomolybdate at 45-50° with occasional stirring gives results which 
are generally in good agreement with those obtained by the official method 
in which the sulfate is not removed but the precipitation is made at 25-30° 
with constant stirring or shaking. Removal of the sulfate followed by hot 
precipitation of the phosphomolybdate has the advantage that it does not 
require the use of a stirring or shaking apparatus—equipment which may 
not be readily available to the analyst. The results of the present study 
indicate that this procedure is worthy of adoption by this Association as 
an alternative method for the determination of P 2 OB. 
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RECOMMENDATIONS* 

It is recommended— 

(1) \That the first six sentences of Methods of Analysis, A,O.A,C., 1945, 


* For report of Suboommittee A and action by the Awociation, eee Thit Journal, 31,42 (1948). 
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p. 24, sec. 2.16(a), acidulated samples, lines 1-11, be changed to read: 

'‘After removing water-soluble PiOi, 2.13, transfer the filter and residue, within a 
period not to exceed 1 hour, to 200 or 250 ml flask containing 100 ml NH 4 citrate 
soln previously heated to 65®. Close flask tightly with a smooth rubber stopper, 
shake vigorously until filter paper is reduced to pulp, relieve pressure by momen¬ 
tarily removing stopper, and proceed by one of the following methods: ( 1 ) Loosely 
stopper flask to prevent evaporation, place in water bath regulated to maintain con¬ 
tents of flask at exactly 65®, keep level of HjO in bath above that of citrate soln in 
flask, and shake every 5 min.; (2) continuously agitate contents of stoppered flask 
by means of apparatus equipped to maintain contents of flask at exactly 65®. At 
expiration of exactly 1 hour from time filter and residue were introduced, remove 
flask from bath or apparatus and immediately filter contents as rapidly as possible 
through Whatman filter paper No. 5 or other paper of equal speed and reten¬ 
tiveness.*' 

(2) That the present paragraph of Methods of Analysis, A.O.A.C., 1945, 
p. 23, sec. 2.11, preparation of solution, be designated as (a) and be termi¬ 
nated with the words ^‘suitable solvent,'^ and that a second paragraph be 
added to read: 

"(b) Not applicable in preparation of aolns by sulfuric acid digestion. —Proceed as 
directed under 2.8(a), (b), or (c), preferably (a) when these acids are a suitable sol¬ 
vent, to point where acid digestion of sample is completed. Add 25 ml of 10 % BaClt 
soln to the hot digestate, boil ca 2 min, and continue as directed under 2.8.** 

(3) That sec. 2.12 of Methods of Analysis, A.O.A.C., 1945, p. 23, be 
changed as follows: 

( 1 ) At the beginning of sec. 2.12(a) add the sentence, "Prepare soln of sample as 
directed under 2.11(a).** 

(2) In sec. 2 . 12 (b) delete the phrase, "Not applicable to superphosphate and 
other fertilizers that contain sulfates (5),** and begin the section with the new sen¬ 
tence, "Prepare soln of sample as directed under 2 . 11 (b).** 

(3) Add a new section to read: 

"(c) Not applicable to superphosphate and other fertilizers that contain sulfate or to 
solns prepared with the aid of sulfuric acid {5). —Prepare soln of sample as directed 
under 2.11(a). Proceed as directed under (b).** 

(4) That the other phosphate investigations recommended in the re¬ 
ports of the Referee on Fertilizers (6) and the Associate Referee on Phos¬ 
phoric Acid (10) presented at the preceding meeting of this Association 
(October 14-16, 1946) be undertaken. 
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REPORT ON MOISTURE IN FERTILIZERS 

By W. L. Hill (Bureau of Plant Industry, Soils, and Agricultural 
Engineering, Beltsville, Md.), Associate Referee 

With his report on Moisture in Fertilizers in 1946 Dr. Ross closed his 
work on moisture. Death intervened before the report was presented for 
publication and the manuscript was not found among the deceased's 
papers. The single recommendation, it is recalled, provided for a col¬ 
laborative study of the present A.O.A.C. method, the air-flow method and 
the vacuum-drying method for determining moisture. A paper read by 
Dr. Ross at the 1944 meeting reviewed his moisture work and discussed 
the performance of the air-flow and vacuum-drying methods on am¬ 
monium nitrate and other fertilizer materials, but did not describe the 
procedures for the methods. This paper and one on the air-flow method 
appeared in the November issue of the Association's Journal, Vol. 30,1947. 

In view of the publication status of previous work the consensus of 
opinion last year was that the recommended collaborative work should 
not be undertaken this year. At the same time the Referee on Fertilizers 
suggested that, if possible, exploratory work be done on the use of ether 
as an extractant for moisture and on the use of low-boiling azeotropes. 
It has not been possible to conduct the suggested work this year. Since 
the delay of one year has not lessened the need for a collaborative study 
of methods, the recommendation of last year is retained and the proce¬ 
dures proposed for the air-flow and vacuum-drying methods are attached 
as a part of this report. 

RECOMMENDATION* 

It is recommended that a collaborative study be made comparing the 


* For report of Suboommittee A and action by the Association, see Thit Journal, 31,42 (1948). 
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present A.O.A.C. method with the air-flow and vacuum-drying methods 
for determining free moisture in fertilizer materials and mixed fertilizers. 

PRBB MOISTURE IN FERTILIZERS 

Air-flow Method 
APPARATUS 

(A) Manifold Assembly ,—A metal box (Fig. 1) 10iX2iXli inches in size is 
equipped with a i-inch nipple centrally located on one side for attachment to a vac¬ 
uum line, and 6 1 i-inch tapered stopper seats evenly spaced along the top to ac¬ 
commodate No. 6, one-hole, rubber stoppers. A 1 i-inch length of light metal tub¬ 
ing, i inch in diameter, extends through each rubber stopper to a height of i inch 
above the surface for the purpose of centering a fritted glass crucible over the hole 
in the stopper. Since the crucible is held in place by suction, it is necessary to grind 
a smooth surface on the lower edge of each fritted glass crucible and on the surface 
of the stopper in order to insure an air-tight connection between the edge of the 
crucible and the stopper when air is being drawn through the sample in the crucible. 

(B) Crucibles ,—Pyrex glass, approximately 11 inches tall, 1A inches in diameter 
and having a J-inch fine-porosity fritted glass plate. Individual crucibles of a set 
should all have approximately the same porosity. A matched set may be obtained 
by selecting several that pass a given quantity of air at constant pressure in approxi¬ 
mately the same length of time. 


4 To Vocuum Goge 
I ond Pump 



CROSS SECTION 

Fig. 1. —Manifold for Use in Determining Moisture by 
the Air-flow Method 
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(C) Vacuum Gage »—A standard instrument for insertion in the rubber vacuum 
tine between the source of suction and the manifold. 

(D) Constant Temperature Oven ,—A standard laboratory oven, preferably of 
the type vented so that Incoming air passes directly over the heating coils. 

DETERMINATION 

Weigh 2 g of prepared sample, 2.2, in a tared, fritted glass crucible. (Extremely 
hygroscopic or damp materials should be weighed out of difference in covered cruci¬ 
bles.) Place crucible on manifold in the oven at GO**. Aspirate for 2 hours under 15 
in. of vacuum. Cool in desiccator, for 30 min. and reweigh. Calculate percentage loss 
in weight. 

Vacuumrdrying Method 
DETERMINATION 

Place 4 g of prepared sample, 2.2, in a short-type, tared weighing dish of a size 
not less than 2 in. in diameter. (Extremely hygroscopic or damp materials should 
be weighed out of difference in covered dishes.) Place in a vacuum desiccator over 
anhydrous magnesium perchlorate for 16 hours under not less than 25 in. of vacuum. 
Eeweigh and calculate percentage loss in weight. 

Note: A drying period of 16 hrs. represents over-night drying. The average 
type of fertilizer will release its free moisture in 3-6 hrs. However, over-night drying 
insures best results, especially on very damp materials and on samples containing 
high amounts of adsorbed water. 

REPORT ON NITROGEN IN FERTILIZERS 

By M. P. Etheredge (Mississippi State Chemical Laboratory, 
State College, Mississippi), Associate Referee 

Last year, A. L. Prince pointed out in his report to the Association 
{This Journal, 30, 228, 1947) the importance of better agreements on the 
determination of ammonium nitrate. He was somewhat disappointed that 
so few of his collaborators had tried the Devarda procedure. Therefore, 
it was recommended that further collaborative work be done on methods 
of determining nitrogen in ammonium nitrate, with special reference to 
the Devarda alloy method. 

It was further c^led to the attention of the Association that fertilizers 
with high nitrates and chlorides were difficult to check, and quite often 
the nitrogen content was reported as being far lower than the theoretical 
amount present. 

With this in mind, three samples were selected for analysis. Sample 
No. 1 was a pure ammonium nitrate. Sample No. 2 was a commercial 
grade of ammonium nitrate. Sample No. 3 contained a large amount of 
sodium nitrate and potassium chloride. 

Samples Nos. 1 and 2 were to be analyzed by the Devarda procedure, 
distilled with magnesium oxide and, also, with a small amount of sodium 
hydroxide. Collaborators were asked to use a Corning bulb of the type 
No. 2020 or No. 2040. This latter bulb, the Iowa type, was included be- 



1948] 


BTHBBBDGB: report on NITROGBN in FBRTILI2ERB 


237 


cause some laboratories use it. It has been the experience of the Associate 
Referee over a period of years that this bulb will produce a higher and 
less consistent blank than the other type. Collaborators were asked to use 
a blank. 

Owing to the rapidly growing interest in the formaldehyde-titration 
procedure, collaborators were later asked to use this procedure for the 
two samples of ammonium nitrate which were sent out for study. 

Collaborators were asked to determine nitrogen in the mixed fertilizer, 
sample No. 3, by the Kjeldahl method, 2.27. Also enclosed was a copy of 
the procedure suggested to the Association by Mr. Shuey last fall. Later, 
the collaborators were asked to try the method of Dyer and Hamence, 
[Analyst, 63, 866 (1938)]. 

The samples were sent to twenty-six collaborators. The Associate Ref¬ 
eree is grateful to those reporting their results in time to make this report 
possible. Also, we are indebted to J. W. MacKay, Chief Chemist, North 
American Cyanamid, Niagara Falls, Canada, for furnishing both samples 
of the ammonium nitrate. The list of the collaborators follows: 

II. L. Willis and A. C. Wark, New Jersey Exp. Sta., New Brunswick 

D. M. Salter, Ohio Department of Agriculture, Columbus 

C- A. Butt and W. 11. Banks, Int. Min. & Chem. Co., East Point, Georgia 

L. J. Hardin and H. S. Johnson, Jr., Tenn. Agr. Exp. Sta., Knoxville 

II. C. Koch and J. B. Hulsey, Swift & Co. Fert, Works, Hammond, Indiana 
J. S. Kuzmeski and A. F. Spelman, Agr. Exp. Sta., Amherst, Massachusetts 
Gordon Hart, Asst. State Chemist, Tallahassee, Florida 
A. N. Lineweaver and C. T. McCloud, Royster Guano Co., Norfolk, Va. 

C. V. Marshall, Dept, of Agriculture, Ottawa, Canada 

Ralph D. Miller, Chief Chemist, Spencer Chem. Co., Pittsburg, Kansas 

D. B. Bates, Smith-Douglass Co., Norfolk, Virginia 

O. W, Ford and R. H. Hedrick, Agri. Exp. Sta., Lafayette, Indiana 

C. O. Willits, In Charge Analytical Section, Eastern Reg. Lab., Philadelphia 

P. R. Bidez, Alabama Dept. Agr., Auburn 

W. A. Morgan, Ammonia Dept., Du Pont, Wilmington 

J. W. MacKay, North American Cyanamid, Niagara Falls, Canada 

M. M. Phillippe, Clemson Agr. College, Clemson, South Carolina 
C. B. Jacobs, Davison Chem. Corp., Baltimore 

H. R. Allen, Kentucky Agr. Exp. Sta., Lexington 

C. Reynolds Clark, State Chemist, Atlanta, Georgia 

Guy S. Mitchell, Chief Chemist, Lion Oil Co., El Dorado, Arkansas 

John B. Smith, Chemist, Rhode Island Exp. Sta., Kingston 

Philip McG. Shuey, Savannah, Georgia 

C. 0. Hurst and Archie G. McKee, Mississippi State Chem. Laboratory 
Geo. C. Bollinger, Am. Agr. Chem. Co., Baltimore 

The results on the three samples are given in Tables 1, 2, and 3. 

PROCEDURE OF REPORTING 

Results were not calculated to dry basis. The reasoning on this was 
that the variations on moisture determinations are too great. Where more 
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Table 1. —Sample No, 1, Total nitrogen in pure ammonium nitrate 


▲HALrOT 

DBVABDA 

HaTHOD 

MgO 

niBTILI.ATION 

NaOH 

DISTILLATION 

rOBMALDlBTDB 

TITBATION 

llOISTinUD 


poreont 

per e§rU 


percent 

percent 

1 

34.80 

34.70 



0.39 

2 

34.91 

34.82 




3 

34.79 

34.88 

34.94 

34.70 

0.13 

4 

34.67 

34.86 

34.70 

34.79 

0.02 

5 

34.63 

34.60 

34.40 

34.77 

0.50 

6 

34.41 

34.24 

34.35 

34.28 

0.20 

7 

34.58 

34.60 

34.56 

34.80 

0.27 

8 

34.83 

35.00 

34.68 


0.18 

9 

35.09 

34.72 

34.70 

35.06 


10 

34.46 

34.85 

34.70 

34.94 

0.00 

11 

34.82 

34.76 

34.79 



12 

35.26 

34.99 

35.22 

34.96 

0.51 

13 

34.77 

34.71 

34.75 


0.10 

J4 

34.76 

34.60 

34.60 



15 

34.89 

34.98 

35.02 

34.94 

0.05 

16 

34.34 

34.50 

34.62 

34.38 


17 

34.97 

34.67 

34.70 



18 

34.48 

34.50 

34.56 


0.18 

19 

34.83 

34.88 

34.92 

34.89 

0.28 

20 

30.40 

34.40 


34.78 

3.31 

21 




34.96 

0.10 

22 

34.57 

34.48 

34.72 

34.67 

0.26 

23 

34.89 

34.84 

34.78 

34.66 

0.21 

24 

34,90 

34.85 

34.90 

34.92 

0.13 

25 

34.81 

34.87 

34.90 

34.86 

0.05 


than one bulb was used, merely the Corning No. 2020 was reported. This 
seems to be the most used bulb. One collaborator used the Davisson bulb, 
and two used the Iowa bulb, Corning No. 2040. 

Owing to a late start this year, it seemed best to defer work on bulbs 
and traps. The Goessman trap is not necessary if one has a long condens¬ 
ing surface. The Davisson bulb may offer an advantage over the Corning 
No. 2020 in the Devarda procedure where there is a large blank. A paper 
describing a new connecting bulb^ was presented at the meeting which 
may give us a basis for future work on this score. 

DISCUSSION OF RESULTS 

Sample No, 1: 

This sample was of C. P. grade, and it theoretically contained 34.98% 
nitrogen (dry basis). If we glance at the results by the Devarda procedure, 
we see one result very low and two results slightly high. Over half of the 
other results approach this theoretical amount. 

There were no absurd low or high results by the MgO distillation pro- 


> C. O. WillitA, H. J. John, and L. R. Ross, Thit Journal, page 432. 
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Table 2.— Sample No. 2. Total nitrogen in commercial ammonium nitrale 


ANALYST 

DSVABDA 

MXTBOD 

MgO 

DISTILLATION 

NaOH 

DISTILLATION 

rOBMALDBRTDS 

TITBATION 

MOISTUBI 


prremi 

prreerU 

ptrcrnl 

per citU 

percent 

1 

33.80 

33.96 

33.98 


0.45 

2 

33.70 

33.64 

33.98 


0.56 

3 

33.94 

34.06 

34.06 

33.66 

0.30 

4 

33.55 

33.76 

33.72 

33.78 

0.14 

5 

33.80 

33.53 

33.53 

33.67 

0.68 

6 

33.08 

33.06 

33.15 

32.96 

0.87 

7 

33.52 

33.52 

33.60 

33.84 

0.00 

8 

34.00 

34.00 

33.80 


0.26 

9 

33.83 

33.56 

33.58 

33.85 


10 

33.58 

33.97 

33.84 

34.01 

0.00 

11 

33.87 

33.77 

33.69 



12 

34.50 

34.00 

34.36 

34.04 

0.51 

13 

33,78 

33.66 

33.62 


0.25 

14 

33.66 

33.60 

33.50 



15 

33.86 

33.80 

33.78 

34.00 

0.17 

16 

33.32 

33.48 

33.43 

33.56 


17 

33.97 

33.73 

33.90 



18 

33.80 

33.88 

33.76 


0.28 

19 

33.80 

33.76 

33.84 

33.87 

0.41 

20 

29.90 

33.00 


33.86 

2.73 

21 




34.09 

0.03 

22 

33.58 

33.76 

33.44 

33.64 

0.43 

23 

33.62 

33.71 

33.66 

33.42 

0.40 

24 

33.88 

33.81 

33.89 

33.90 

0.29 

25 

33.84 

33.81 

33.89 

33.75 

0.22 


cedure. There were two high results when using sodium hydroxide for 
distillation. The approach to the theoretical amount w as about the same 
order as by the Devarda procedure. Of course, the ammoniacal nitrogen 
was multiplied by tw o. 

It is regrettable that all did not try the formaldehyde titration method, 
since this probably offers the simplest possible method for the determi¬ 
nation of nitrogen in ammonium nitrate. A cursory examination of the 
results submitted will show that this procedure seems to give equally as 
good results as the other methods. This procedure is described in a paper 
which was presented at the last meeting entitled “Method for Rapid De¬ 
termination of Total Nitrogen in Ammonium Nitrate Fertilizer.’’* 

Sample No. 2: 

This sample theoretically contained 33.85% nitrogen. There w^as one 
very low result and two high results by the Devarda procedure. A ma¬ 
jority of the analysts approached the theoretical amount, or were slightly 
over. 


* Ralph D. Miller, ThU Journal, page 373. 
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TabiiB 3.— Sample No, S. Total niiroffen in mixed fertUixer 
(high Moride nitrate) 


AJfALTBt 

UXLMHL 

(«7) 

SBVIT 

IISTBOD 

PTIR 

RAMINCI 

UIUUBL 
(OOUBLB SALICTUC) 

1 

per e«nl 

10.50 

percent 

10.86 

percent 

per cent 

2 

10.20 




3 

10.80 




4 

10.52 




5 

10.70 




6 

10.55 




7 

10.70 

10.60 



9 

10.03 

9.58 



11 

10.45 




12 

10.78 




13 

10.62 


1 


14 i 

10.83 




15 

10.74 

10.75 


i 

17 

10.58 




18 

10.47 




19 

10.45 




20 

10.40 




22 

10.68 




23 

10.61 

10.97 



24 

10.75 

10.74 

10.86 

10.86 

25 

10.82 

10.84 




The nitrogen obtained by doubling the ammoniacal nitrogen produced 
by distillation with magnesium oxide and sodium hydroxide compares 
favorably with that obtained by the Devarda procedure. There are very 
few high results; but several failed to obtain the theoretical amount. Here, 
again, the formaldehyde titration shows up quite well. 

Sample No. S: 

This sample was prepared in the Mississippi State Chemical Labora¬ 
tory. The theoretical composition was 11.0-3.7-10.8. The nitrogen was 
from nitrate of soda and the potassium from potassium chloride. 

No one obtained the theoretical amount of nitrogen by the Kjeldahl 
procedure (2.27). It is unfortunate that so few tried out the Shuey method, 
and the procedure suggested by Dyer and Hamence. One collaborator 
obtained 10.86 by this latter p^rocedure, and he also obtained this amount 
when doubling the amount of salicylic in method 2.27. Another analyst 
obtained 10.97 by the Shuey method. 

In Mississippi a 4% tolerance on the total value is allowed before a 
manufacturer is penalized. This t3rpe of material can certainly be deter¬ 
mined within a 4% tolerance. However, many States are not so liberal; 
therefore, it is necessary to find a more exacting procedure. 
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OTHER METHODS 

One analyst used the Ulsch method as revised by Street and obtained 
34.84 and 33.85 per cent, respectively, on the two ammonium nitrate 
samples. This is probably best known as the Reduced Iron Method. 

Another analyst used the Ferrous Sulfate-Zinc-Soda Method and ob¬ 
tained 34.92 and 33.76, respectively. 

One analyst used Arnd alloy. He obtained 34.60, vs. his 34.80 with 
Devarda alloy, on sample No. 1; and he obtained 33.50, vs. 34.60 on sample 
No. 2. It has always been found in the Mississippi State Chemical Labo¬ 
ratory that the Ajnd alloy gives lower results than the Devarda alloy. 

Several collaborators reported results by the Devarda method on sam¬ 
ple No. 3. These results were not given. They would apply to this par¬ 
ticular mixture; however, not in general to this type of mixture. 

COMMENTS BY COLLABORATORS 

Analyst 1 believes that the Reduced Iron Method still has a place in our Book of 
Methods. 

Analyst 7 gives a warning to the dangers of using selenium as a catalyst. 

Analyst 9 prefers method 2.28 to 2.27. 

Analyst 12 thinks that either the magnesium oxide distallation, or the formalde¬ 
hyde titration, offers a simpler approach to the determination of nitrogen in ammo¬ 
nium nitrate. 

Analyst IS gives analyses and a detailed discussion of bulbs. Out of deference 
to his paper which was presented to the Association, we shall omit the discussion 
here. 

Analyst 15 brings out a good point. He suggests that the limitations should be 
worked out on method 2.27 for high nitrate-chloride mixtures. 

Analyst 16 found no difference by Devarda procedure using a Goessman trap. He 
also points out the necessity of calcining the magnesium oxide, and the importance 
of using a small amount of sodium hydroxide for ammoniacal distillation of ammo¬ 
nium nitrate. He further warns us of the necessity of having conditions just right for 
the formaldehyde titration. 

Analyst 19 prefers to allow his Devarda determinations to stand overnight before 
distilling. 

Analyst 20 thinks the formaldehyde procedure is very simple. 

Analyst 2S also thinks the formaldehyde procedure offers possibilities; however, 
he suggests using a smaller amount of sample. 

CONCLUSIONS AND RECOMMENDATIONS* 

All four methods, when properly handled, show possibilities for ap¬ 
proaching the theoretical amount of total nitrogen in ammonium nitrate. 
The formaldehyde-titration procedure seems to be the simplest. There 
are apparently enough data available to set it up as a tentative method. 
However, more work and comparison are recommended before adopting 
it as official. 

More work should be done on the nitrate-chloride mixtures. Working 
with dry samples, keeping our size of sample low, and increasing our 


* For report of Subcommittee A and action by the Aaeociation, aee This Journal. 31,42 (1948). 
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salicylic, a nearer approach to the theoretical amount of nitrogen is possi¬ 
ble. 


No report was given on magnesium and manganese, or on acid- and 
base-forming quality. 


REPORT ON POTASH 

By O. W. Ford (Purdue University Agricultural Experiment 
Station, Lafayette, Ind.), Associate Referee 

In accordance with the recommendations of the Association that work 
on the details of the method for the determination of potash in commercial 
fertilizers be continued {This Journal, 30, 228, 1947), referee work was 
conducted this year by collaboration. A copy of the proposed work and a 
set of fertilizer samples were sent to each chemist who had expressed a 
willingness to collaborate. This report summarizes the results of the four¬ 
teen chemists who found time to do the work and report to the Associate 
Referee. 

Collaborative work on potash in fertilizers was directed to studies of the 
effect of increasing the concentrations of ethyl alcohol and formula 30 
alcohol, and of saturating with potassium chloroplatinate the acid-alcohol 
from ethyl and formula 30 alcohols at different concentrations. 

OUTLINE OF COLLABORATIVE WORK ON POTASH IN 1947 
Suggestions to Collaborators 

If collaborators cannot do all of the work outlined, they should complete indi¬ 
vidual sections. In reporting results, the report should include the kind of alcohol 
used, the amount used for each determination, and the concentration in terms of 
per cent by volume. Record all individual determinations as well as the average. 
Report by August 15, 1947. Contact the Associate Referee in case of doubt as to 
directions. Report all results by washing out the K 2 PtCl 6 and weighing back. All 
should remember that the present official method calls for 80% ethyl alcohol by 
volume and when used the temperature of it should not exceed 30°C. 

Samples selected for this work are a composite of several manufacturers* sam¬ 
ples and should analyze approximately as follows: Sample number 4, analysis 
0-9-27; sample number 5, analysis 3-9-18; sample number 6, analysis 0-0-55; sample 
number 8, analysis 4-12-8. All collaborators are urged to prepare a composite solu¬ 
tion from each sample for all determinations. 

PBOCEDTTBE 

Section 7 (80% ethyl alcohol and/or 80% formula 30 alcohol).— 

A. Make six determinations of potash on samples 4, 5, 6, and 8 by the official 
method using 80% by volume ethyl alcohol and/or 80% formula 30 alcohol. 

B. Repeat A, except that the acidified 80% ethyl alcohol or 80% formula 30 al¬ 
cohol is previously saturated with KsPtCle* 

Section II (85% ethyl alcohol and/or 85% formula 30 alcohol).— 

A. Repeat section I, A, except that 85% ethyl alcohol or 85% formula 30 alcohol 
be used. 
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B. Repeat A, except that the acidified 85% ethyl alcohol or 85% compound 30 
alcohol is saturated with EiPtCU. 

Section III (90% ethyl alcohol and/or 90% formula 30 alcohol).— 

A. Repeat section I, A^ except that 90 % alcohol ethyl or 90 % formula 30 alcohol 
be used. 

B. Repeat A, except that the acidified 90% ethyl alcohol or 90% compound 30 
alcohol is saturated with KiPtCU. 

Section IV (95% ethyl alcohol and/or 95% formula 30 alcohol).— 

A. Repeat section I, A, except that 95% ethyl alcohol or 95% formula 30 alcohol 
be used, 

B. Repeat A, except that the acidified 95% ethyl alcohol or 95% compound 30 
alcohol saturated with KaPtCle be used. 

COMMENTS ON RESULTS 

The results of the chemists who collaborated on the potash work appear 
in Tables 1 and 2. Tables 3 and 4 show the average values obtained by the 
use of the two alcohols used alone and with the corresponding acid- 
alcohols saturated with K 2 PtCl 6 at the varying concentrations. 

From the list of collaborators in Tables 1 and 2 it will be noted that the 
commercial chemists all used formula 30 alcohol and the control chemists 
used ethyl alcohol for this work. Only one chemist, collaborator 14, found 
time to use both alcohols in the studies. This was to be expected from 
past years’ reports, as the commercial chemist cannot obtain ethyl alcohol 
tax-free for this work and because of the difference in cost, they usually 
use formula 30. Many commercial chemists have been using formula 30 
for years even though the method was developed using ethyl alcohol. This 
work could be justified because a comparison of the tw'o alcohols is needed. 

1. With 80% formula 30 alcohol in 26 of 28 cases more potash was ob¬ 
tained when the acid-alcohol was saturated w ith K 2 PtCl 6 (Table 2). The 
average increase in potash for the four samples w as 0.18% with differences 
ranging from 0.09% to 0.27%. In most cases the greater the K 2 O content 
the greater the increase. 

2. With 85% formula 30 alcohol in 23 of 24 cases more potash was ob¬ 
tained by saturation of the acid-alcohol with K 2 PtCl 6 . The average in¬ 
crease was 0.12% and differences ranged from 0.08% to 0.20%. 

3. With 90% formula 30 alcohol, in 18 of 24 cases more potash w^as ob¬ 
tained by saturation of the acid-alcohol with K 2 PtCl®. The average in¬ 
crease w^as only 0.06% with differences ranging from 0.02% to 0.11%. 

4. With 95% formula 30 alcohol, in 32 of 36 cases more potash was ob¬ 
tained by saturation of the acid-alcohol with K 2 PtCle. The average in¬ 
crease was 0.05% and differences ranged from 0.04% to 0.06%. As the 
concentration of the alcohol was increased, the amount of increase of 
potash by saturation of the acid-alcohol became less, which indicates that 
saturation of the acid-alcohol has a great effect on the amount of potash 
obtained at the lower concentrations of alcohol. This becomes less as the 
alcohol concentration is increased due to the smaller solubility of K 2 PtCl« 
in the more concentrated alcohol. 
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Table 3. —Ethyl alcohol and acidrolcohol 9aiurated with KtPiClt vs, formula 80 alcohol 
and acid-cdcohol saturated with KtPtCU in the determination of potash in fertilizer 
at 80 , 85 , 90 , and 96 % by volume concentrations 


ALOOBOli 

OONdN- 

TBATIOH 

TTPl or ALOOBOL 

8A1IPLI NUMBIB 

4 

6 

« 

8 


Ethyl 

27.10 

18.72 

59.68 

8.15 


Formula 30 

27.07 

18.49 

58.14 

8.12 

85 

Ethyl 

27.40 

18.63 

58.92 

8.35 

85 

Formula 30 

27.12 

18.55 

58.36 

8.21 

90 

Ethyl 

27.37 

18.73 

58.75 

8.34 

90 

Formula 30 

27.13 

18.41 

! 

58.32 

8.22 

95 

Ethyl 

27.32 

18.72 

57.24 

8.25 

95 

Formula 30 

27.06 

18.60 

57.11 

8.30 


5. Slightly larger increases of potash were obtained by the saturation 
of the acid-alcohols of ethyl alcohol at the different concentrations than 
with formula 30 alcohol. 

6. In most cases both formula 30 and ethyl alcohol gave higher potash 
values with an increase in alcohol concentration (Tables 3 and 4). The 
greatest discrepancy was with sample #6. This was a mixture of potash 
salts and evidently subject to segregation so that if all the determinations 
were not made from a composite solution as indicated in the outline of the 
work, erratic results would be obtained. This is about the only way one 
could account for the great variation in potash values reported by the 
collaborators for this sample. Here again, however, most collaborators ob- 


Table 4. —Ethyl alcohol and acid^alcohol not saturated with KtPtCU vs, compound SO 
alcohol and acid^lcohol not saturated with KiPtClt in the determination of potash 
in fertilizer at 80 , 86 , 90 , and 95 % by volume concentration 


ALCOHOL 

OONCBN- 

TRATtON 

TTPB or ALCOHOL 

j BAIIPLI NUMBKS 

4 

6 

* 

8 

80 

Ethyl 

26.82 

18.45 

59.32 

7.96 

80 

Formula 30 

26.86 

18.35 

67.87 

8.03 

85 

Ethyl 

27.05 

18.47 

58.52 

8.14 

85 

Formula 30 

27.03 

18.47 

58.16 

8.10 

90 

Ethyl 

27.12 

18.63 

58.44 

8.19 

90 

Formula 30 

27.08 

18.34 

58.21 

8.20 

95 

Ethyl 

27.06 

18.66 

67.09 

8.15 

95 

Formula 30 

27.00 

18.55 

67.05 

8.26 
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tained more potash both by saturation of the acid-alcohol and by use of 
an increased alcohol concentration. 

7. In general about 0.1% more potash was obtained by using ethyl 
alcohol than by using formula 30 alcohol. This was true whether the acid- 
alcohol was saturated with KsPtCli or used without saturation. 

Since approximately the same amount of potash can be obtained by 
saturation of acid-alcohol or by increasing the concentration of the alcohol, 
it would seem that the choice of conditions would most logically depend 


Table 5. —Kind of alcohol and part of the equipment 
used in 1947 coUahoralive potash work 


ANALYST 

NO. 

KIND Of 

ALOOBOL 

PKR CENT ALCOHOL 

BY YOLUMB 

TOLUXB or 

ALOOBOL 

KINO or 

DISH 

CAPACITY 

TYPI or nLTEB, 

TXMPBRATURS 

or ALCOHOL 

1 

Formula 30 

80, 85, 90, 95 

150 ml 

Platinum 

Asbestos Gooch 





75 ml 

20-21" C. 

2 

Formula 30 

80, 95 

125-150 ml 



3 

Formula 30 

80. 85, 90, 95 




4 

Formula 30 

80, 85, 90, 95 




5 

Formula 30 

80. 85, 90, 95 

150 ml 

Silica and 

20-25'^ C. 





porcelain 






90 ml 


6 

Ethyl 

80, 85, 90, 95 




7 

Ethyl 

80, 85, 90, 95 




8 

Formula 30 

95 




9 

Formula 30 

80, 85, 90, 95 

95-105 ml 



10 

Formula 30 

95 

115-120 ml 



11 

Ethyl 

80, 90 




12 

Ethyl 

80, 85, 90, 95 




13 

Ethyl 

80, 85, 90, 95 




14 

Ethyl 

80, 85, 90, 95 

125 ml 

Platinum 

Sintered Pyrex 





125 ml 

M. 20-25° C. 


Formula 30 

80, 85, 90, 95 

125 ml 

Platinum 

Sintered Pyrex 



1 


125 ml 

M. 20-25° C. 


on the ease and convenience of laboratory manipulation. In most labora¬ 
tories the use of more concentiated alcohol is more convenient than the 
saturation of the acid-alcohol with KjPtCl*. 

Ewan, Ford, and Schall (1) and Schall and Ford (2) have shown that 
increases in the potash values obtained by increasing the alcohol concen¬ 
tration and by saturation of the acid-alcohol with KjPtCle are true potash 
values within the limits of experimental error. Therefore, the Associate 
Referee recommends that 95% ethyl alcohol and acid-alcohol or 95% 
formula 30 alcohol and acid-alcohol without saturation of the acid-alcohol 
with KjPtCl* replace 80% ethyl alcohol and acid-alcohol for the determi¬ 
nation of potash in commercial fertilizers. The Associate Referee (from a 
Commercial Solvent Corporation pamphlet) understands that formula 30 
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is a mixture of 100 gallons of ethyl alcohol and 10 gallons of pure methyl 
alcohol. 

LIST OF COLLABORATORS 


(1) Austin, W. R., and Buford, Madelane, Armour Fertilizer Works, Nashville, 
Tenn. 

(2) Bates, D. B., Smith-Douglass Company, Inc., Norfolk, Va. 

(3) Batton, H. C., Swift and Company, Norfolk, Va. 

(4) Bollinger, G. C., Trimble, C. E., Charlton, R. C., The American Agricul¬ 
tural Chemical Company, New York City, N. Y. 

(6) Byers, C. R., and Vaugh, H., Armour Fertilizer Works, Carteret, N. J. 

(6) Etheredge, M. P., Mississippi State Chemical Laboratory, State College, 
Miss. 

(7) Fudge, J. F., Ogier, T. L., and co-workers. Agricultural and Mechanical 
College of Texas, College Station, Tex. 

(8) Line weaver, A. N., F. S. Royster Guano Company, Norfolk, Va. 

(9) Powell, R. O., and Moxon, H. L., Virginia-Carolina Chemical Corporation, 
Richmond, Va. 

(10) Shuey, P. Me., Shuey & Company, Savannah, Ga. 

(11) Smith, C. Tyson, and Kuzmeski, J. W., Agricultural Experiment Station, 
Amherst, Mass. 

(12) Smith, R. M., Agricultural Department, Chemical Division, Tallahassee, 
Fla. 

(13) Willis, R. L., Rutgers University, Agricultural Experiment Station, New 
Brunswick, N. J. 

(14) Schall, E. D., Purdue University, Agricultural Experiment Station, Lafa¬ 
yette, Ind. 


COMMENTS OF COLLABORATORS 

(1) We favor the control of temperatures even though it means some additional 
trouble and work, since judging from previous years work on this collaborative 
work, and regular work too, that weaker alcohols and normal summer temperatures 
found in many laboratories do give high solubility of potash in a great many in¬ 
stances coming under our observation. 

We prefer the selection of 90% or 85% alcohol as giving on the average the more 
satisfactory results, as compared with 80% which we think is too low for average 
routine work, while at times the 95% strength does not give as clean a precipitate as 
the preferred strengths do give. 

(2) We use a muffle furnace for burning down our potash and found that by in¬ 
creasing our time in the furnace the back weight, after washing out the K 2 ptCl«, 
was kept at a minimum. We feel that the back weight found is due to the incomplete 
burning off and subsequent burning of the potash. 

There was a definite amount of residue. 

(5) Use factor weight 1.938 grams in 250 and 25 ml aliquots equivalent to .1938 
grams sample instead of 2.5 grams in 250 ml. 

(10) From .09% to 0.22% KsO increase of potash obtained by the saturation of 
the acidified formula 30 alcohol. 

(12) In saturating the alcohols this year, I found a slight reduction or reducing 
effect on the potassium-chloro-platinate as evidenced by the precipitate turning 
brown and the solution taking on a very deep, brownish color which effect was more 
pronounced with the weaker alcohols. This is the first time that I have noticed this 
effect on saturating alcohols and I am wondering if the alcohols we are getting today 
are different in any way than in former years. However, when the alcohol is filtered 
and used in the tests, it seems to make no apparent difference. I much favor the use 
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of 95% alcohol when possible. Where this is not possible, it seems to me that alcohol 
of better than 80% should be recommended, even though saturated. 

(14) Favor the use of more concentrated alcohol than the present 80% and for 
ease and accuracy of laboratory manipulation omit the saturation of the acid-alcohol 
with K 2 PtCU. 

ACKNOWLEDGMENT 

The thanks of the Associate Referee are extended to F. W. Quacken- 
bush and E. D. Schall of the Agricultural Chemistry Department, Purdue 
University, for valuable suggestions and criticisms in the development of 
the investigations covered by this report. In addition, thanks are extended 
to the other collaborators for their cooperation. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the 80% alcohol used in the determination of potash in fertil¬ 
izers be changed to 95% ethyl alcohol or 95% formula 30 alcohol. 

(2) That section 2.40 (d) of the Methods of Analysis be changed to 
read: (d) Acid-alcohoL —Mix 200 ml of 95% ethyl alcohol, or 95% formula 
30 alcohol, with 20 ml of concentrated HCl and cool to room temperature 
(official, first action). 

(3) That all references to 80% alcohol in section 2.42 (a) of the Methods 
of Analysis (1945) be changed to 95% ethyl alcohol or 95% formula 30 
alcohol (official, first action). 

LITERATURE CITED 

(1) Ewan, M. A., Ford, 0. W., and Schall, E. D., Anal. Chem. (in press). 

(2) Schall, E. D., and Ford, O, W., This Journal, page 397. 


No reports were given on sulfur, copper and zinc, or boron in fertilizers. 
For report on boron under Plants, see page 284. 

REPORT ON CEREAL FOODS 

By V. E. Munsey (Food and Dnig Administration, Federal 
Security Agency, Washington, D. C.), Referee 

The Associate Referee on soy bean flour has submitted no report. He 
has, however, kept in contact with the Committee on Seed and Meal 
Analyses of the American Oil Chemists Society and submitted their report 
on the analysis of soy bean flour. This committee has investigated the 
methods of analysis for soy bean flours for moisture and volatile matter, 
oil, ash, protein, and crude fiber. Its findings are published in J. Am. Oil 
Chem. Soc. 24,303 (1947). Their study covers the three types of soy flour, 
t.c., high fat, low fat, and defatted flours. The method for moisture speci¬ 
fies 5 g at 130®C. for 2 hours, in a forced draft oven, while the present tenta- 


* For report of Subcommittee A and the action of the Association, see This Journal, 31,42 (1048). 
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tive method dries 2 g at 130" for 1 hour in an air oven. This additional hour 
at 130" approaches very closely the conditions of the official air oven 
method for feeds (2 hours at 135") which includes soy bean meal. The 
method for oil is essentially the same as the present tentative method, with 
the exception that the extraction period is specified for 5 hours and weight 
of sample at ca 2 g for full fat fiour and 5 g for low or defatted flour. The 
method for ash is the same as the official method for feed. This requires 
ignition of 2 g sample in previously heated muffle furnace at 600"C. and 
maintained at this temperature (±15°C.) for 2 hours with automatic 
pyrometer control, whereas the present tentative method ignites at 550°C. 
imtil a gray ash results. Crude fiber is the same as the present tentative 
method. The nitrogen varies from the present tentative method in that the 
amount of KjSO^ or NajSOi is specified at 10 g and the catalyst limited to 
HgO or its equivalent in metallic Hg and no use of NajSsOs solution. The 
Associate Referee emphasizes the advantage of the adoption of the same 
methods by the A.O.C.S. and the A.O.A.C. 

RECOMMENDATIONS* 

It is recommended— 

(1) That both procedures proposed by the Associate Referee for the 
determination of phosphorus in cereals and cereal products be adopted 
official (first action) and the study be continued. 

(2) That the dry ashing method for iron 20.9-20.12, inclusive, be made 
official (final action) for enriched macaroni products, degerminated, bolted 
and whole corn meals, and that the study be discontinued. 

(3) That the wet ashing method for iron {This Journal, 30,71,1947) be 
made official (final action) and that study be discontinued. 

(4) That the studies on determination of starch in raw and cooked 
cereals be continued. 

(5) That the tentative method for the determination of fat acidity in 
grain, flour, com meal, and whole wheat flour (20.18-20.21, inclusive) be 
further studied and also that the relationship of acidity to unsoundness be 
studied. 

(6) That the Associate Referee continue his v'ork reported this year on 
the application of the method for reducing and non-reducing sugars in 
flour 20.28-20.30, inclusive, to the determination of sugars in bread and 
other bakery products, with special consideration to the article on this 
subject published by R. M. Sandstedt and G. C. Fleming (This Journal, 
30, 550-52). 

(7) That the tentative method for benzoyl peroxide in flour, 20.53, be 
continued for rye flour, and that the method proposed by the Associate 
Referee replace it for wheat flour. 

(8) That work be continued on methods for determination of available 
COi in self-rising flour containing added CaCO«. 


* For report of Subcommittee D and action of the Association, see This Journal, 31, 68 (1048). 
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(9) That the method for the determination of lactose in bread {This 
Journal, 24, 630) be further studied. 

(10) That the determination of milk fat in bread, 20.^, be further 
studied. 

(11) That the methods for the determination of proteolytic activity of 
flour be continued. 

(12) (a) That the method for moisture in soy flour, 20.77, be changed 
to read—“Moisture— see 20.2 or 20.4, with the exception that a 5 g sample 
be dried 130° for 2 hours.” (b) That the method for ash, 20.78, be changed 
to read—“Ash—see 27.9.” (c) That the method for nitrogen, 20.79, be 
changed to read—“Proceed as directed under 2.26, using 10 g KjS04 or 
Na*S 04 and 0.7 g of HgO or its equivalent in Hg with the additional option 
of using sodium alizarin sulfonate.” (d) That the method for oil, 20.82, 
be changed to read “See 31.67 except that ca 2 g full-fat flour or 5 g low 
or defatted soy flour be extracted for 5 hours” and that the study be 
continued on these methods. 

(13) That studies be made on the detection and determination of soy 
bean flour in cereal products. 

(14) That the method proposed by the Associate Referee for determi¬ 
nation of the amount of added inorganic material in phosphated and self¬ 
rising flour be further studied. 

(15) That the method referred to in This Journal, 25, 83-84, for the 
determination of unsaponifiable matter and sterols in noodles be studied 
to determine their applicability to other foods containing eggs. 

(16) That studies of methods for the determination of albumin in 
noodles and other farinaceous egg-containing products be continued. 

(17) That the method for the determination of total solids, 20.84 (b), 
for raisin bread and bread containing raisins and fruits adopted as ofiicial 
first action This Journal, 30,72 (1947) be adopted as official (final action), 
and that study on the determination of moisture, fat, crude fiber, ash, 
and protein in bakery products be continued. 

(18) That the study on the determination of moisture in all flour-like 
products containing sodium bicarbonate as one of its constitutents be con¬ 
tinued. 

(19) That the study on the determination of bromates in flour be con¬ 
tinued along the lines suggested in this year’s report of the Associate 
Referee. 

(20) That the study on the determination of apparent viscosity meas¬ 
urements of flour be discontinued. 


No reports were given on starch in raw and cooked cereals, or on fat 
acidity in grain, flour, corn meal, and whole wheat flour. 



254 A8B0CIATI0N 07 0 mCIAI< AOBICOLTUBAL CHlOaSTS [FoL 81, No. 8 

REPORT ON BENZOIC ACID IN FLOUR 

By V. E. Mtjnsey (Food and Drug Administration, Federal 
Security Agency, Washington, D. C.)> Associate Referee 

The present tentative method for the determination of benzoic acid in 
flour {Methods of Analysis, sec. 20.53, p. 253) is long, inconvenient, and 
variable recoveries of benzoic acid result by this steam distillation pro¬ 
cedure. A direct extraction of flour acidified with various amounts each 
of HCl and HjSO* indicate organic solvents can be used. The same flour 
bleached with benzoyl peroxide gave the following recoveries on extraction 
of the HCl acidified flour with four solvents, i.e., petroleum ether 20 per 
cent, benzene 31 per cent, ether 88 per cent, and isopropyl ether 89 per 
cent. Results on known amounts of benzoic acid added to flour showed a 
94, 94, and 103 per cent recovery with ether, and 93 per cent with iso¬ 
propyl ether. However, the recoveries for added known amounts of 
benzoyl peroxide were variable, depending on the degree of conversion of 
the peroxide to benzoic acid by the flour. Reducing substances were added 
to the flour before acidification with HCl to effect conversion of any 
benzoyl peroxide not completely changed to benzoic acid by the fiour. A 
freshly prepared mixture of flour and a benzoyl peroxide bleaching agent 
was analyzed by adding ferrum reductum, hydroquinone, hydroxylamine, 
sodium hydrosulfite, and stannous chloride in approximately equivalent 
amounts to the flour before acidification with HCl. The hydroquinone, 
hydroxylamine, and sodium hydrosulfite gave the same results as the con¬ 
trol, indicating no reduction of the peroxide. The stannous chloride gave 
a 63 per cent conversion but caused interference in the procedure. Ferrum 
reductum gave 100 per cent recovery and appeared to be an ideal reducing 
agent without any interference. A few commercial flours bleached with 
benzoyl peroxide gave 92-95 per cent as much benzoic acid without treat¬ 
ment with ferrum reductum. The small amount of interfering pigments 
extracted from flour was reduced somewhat by the use of carbon (Nuchar 
W) without loss of benzoic acid. Benzoic acid in acetone added to ether 
and analyzed showed 101 and 96 per cent recovery without carbon, and 
97 and 95 per cent with addition of carbon. The satisfactory application 
of the above principles led to the submission of a tentative procedure to 
12 collaborators. The method in detail is given in This Journal, 31, 80 
(1948), under “Changes in Methods of Analysis.” 

Three samples of flour were sent to each collaborator. Sample No. 1 had 
no added benzoyl peroxide. Sample Nos. 2 and 3 had about 8.7 and 17.4 
mg of benzoic acid per 100 g of flour, respectively, based on calculation 
from an analysis of the benzoyl peroxide bleaching agent. The collabo¬ 
rators were asked to report both the qualitative and quantitative results. 
The results from eight collaborators are given in Table 1. 
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Table 1.— Benzoic acid in flour 


OOLLABORATOB 

SAMPU 

M0.1 

SAMPLI 

MO. 2 

BAMPLS 

NO. 3 


p.p.m. 

p.p.m. 

p.p.m. 

1 

— 

6.3 

13.5 

2 

5.6 

11.0 

13.1 

3 

— 

10.6 

10.4 

4 

2 

5 

10 

5 

negative 

positive 

positive 

6 

0.1 

8 

10 

7 

0 

11.2 

20.0 



10.4 

19.2 

8 

0.5 

7.6 

15.6 



8.2 

15.8 


In general these results do not indicate satisfactory quantitative meas¬ 
urements. They do indicate the degree of bleaching in accordance with 
the amount added and definitely indicate a flour with normal commercial 
bleach with benzoyl peroxide. Sample 3 contained benzoyl peroxide in 
the amount commonly used commercially, while sample 2 is considerably 
below usual practice. The qualitative results were correct except for one 
collaborator who thought the faint color in the untreated sample No. 1 
might represent a little benzoic acid. Collaborator 4 reports 100 per cent 
recovery of known added amounts of benzoic acid to flour by this method. 
While the quantitative collaborative results did not measure up to that 
expected by the Associate Referee, the qualitative results indicate the 
method is satisfactory for the detection of benzoyl peroxide-treated flour. 
Further work should be done on the quantitative measurement. 

The Associate Referee wishes to gratefully acknowledge the assistance 
of the following collaborators: 

R. L. Gray, Lucidol Division, Novadel-Agene Corp., Buffalo, N. Y. 

K. L. Fortmann, Novadel-Agene Corp., Newark, N. J, 

W. L. Rainey, Commander Larabee Milling Co., Minneapolis, Minn. 

J. J. Winston, Jacobs Products Laboratory, Inc., New York, N. Y. 

R. C. Koehn, General Mills, Inc., Minneapolis, Minn. 

F. J. McNall and M. A. Braun, of Food and Drug Administration, Dept, of 
Agriculture. 

It is recommended’*' that the tentative method for benzoyl peroxide in 
flour, 20.53, be continued for rye flour and the title changed to *^Benzoic 
Acid in Rye Flour'and that the proposed method replace it for wheat 
flour. 


* For report of Suboommittee D and aoUon of the Aaeooiation, see Thi» Journal, 31, 58 (1948). 
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REPORT ON SUGAR DETERMINATIONS IN 
BAKED PRODUCTS 

By Niles H. Walker (Natioiial Biscuit Company, 

New York, N. Y.), Associate Referee* 

The common sugars which occur in bakery products are dextrose, levu- 
lose, lactose, maltose, and sucrose. It is difficult to determine actual per¬ 
centages of the various sugars in mixtures which often occur. Approxima¬ 
tions can be made by special methods. In lieu of identity, it usually suf¬ 
fices to determine the quantities of reducing sugars, and of non-reducing 
sugars which hydrolyze and produce reducing sugars. Since the greater 
amount of reducing sugars in most bakery products is hexoses, t.c., in¬ 
vert sugar from hydrolyzed sucrose, and dextrose and levulose from 
syrups, honey, and fruits, it seems reasonable to calculate and report re¬ 
ducing sugars as invert sugar unless identities are definitely known or 
established by special determinations. Practically all of the non-reducing 
sugar content, which is readily inverted to produce invert sugar by the 
usual procedures, is sucrose. It may be calculated as such without intro¬ 
ducing any appreciable quantitative error. 

The tentative method for the determination of sugars in baked prod¬ 
ucts, 20.103 (1)‘ requires the extraction of sugars with boiling 50 per cent 
alcohol, evaporation of alcohol from an aliquot of the extract, taking up 
with water, clarification with neutral lead acetate, and deleading the solu¬ 
tion before determinations can be carried out. This requires appreciable 
time and in many cases clarification is unsatisfactory. Water extraction 
with acid tungstate clarification has been found satisfactory for the de¬ 
termination of the maltose value (2, 3, 4) of flour. Methods for the de¬ 
termination of sucrose (5) after inversion by the acid added for clarifica- 


Table 1. —Per cent eugars*—Method 20.95, 20.103 


SAMPLS 

BUGABB 

asDuaso ab 

XNTSBT 

BUCBOBI 

1 TOTAL 

Wheat flour (12% moisture basis) 

.20 

1.08 

1.28 

Bread (38% moisture basis) 

2.28 

.24 

2.52 

Soda crackers 

.97 

.37 

1.34 

No. 1 (Sweet cracker) 

4.31 

18.39 

22.70 

No. 2 (Sweet cracker) 

4.74 

18.17 

22.91 

No. 3 (Sweet cracker) 

7.18 

16.65 

22.83 

No. 4 Honey Graham cracker 

6.75 

15.28 

22.03 

No. 5 Graham cracker 

3.81 

16.37 

20.18 


* All rwults in duplicate. 


* Present add r eee, Port Cheater, N. Y., Arnold Bakers, Ino. 

A Notb. —^References in bold face figuTM are all to sections in Methods of Analysis^ 6th Ed., 1946. 
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tion, and the detennination of the original reducing sugars, (6) by the 
ferricyanide procedure on water extractions from flour after clariflcation 
with acid tungstate, have also proved satisfactory. 

In accordance with the recommendation of the Association, a study was 
started on the application of the method for determining reducing and 
non-reducing sugars in flour, 20.29, to the determination of sugars in other 
baked products. Sugar determinations were made on wheat flour, white 
bread, and six varieties of crackers by the tentative method 20.95, 20.103 
given for the determination of sugars in baked products, and adaptations 
of the official method, 20)28-20.30, for the determination of reducing and 
non-reducing sugars in flour. 

Table 1 gives results obtained by tentative method 20.95, 20.103. 
Sugars were determined by the Munson-Walker general method. Cuprous 
oxide was weighed and the invert sugar equivalent taken from Table 

44.ll. 

Table 2 gives results obtained by adaptations of the official method 
20.28-20.30 for the determination of reducing and non-reducing sugars in 
flour. Reagents used were the same as listed in 20.28. Reducing sugars 
were calculated as invert. The weight of sample used was limited by the 
amount of sugar it contained. Adjustments were made to meet volume 


Table 2 .—Per cent suffers*—Method 20.28-20.30 




BUGABB 


8A1IFUD 

UDUemO AM 

ixmax 


TOTAL 

Wheat hour (12% moisture basis) 5.675 gm. 

Bread (38% moisture basis) 2.8375 gm. (6% mois- 

.12 

1.60 

1.72 

ture basis) 

2.05 

.25 

2.30 

Soda cracker 5.675 gm. 

.93 

.48 

1.41 

No. 1 (Sweet cracker) ,7094 gm. 

3.94 

19.60 

23.54 

No. 2 (Sweet cracker) .7094 gm. 

4.36 

19.20 

23.56 

No. 3 (Sweet cracker) .7094 gm. 

6.96 

16.76 

23.72 

No. 4 Honey Graham cracker .7094 gm. 

5.90 

17.12 

23.02 

No. 5 Graham cracker .7094 gm. 

Wheat flour (12% moisture basis) 5 gm. in 100 ml. 

3.80 

17.36 

21.16 

vol. 

Bread (38% moisture basis) 5 gm. (6% moisture 

.12 

1.62 

1.74 

basis) in 100 ml. vol. 

2.09 

.25 

2.34 

Soda cracker 5 gm. in 100 ml. vol. 

.99 

.41 

1.40 

No. 1 (Sweet cracker) 1.25 gm. in 100 ml. vol. 

3.82 

20.08 

23.90 

No. 2 (Sweet cracker) 1.25 gm. in 100 ml. vol. 

4.27 

19.47 

23.74 

No. 3 (Sweet cracker) 1.25 gm. in 100 ml. vol. 

No. 4 Honey Graham cracker 1.25 gm. in 100 ml. 

6.93 

16.25 

1 

23.18 

vol. 

5.90 

17.00 

22.90 

No. 5 Graham cracker 1.25 gm. in 100 ml. vol. 

3.48 1 

16.92 

20.40 


* All results in duplicate. 
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requirements whoe the amount of alcohol required to wet the charge was 
reduced. Charges made to volume and extracted in volumetric flasks were 
treated as nearly as possible as directed for the wetting and extraction of 
chaises in Erlenmeyer flasks. Corrections were made for space occupied 
by insoluble solids in volumetric flasks. 

Table 3 gives results of calculated sugar contents of three varieties made 
from weight and analysis of ingredients. 


Tabls 3. —Per cent sugars calculated from weight and 
analyses of ingredients 


BAMPUD 

BUGABB 

HXDUCIlfO AS 

XNVKBT 

BDCBOSB 

TOTAL 

No. 1 (Sweet cracker) 

4.20 

18.30 

22.50 

No. 2 (Sweet cracker) 

4.18 

18.50 

22.68 

No. 3 (Sweet cracker) 

7.05 

15.80 

22.85 


DISCUSSION 

In general, results obtained by method 20.28-20.30, seem slightly high 
especially for the crackers with the higher sugar contents. 

Clarifications of extracts from most of the crackers were not very satis¬ 
factory with either neutral lead acetate or acid tungstate. 

Although results obtained on extracts made as directed in 20.29 agreed 
within reasonable tolerances with those made in volumetric flasks (Table 
2 ), it seems simpler and more practical to make the extractions in volu¬ 
metric flasks where volumes can be more accurately measured. 

Acknowledgment is made to Mr. E. K. Spotts (National Biscuit Com¬ 
pany, N. Y.), who collaborated with the author in this work. 

It is recommended* that further work be conducted in an effort to adapt 
method 20.28, 20.29, 20.30 to the determination of sugars in baked 
products. 

LITERATURE CITED 

(1) Methods of Analysis^ A,0,A.C,, Sixth Edition, 1945. 

(2) Rumbey, American Institute of Baking Bulletin 8 (1922). 
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(4) Bush and Sandstedt, Cereal Chemistry, 10, 189 (1933), 
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No report was given on carbon dioxide in self-rising flour. 


* For report of Suboommittee D and action of the AsBociation, see This Journal ^ 31, 58 (1948). 
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REPORT ON PHOSPHATED FLOUR 

By Frank H. Collins (Food and Drug Administration, 
Cincinnati, Ohio), Associate Referee 

In accordance with the recommendations of Committee D (This Jour- 
naif 30: 57) a study was made of the determination of added inorganic 
materials in phosphated flour. 

A modification of the carbon tetrachloride sedimentation method of 
Gustafson (This Journalf 19: 82, 1936) has given satisfactory recovery of 
monocalcium phosphate added to one type of flour. By use of separatory 
funnels and large volumes of carbon tetrachloride, the determination may 
be made in less than one day of elapsed time. It is essential that the sedi¬ 
ment be drawn from the separators with a minimum of solution. This can 
be accomplished by turning the stop-cock quickly from side to side. The 
carbon tetrachloride may be reused several times, after filtration, before 
it is necessary to distill. In this case the weighed filter paper and sediment 
should be washed with fresh carbon tetrachloride. 

METHOD FOR PHOSPHATES IN PHOSPHATED FLOUR 

Transfer 20 g of flour to a dry 250 ml separatory funnel, add 200 ml carbon tetra¬ 
chloride, shake well, let stand 15 min. Draw off sediment with a minimum of soln 
(2-5 ml) into a dry 125 ml separatory funnel. Again shake 250 ml separatory funnel 
and draw off as before, after standing 1 hour. Nearly fill the 126 ml separatory fun¬ 
nel, containing sediment, with carbon tetrachloride, shake well, stand 2 hours, draw 
off sediment with a minimum of soln into a weighed, air-dry, filter paper. Dry at 
room temperature to constant weight (about 2 hours) and weigh. 

COLLABORATIVE STUDY 

In order to test the reliability of this method in the hands of other 
chemists, it was submitted to limited collaborative study. For this purpose 
straight grade soft winter wheat flour was phosphated. Sample No. 1 con¬ 
taining 0.18 per cent monocalcium phosphate and Sample No. 2, 0.66 per 
cent. 


Table 1. —Collaborative results 


ANALYST 

BLANK 1 

(unpbobpbatid) 

8AMPUBNO 1 

BAMPLS NO. 2 

(.18%) 

(.66%) 

F. H. Collins 

0.01 

0.18 

0.66 


,01 

.18 

.67 

0. S. Keener 


.22 

.66 



.23 

.70 

F. J. McNall 


.20 

.65 



.18 

.66 
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RECOMMENDATION* 

It is recommended that study be continued on various types and grades 
of flour with definite amounts of added monocalcium phosphate. 


REPORT ON BROMATES IN WHEAT FLOURS 

By W. F. Geddes (Division of Agricultural Biochemistry, University of 
Minnesota Agricultural Experiment Station, St. Paul, Minn.), 
Associate Referee 

The establishment, in 1941, of definitions and standards of identity for 
bromated flour, enriched bromated flour, and bromated whole wheat 
flour,2 effective January 1,1942, under the provisions of the Federal Food, 
Drug, and Cosmetic Act of 1938, permitting the presence of not more 
than 75 p.p.m. of potassium bromate in these bromated products, created 
a need for an accurate and convenient method for the determination of 
this ingredient in wheat flour. At its annual meeting in 1943, the Associa¬ 
tion of Official Agricultural Chemists took cognizance of this need by 
appointing an Associate Referee on the determination of bromates in 
flour.* 

The ideal method for use in the administration of the standards for 
bromated flour should meet the following requirements: 

(1) It should be simple and capable of giving accurate, reproducible 
results for small amounts of potassium bromate (5 to 75 p.p.m.) in the 
presence of other oxidizing agents that might possibly be illegally added 
as flour improvers. 

(2) It must determine bromates to the exclusion of bromine, chlorine, 
and iodine naturally present in flour. 

(3) It must be applicable in the presence of bromine-containing residues 
which result from fumigation with methyl bromide. 

To these could be added a further specification that the method should 
be capable of determining bromate whether it is added to the milled 
product as a finely divided solid, or as a solution in which the wheat is 
soaked prior to milling or which is sprayed on clean middlings. However, 
on the basis of available information, treatment with solutions of potas¬ 
sium bromate has only been applied to a limited extent and is confined to 
the production of bromated whole wheat flour. As this product represents 
a relatively small percentage of the total bromated flour produced, it did 
not appear advisable, at the present stage of the work, to consider the 
special problems involved in determining bromate added in this manner. 

From a survey of the literature it was apparent that the available meth¬ 
ods held little promise of meeting all the requirements which have been 

* For report of Suboommittee D and action by the Aeeociation, see Thi» Journal, 31, 59 (1948). 

^ Paper No. 2359, Scientific Journal Series, Minnesota Asricultural Experiment Station. 

»Fedei^ Register, 6 (63), 1734 (1941). 

s Thit Jwumal, 27,16 (1944). 
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enumerated. Methods for the micro-determination of bromine in biological 
materials are not applicable, as they would determine native bromine and 
bromine containing residues from methyl bromide fumigation. However, 
several procedures for the determination of bromates in flour have been 
described and, as a first approach to the problem, Brown^ made a com¬ 
parative study of them by analyzing flours containing known quan¬ 
tities of potassium bromate. The most satisfactory method for eliminating 
the interfering influence of other sources of bromine in the flour in¬ 
volves removal of the added bromate by carbon tetrachloride flotation. 
The most satisfactory results were obtained by a modification of the 
Kuhlman® method in which this is accomplished through the use of a brass 
centrifuge tube with a removable base; after separation, the bromate is 
determined by iodometric titration. This procedure, designated in the 
present paper as ‘^the direct method,'* is not applicable in the presence of 
other oxidizing improvers and a “complete method," involving a combi¬ 
nation of standard procedures, was developed which is specific for bromate 
in the presence of persulfates and iodates (also chlorates, which do not 
act as flour improvers). In the complete method, the solution of the im¬ 
provers (separated from the flour by flotation) is boiled to destroy per¬ 
sulfates and then treated with sulfurous acid to reduce bromates and 
iodates to halides. After elimination of the iodide by boiling with sodium 
nitrite and sulfuric acid, the bromide is determined by the Kolthoff and 
Yutzy* method, which is applicable in the presence of chlorides. 

The direct method gave mean recoveries ranging between 94 per cent 
and 102 per cent when applied to straight grade, clear, and whole-wheat 
flours containing from 5 to 80 p.p.m. of potassium bromate. Similar re¬ 
coveries were obtained by the complete method with straight grade flours 
containing these levels of potassium bromate, either added alone or in 
conjunction with potassium persulfate, potassium iodate, and potassium 
chlorate. As bromated straight grade flours gave quite satisfactory results 
by both methods, the two procedures were subjected to a limited series 
of collaborative tests in 1946. The experience gained from these studies 
led to slight modifications and the revised methods are given below. 

COMPLETE METHOD FOR THE DETERMINATION OF 
BROMATES IN WHEAT FLOUR 

(Applicable in the presence of potassium persulfate and potassium iodate) 

APPARATUS 

Centrifuge, International type C, equipped with head to carry holders for centri¬ 
fuge tubes, 1.30*'X4.2*'. 

Centrifuge tubes, 2 special brass centrifuge tubes with screw-cap and removable 
base. 

Burettes: one 5 ml (micro), one 50 ml. 

* Brown, R. E. The Determination of Bromates in Wheat Flours Containing Various Oxidising Improv¬ 
ers, M.S. ThMis, University of Minnesota, June 1946. 

‘ Kuhlman, J., Z. Untertueh, Lebensm. 68,376 (1934). Original not seen; C.A. 29,1890 (1935); Chem 
Listy, 28, 241 (1934). Original not seen; C.A. 29, 236 (1935). 

• Kolthoff, I. M., and Yutsy, H., Ind. Sng. Chem,, Anal. Ed., 9, 75 (1937). 
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Erlenmeyer flasks: 250 ml. 

Funnels: glass, 7.6 cm. 

BBAGSNTB 

(1) Ammonium molyhdcAe soln, 2.5%. 

(2) Carbon tetrachloride, technical. 

(3) Potassium iodide, C.P. 

(4) Sodium bicarbonate, C.P. 

(6) Sodium formate soln, 60%. 

(6) Sodium dihydrogen phosphate, monohydrate C.P. 

(7) Sodium hypochlorite soln, 1 iV ill approx. 0.1 -Y NaOH. Pass 71 g of chlorine 
into a cold soln containing 88 g of sodium hydroxide in 1500 ml distilled water (keep 
the alkali soln cool by means of an ice-salt mixture). After addition of the chlorine, 
dilute the soln to 2 liters. The alkalinity should be tested at intervals by destro 3 dng 
the hypochlorite in 1 ml of the soln with 2 ml of 3% hydrogen peroxide soln, diluting 
to 10 ml and titrating with 0.1 iV' hydrochloric acid soln. The titration volume should 
be between 0.8 and 1.2 ml. This soln is stable for several weeks if stored in a dark bot¬ 
tle at ice-box temperature. (If desired, a smaller quantity of this solution may be pre¬ 
pared.) 

(8) Sodium nitrite soln, 0.5 Af. 

(9) Sodium thiosulfate soln, 0.005 N. Prepare from a stock 0.1 JVT soln and stand¬ 
ardize just before use, preferably against potassium bromate. 

(10) Starch indicator, 0.5% soln. Triturate one g of soluble starch and 5 mg of 
mercuric iodide (preservative) in a small quantity of cold water and pour slowly into 
about 150 ml of boiling water with constant stirring. Boil until the soln is clear. Cool, 
and dilute to approximately 200 ml. 

(11) Sulfuric acid solution, 1 N. 

(12) Stdfurous acid solution, 5%. 

(13) Sulfuric acid, 12 N. 

PBOCEDURB 

The base of the brass centrifuge tube is tightened by placing in position on the 
base plate, gripping the body with a pliers and applying moderate force. Pour about 
10 ml of carbon tetrachloride into the tube followed by 20 g of flour, then nearly fill 
with carbon tetrachloride. To guard against trapping an excessive amount of air in 
the tube it is advisable to agitate the flour mass with a small glass rod while adding 
the second portion of carbon tetrachloride, taking care to rinse down the glass rod. 
Screw on the cap of tube and shake vigorously for one minute to insure suspen¬ 
sion of the flour and wetting of all bromate particles. Centrifuge at 2400 r.p.m. 
for two minutes. No centrifuge tube holder is necessary, since the flange pro¬ 
vides for suspension of the tube without the use of an auxiliary holder. Hold 
the tube over a suitable receptacle for the excess carbon tetrachloride and screw 
off the base. As the threads release the base it is moved to the side and the ex¬ 
cess carbon tetrachloride flows from the body of the tube. The particles of bromate 
are packed firmly in the base of the tube and are not disturbed by motion of the 
liquid created by removing the base. The flour remains in the tube in the form of 
a plug. Remove most of the carbon tetrachloride from the cup-like base by means of 
a cotton swab and allow the remainder to evaporate at room temperature (see Note 
1 ). Transfer the residue to a 250 ml Erlenmeyer flask by holding the cup over a 7.5 
cm funnel, and wash out the bromate with about 30 ml of water. Wash and dry the 
base and attach it to the body of the tube. Resuspend the flour in carbon tetrachlo¬ 
ride and repeat the flotation separation, removing the excess carbon tetrachloride 
and transferring the bromate to the same Erlenmeyer flask in the manner described 
above. 

Boil the soln of oxidizing improvers for 3 min. to destroy any persulfates that 
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may be present. Add 5 ml of 1 N sulfuric acid soln and 2 ml of 5% sulfurous acid soln. 
Allow to stand 1 min. and boil briefly to expel excess sulfur dioxide. Add 0.25 ml of 
0.5 M sodium nitrite soln and boil for 2 min. after the disappearance of the iodine 
color (see Note 2). Cool the soln (preferably in an ice bath) and add one g of sodium 
bicarbonate (see Notes 3 and 4). Add one g of sodium dihydrogen phosphate followed 
by 5 ml of the sodium hypochlorite soln (1.0 in 0.1 N NaOH), and heat just to 
boiling. After about one min., add 5 ml of the 50% sodium formate soln and boil for 
2 min. After cooling to room temperature, dilute to about 150 ml and add 0.5 g of 
potassium iodide, one drop of 2.5% ammonium molybdate soln, 10 ml of 12 N sul¬ 
furic acid, and titrate immediately with 0.005 N sodium thiosulfate soln. 

Carry out a blank determination on the reagents, substituting 10 ml of distilled 
water for the test soln and carry out the procedure as outlined above starting with 
the addition of sulfuric and sulfurous acid. 

Calculate the results in terms of p.p.m. potassium bromate in the sample as fol¬ 
lows; 

Potassium bromate (p.p.m.)—Normality of NajSjOjX(titration volume-blankX) 
1392. 

DIRECT BAETHOD FOR THE DETERMINATION OP BROMATBS IN WHEAT FLOUR 

(Not applicable in the presence of other oxidizing flour improvers) 

PROCEDURE 

Separate the bromate and other improvers which may be present by the double 
flotation procedure described in the complete method. To the aqueous bromate soln, 
add 0.5 g potassium iodide, one drop of 2.5% ammonium molybdate soln, 10 ml of 
\2 N sulfuric acid soln, and titrate with 0.005 N thiosulfate. 

Calculate the results as follows: 

Potassium bromate (ppm) — Normality (NajSaOi) Xtitration volume X1392. 

Notes 

(1) Evaporation of residual carbon tetrachloride is hastened by rotating the 
cuplike base between thumb and forefinger and breathing gently on the liquid. 

(2) When boiling the soln after the addition of the 0.5 M sodium nitrite soln, 
care must be taken to shake the flask continuously. A 3-min. boiling time is sufficient 
if the volume of the soln is kept small (ca 20 ml), but a longer time is required if the 
volume is appreciably increased. With samples containing only KBrOa, no iodine 
coloration will be observed. Boiling here serves to destroy excess nitrous acid. 

(3) It is important to cool the soln after the nitrite treatment before proceeding 
with the hypochlorite oxidation to avoid low results. It seems plausible that the 
sodium hypochlorite, being somewhat unstable, may be decomposed before the oxi¬ 
dation of the bromide is complete. 

(4) The use of indicators in the neutralization makes for low recoveries. 

(5) With samples containing from 10 to 75 p.p.m. potassium bromate, the titra¬ 
tion volumes will vary from approximately 1 to 12 ml and burettes should be se¬ 
lected accordingly. With samples containing small quantities of added bromate, 
flotation separations should be made on two subsamples and the material combined 
in order to secure a larger titer. (In this case, the factor 696 is used in calculating the 
results.) 


COLLABORATIVE STUDY OF REVISED METHODS 

Preparation of Samples and Instructions to Collaborators 

In 1947, nine chemists employed the revised methods in analyzing 
four samples, lettered A to D inclusive (Table 1). Samples A, B, and C 
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Table 1. —Results obtained by each collaborator in the determination of 
potassium bromate in straight grade flour 


AlTAliTBT 

NO. 

DIRBCT HITBOD 

COMPLBTB MBTHOO 

MIN. 

MAX. 

MB AN 

MBAN 

BECOVBRT 

MIN. 

MAX. 

MBAN 

MBAN 

BBCOTBBT 


p.p.m. 

p.p.m. 

p.p.m. 

P«T cent 

p.p.m. 

p.p.m. 

p.p.m. 

Ptr cent 


SAMPLE A (containing 5.0 p.p.m. of potassium bromate) 


1 

4.8 

5.2 

5.0 

100 

4.4 

5.2 

4.8 

96 

2 

4.5 

5.7 

5.1 

103 

3.7 

4.2 


81 

3 

4.4 

5.3 

5.0 

100 

2.4 

3.2 


61 

4 

4.5 

5.2 

4.8 

96 

3.9 

4.8 

4.3 

86 

5 

3.9 

4.0 

3.9 

78 

3.2 

5.3 

4.4 

88 

6 

4.3 

5.2 

4.8 

96 

0.8 

2.0 

1.5 

30 

7 

4.1 

5.2 

4.6 

91 

4.1 

10.8 

6.5 

130 

8 

3.5 

4.2 

3.8 

76 

4.0 

4.5 

4.2 

84 

9 

4.9 

5.7 

5.2‘ 

104 

2.2 

4.3 

3.7 

74 

All 

3,5 

5.7 

4.7 

94 

j 0.8 

10.8 

4.0 

81 


SAMPLE B (containing 40 p.p.m. of potassium bromate) 


1 

34.9 

39.2 

37.7 

94 

36.0 

40.0 

37.9 

95 

2 

36.7 

40.1 

38.5 

96 

34.0 

39.6 

37.6 

94 

3 

35.8 

37.9 

37.0 

92 

29.4 

32.7 

30.8 

77 

4 

39.3 

43.3 

40.6 

101 

35.4 

41.3 

37.7 

94 

5 

36.7 

39.0 

38.2 

96 

20.7 

32.4 

28.2 

71 

6 

36.2 

41.5 

39.2 

98 

16.3 

23.4 

20.1 

50 

7 

37.2 

42.5 

39.2 

98 

17.4 

23.0 

20.2 

50 

8 

40.4 

44.5 

43.0 

108 

32.7 

36.2 

34.3 

86 

9 



40.3* 

101 

27.6 

39.6 

35.6 

89 

All 

35.8 

44.5 

39.2 

98 

1 16.3 

41.3 

31.4 

78 


SAMPLE C 

(containing 75 p.p.m. of potassium bromate) 


1 

71.7 

72.4 

72.0 

96 

68.2 

74.6 

70.8 

94 

2 

74.2 

76.9 

75.6 

101 

69,0 

74.2 

70.7 

94 

3 

70.3 

76.1 

72,4 

96 

64.7 

67.9 

66.4 

88 

4 

68.5 

77.1 

73.6 

98 

64.0 

74.2 

69.7 

93 

5 

69.0 

73.1 

71.5 

95 

49.4 

67.1 

58.8 

78 

6 

73.1 

78.1 

76.5 

102 

42.5 

54.6 

49.7 

66 

7 

66.1 

81.8 

72.4 

96 

27.8 

51.5 

34.8 

46 

8 

76.5 

79.3 

78.1 

104 

68.2 

70.3 

68.9 

92 

9 

73.1 

78.0 

75.2 

100 

76.2 

78.9 

77.6 

104 

All 

66.1 

81.8 

74.1 

99 

27.8 

78.9 

64.0 

85 

SAMPLE D (containing 40 p.p.m. potassium bromate, 40 p.p.m. 



potassium persulfate, 

and 20 p.p.m. potassium iodate) 


1 





36.6 

41.8 

39.5 

99 

2 





35.8 

40.5 

37.8 

95 

3 





49.1 

52.4 

50.7 

127 

4 





60.7 

67.8 

64.1 

160 

5 





30.6 

36.9 

34.6 

86 

6 





20.9 

27.4 

24,6 

61 

7 





21.6 

26.1 

23.8 

60 

8 





64.0 

65.4 

64.5 

161 

9 





39.3 

44.5 

42.2* 

106 

All 


20.9 

26.1 

43.7 

109 


^ Mean based on 3 determinations. 
* Mean based on 2 determinations. 
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contained 6, 40, and 75 p.p.m. respectively, of potassium bromate, while 
sample D contained 40 p.p.m. potassium bromate, 40 p.p.m. potassium 
persulfate, and 20 p.p.m. potassium iodate. In preparing the samples, 
analytical reagent grade chemicals ground to pass a standard U. S. 100- 
mesh sieve, and an unenriched, straight grade, hard red spring wheat 
flour (13.0% protein, 0.47% ash, at 12.8% moisture), which had been 
bleached with benzoyl peroxide, were employed. A '^Master Mix’^ con¬ 
taining 1000 p.p.m. of potassium bromate was first prepared by making 
successive additions of flour and bromate to a small MacClellan batch 
mixer to give a total weight of 3600 g, and mixing for one hour at 5 r.p.m. 
This master mix was then diluted with the appropriate quantities of flour 
to give the desired bromate levels in samples A, B, and C, each sample 
being again mixed for one hour. In preparing sample D, the other oxidiz¬ 
ing improvers were added to the flour used for diluting the master mix. 
Approximately 300 grams of each sample were supplied the analysts to 
provide sufficient material for preliminary determinations. 

The collaborators were requested to analyze samples A, B, and C in 
quadruplicate by both the direct and complete procedures, and sample D 
by the complete procedure. In order that a valid measure of the experi¬ 
mental error might be obtained, it was requested that, after experience 
had been gained with the methods, quadruplicate tests should be made and 
reported without elimination of any of the results, unless it was definitely 
known that accidental errors had occurred. Two pairs of the special brass 
centrifuge tubes were constructed and circulated among the analysts. 

Results and Discussion: 

The results of the individual analysts for each sample and the means for 
all collaborators are summarized in Table 1. To ascertain the experimental 
errors, the replicate values for each sample, excepting those for analyst 
No. 9, who regarded certain of his replicates as in serious error and sug¬ 
gested that they be eliminated in computing his mean values, were sub¬ 
jected to an analysis of variance. The variance due to the differences be¬ 
tween collaborators was significant for each sample by both methods and 
only the means and standard errors are shown in Table 2. 

For the direct method, the recovery of the added bromate by the indi¬ 
vidual analysts varied from 76 to 103 per cent for sample A, from 92 to 
108 per cent for sample B, and from 95 to 104 per cent for sample C; the 
mean recoveries for all analysts combined were 94, 98, and 99 per cent for 
the three respective samples. If the low recoveries of 76 and 78 per cent 
of analysts 5 and 6, for sample A, are eliminated the mean recovery for 
this sample is increased to 99 per cent. These average results are eminently 
satisfactory for a microdetermination of this nature. The average repro¬ 
ducibility of the results within laboratories is measured by the standard 
errors for a single determination shown in Table 2. When these errors are 
expressed as percentages of the corresponding mean quantities of bromate 



266 ASSOCIATION or OmCIAL AGRICULTURAL CHBMISTS \Vol. SI, No. S 


Table 2. —Means and standard errors for analysis 1 to 8 inclusive. Direct vs, complete 
methods for determination of potassium bromate in wheat flour 


81IIPUI 

BSOUATB 

ADDIO 

DIBIOT mTBOD 

COUrUBTl lOTBOD 

BBOMATl 

rOUND 

Bi 

aTAMS- 

ABD 

SBBOB* 

i 

POUND 

m 

STAND¬ 

ARD 

BSRORi 


p.p.m. 

p.p.m. 

percent 

p.p.m. 

peretfU 

p,p,m. 

percent 

p.pM, 

percent 

A 


4.6 

93 

0.39 

8.5 

4.1 

82 

1.14 

27.9 

B 


39.2 

98 

1.83 

4.7 

30.9 

77 

2.81 

9.1 

C 


74.0 

99 

3.24 

4.4 

61.2 

82 

5.82 

9.5 

D 


— 

— 

— 

— 

42.4 

106 

2.32 

5.5 


^ Standard eirora given are those computed for a single determination. The percentage values are the 
standard errors of a single determination expressed as percentages of the oorresponding means. 


found, they may be employed for a direct comparison of the reproducibil¬ 
ity of these determinations with those of others for which similar studies 
have been made. In a recent statistical study by Anderson^ of the results of 
collaborative determinations of several constituents of wheat flour on 
samples sent out by the National Check Sample Committee of the Amer¬ 
ican Association of Cereal Chemists, it was found that the interlaboratory 
errors of moisture, protein, and ash determinations were in the order of 
± 1 per cent, whereas the errors for constituents present in microquanti¬ 
ties, such as thiamine, niacin, and iron, ranged between 9 and 13 per cent. 
The interlaboratory errors of 4.4 to 8.5 per cent for potassium bromate de¬ 
termined by the direct method compare very favorably with the latter 
group, especially since the analysts participating in the vitamin and iron 
determinations had previous experience with the methods. 

The results by the complete method, however, are quite unsatisfactory. 
The mean recoveries for all analysts were 81, 78, 85, and 109 per cent for 
samples A to D, respectively, and the recoveries obtained by individual 
analysts varied from a low of 30 per cent for Sample A to a high of 161 
per cent for Sample D. The interlaboratory errors also greatly exceeded 
those for the direct method. Nevertheless, several analysts secured quite 
satisfactory recoveries, and further study is warranted in an effort to 
trace the sources of the error. 

The complete method is not required if only bromates and persulfates, 
or bromates and iodates are present. In the former case, it is only neces¬ 
sary to boil the solution of the improvers which are removed from the 
sample by the flotation procedure and titrate in the manner employed in 
the direct method. In the latter case, bromates and iodates may be ti¬ 
trated in the same solution by the iodometric titration described by Kol- 
thoff and Hume.® In this procedure the iodate is A-st titrated in the 
presence of a phthalate buffer between pH 4 and 5, after which the bro¬ 
mate is titrated upon the addition of an adequate amount of hydrochloric 


^ Andenon, J. A., TransactioM Am. Assoc. Cereal Chem.t 5,178 (1947). 

• Kolthoff* I. M., and Hume. D. N., Ind. Bug. Cham. Anal. Ed., 18.174 (1948). 
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acid and a few drops of a molybdate solution as a catalyst. Alternatively, 
the bromates and iodates could be reduced to iodide and bromide with 
sodium nitrite and sulfuric acid and the iodide eliminated as iodine by 
boiling with sodium nitrite, as described in the complete method. By 
suitable qualitative tests for the presence of oxidizing improvers other 
than potassium bromate, simpler analytical procedures could be applied 
which might give more accurate and reproducible results than the com¬ 
plete method. 

LIST OF COLLABORATORS* 

1. A. W. Alcock, Purity Flour Mills, Limited, Winnipeg, Manitoba. 

2. J. A. Anderson, Grain Research Laboratory, Board of Grain Commissioners 
for Canada, Winnipeg, Manitoba. 

3. Ray Brown, International Milling Co., Minneapolis, Minn. 

4. Rowland Clark, W. E. Long Co., Chicago, Ill. 

6. John E. Despaul, General Chemistry Branch, Quartermaster Food and Con¬ 
tainer Institute for the Armed Forces, Chicago, Ill. 

6. F. C. Hildebrand, General Mills Inc., Minneapolis, Minn. 

7. W. L. Rainey, Commander Larabee Milling Company, Minneapolis, Minn. 

8. M. O. Schultze, Division of Agricultural Biochemistry, University of Minne¬ 
sota, St. Paul, Minn. 

9. V. A. Stenger, The Dow Chemical Company, Midland, Michigan. 

COMMENTS OF COLLABORATORS 

(!) The flotation procedure is the weakest point of the methods. There is no ab¬ 
solute assurance that mechanical loss of bromate during the opening of the centri¬ 
fuge cups can be entirely avoided. Drilling a well in the bottom of the conical por¬ 
tion of the cup might assist in avoiding this difficulty. 

(S) The special brass centrifuge tubes are very unsatisfactory for separating 
bromate or other flour improvers from the sample. It was very difficult to obtain a 
clean separation with these tubes, especially with tube No. 1, which invariably left 
deposits of flour in the lower portion of the tube. When flour is present in the sample 
being titrated, the end point is, of course, obscured. We have had much better suc¬ 
cess with regular Pyrex glass conical centrifuge tubes, which are less expensive, and 
easier and faster to use. 

(5) In two trials on Sample D by the complete method values of 51.6 and 52.2 
p.p.m. of potassium bromate were obtained with only one flotation, as compared with 
a mean value of 50.7 for quadruplicate determinations based on the double flotation 
procedure described. As a better recovery was obtained with a single flotation separa¬ 
tion, a further study of the method to eliminate the second flotation is indicated. 

{4) In some cases, difficulty was encountered in obtaining a compact mass of 
flour and it is suggested that an extra minute of centrifuging would aid in obtaining 
a clearer extract. 

(5) The direct method was fairly easily carried out and the end points in the ti¬ 
trations were fairly good. There may be danger of losing bromate when removing 
the excess of carbon tetrachloride from the base of the tube by means of a cotton 
swab, and it is suggested that additional remarks on this manipulation be included 
in the description of the method. 

(6) The use of 12 AT sulphuric acid is not quite strong enough to secure reproduci¬ 
ble results. Where more acid was used, better checks were obtained. 

* The numbers assigned to the collaborators in Table 1 bear no relation to the alphabetical arrange¬ 
ment in this list. 
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(7) It is believed that sufficient fat is extracted from the flour by the carbon tetra¬ 
chloride to cause difficulty in the quantitative transfer of the potassium bromate 
from the cup-like base due to gumminess of the mass after evaporation of the carbon 
tetrachloride. 

(8) A sticky deposit in the base of the centrifuge tubes was present after evapo¬ 
rating the carbon tetrachloride, and hot water was used to wash out the tubes to 
avoid loss of any potassium bromate which might remain undissolved. 

(9) The procedure should include cooling the boiled solution prior to the addition 
of sulfurous acid. 

(10) With the experience gained in completing this group of determinations, it is 
believed that better checks would be obtained if the work were repeated. 

(11) The results are not as precise as would be desirable but the methods are 
probably suitable for indicating whether or not the bromate additions are within the 
desired range. 

(12) In the notes, it is stated that the use of indicators in the neutralization makes 
for low recoveries. Would there be any advantage in carrying through a separate 
sample containing indicators for the purpose of checking and adjusting the alkalinity 
or acidity of the sample? If so, what should the reaction be at the various stages of 
the procedure?^® The end points in the complete procedure were very poor. 

RECOMMENDATIONS* 


It is recommended— 

(1) That an improved design of the special brass centrifuge tube with 
separable base be compared with conical Pyrex centrifuge tubes for the 
determination of potassium bromate in flours by modifications of the 
direct method. 

(2) That no further collaborative studies by the complete method be 
undertaken until the possibility of developing simpler procedures for the 
determination of bromate in the presence of one or more additional im¬ 
provers is investigated. 

(3) That qualitative tests on the detection of various oxidizing im¬ 
provers added to flours, both singly and in combination, be studied. 

(4) That methods be outlined for the determination of bromate in solu¬ 
tions containing this improver in the presence of potassium persulfate and 
potassium iodate, respectively, and that these methods be tested collabo- 
ratively with solutions containing known quantities of these improvers. 

ACKNOWLEDGMENT 

The thanks of the Associate Referee are extended to Ray Brown, In¬ 
ternational Milling Compajny, for preparing the samples, assembling and 
studying the data submitted by the collaborators. His thanks are also 
extended to the other collaborators for their cooperation. 


10 It would be of no apparent advantage to carry a separate sample through the procedure for the pur* 
pose of adjusting the reaction, since sodium bicarbonate is added in excess. The amount of the excess is rela* 
tively unimportant, since the solution is buffered with a large excess of sodium dihydrogen phosphate. 

* For report of Subcommittee D and action by the Association, see This Journal, 31, 59 (1948), 
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REPORT ON PHOSPHORUS IN CEREAL PRODUCTS 

By V. E. M UNSET (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.), Associate Referee 

The Official and Tentative Methods of Analysis, Sixth Edition, does 
not contain a method for the determination of phosphorus in either the 
Cereal Foods or the Grain and Stock Feed chapters. Two adaptations of 
official methods from the Plant chapter have been applied to various cer¬ 
eal products with satisfaction by the Associate Referee. Twelve collabo¬ 
rators were invited to analyze four samples, namely, bread, oatmeal, 
Pablum (an infant cereal food), and self-rising flour, by two new proce¬ 
dures. Samples in Procedure No. 1 are ashed after mixing with magnesium 
nitrate solution, while Procedure No. 2 requires addition of sodium car¬ 
bonate, followed by ashing as in the official method for ash in flour. The 
ash is dissolved by acid and the determination completed in essentially 
the same manner in both procedures by proceeding as for the determina¬ 
tion of phosphorus under Fertilizers, sec. 2.12, page 23. The details of the 
methods are given in This Journal^ 31, 79, (1948), under ‘‘Changes 
in Methods of Analysis.” 

The results reported by 12 collaborators are given in Table 1, as follows: 


Table 1. —Phosphorus in oatmeal, bread, pablum, and self-rising flour 


COLLABORATOR 

BREAD 

OATIIBAL 

PABLUM 

SELP-RIBINQ 

FLOUR 



per emt 

per cent 

per cent 

percent 

1 

, Procedure I 

0.21 

0.48 

0.65 

0.53 



0.20 

0.48 

0.66 

0.54 


Procedure II 

0.20 

0.48 

0.65 

0.53 



0.20 

0.48 

0.65 

0.53 

2 

Procedure I 

0.18 

0.44 

0.67 

1 

0.51 



0.19 

0.46 

0.66 

0.50 


Procedure II 

0.14 

0.45 

0.68 

0.50 



0.14 

0.44 

0.66 

0.50 

3 

Procedure I 

0.21 

0.54 

0.78 

0.61 


Procedure II 

0.19 

0.57 

0.75 

0.58 

4 

Procedure I 

0.15 

0.46 

0.68 

0.53 



0.15 

0.46 

0.67 

— 


Procedure II 

0.14 

0.46 

0.67 

0.52 



0.15 

0.45 

0.68 

0.53 

6 

Procedure I 

0.15 

0.51 

0.67 

0.53 


Procedure II 

0.15 1 

0.45 

0.66 

0.52 

6 

Procedure I 

0.16 

0.48 

0.67 

0.54 


Procedure II 

0.16 

0.48 

0.67 

0.53 
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Tablb 1.— {cafUinued) 


COUiABOBATOa 


OATMIAL 

PABLUM 

BWLf-tmniQ 

IliOUB 



pwetfil 

ptrunt 

p«re#n< 

ptretni 

7 

Procedure I 

0.16 

0.47 

0.69 

0.53 



0.16 

0.47 

0.68 

0.54 


Procedure II 

0.16 

0.48 

0.68 

0.53 



0.16 

0.48 

0.69 

0.53 

8 

Procedure I 

0.19 

0.50 

0.69 

0.50 



0.12 

0.42 

0.66 

0.45 



0.15 

0.47 

0.66 

0.51 


Procedure II 

0.14 

0.45 

0.66 

0.46 



0.19 

0.45 

0.65 

0.45 



0.16 

0.44 

0.67 

0.45 

9 

Procedure I 

0.160 

0.446 

0.659 

0.533 



0.156 

0.442 

0.663 

— 



0.157 

0.478 

0.689 

0.515 



0.161 

0.475 

0.695 

0.520 



0.163 

0.480 

0.681 

0.521 



0.161 

0.479 

0.686 

0.520 


Procedure II 

0.147 

0.464 

0.676 

0.520 



0.156 

0.458 

0.676 

0.524 



0.147 

0.468 

0.676 

0.520 



0.152 

0.459 

0.672 

0.520 



0.151 

0.471 

0.689 

0.523 



0.152 

0.472 

0.692 

0.521 

10 

Procedure I 

0.13 

0.44 

0.63 

0.51 



0.13 

0.44 

0.64 

0.49 


Procedure II 

0.13 

0.44 

0.65 

0.49 



0.13 

0.44 

0.65 

0.49 

11 

Procedure I 

0.16 

0.47 

0.69 

0.49 



0.16 

0.47 

0.69 

0.51 


Procedure II 

0.16 

0.46 

0.69 

0.50 



0.17 

0.47 

0.69 

0.50 

12* 

Procedure I 

0.14 

0.45 

0.65 

0.51 



0.14 

0.45 

0.66 

0.51 


Procedure II 

0.14 

0.45 

0.66 

0.51 



0.14 

0.45 

0.66 

0.51 


Procedure I 


Min. 

0.13 

0.44 

0.64 

0.49 

Max. 

0.21 

0.54 

0.78 

0.61 

Av. 

0.17 

0.47 

0.68 

0.52 


Procedure II 



Min. 

0.13 

0.44 

0.65 

0.45 

Max. 

0.20 

0.57 

0.75 

0.58 

Av. 

0.16 

0.47 

0.67 

0.51 


* Rmults reoeived after averages were made. 
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Collaborator 2 uses for routine analysis of flour, phosphated and self¬ 
rising flour, a method essentially that published by H. R. Allen and Lelah 
Gault, This Journal, 30, 136 (1947), Method C. This method specifies 
nitric-perchloric acid digestion, requires a relatively short time of about 
hours and offers smaller chance for error than the two procedures sub¬ 
mitted for collaboration. His results (% P) obtained by this method follow: 


Bread 

0.14 

0.14 


Oatmeal Pablum 

0.46 0.67 0.52 

0.46 0.67 0.62 


Collaborator 9 reports on the use of a colorimetric method, with slight 
modification, of the one described by Kitson and Mellon in Ind. Eng. 
Chem., Anal. Ed., 16, 379, 1944. Their method is less time-consuming 
than the procedures submitted, and while the results obtained were 
slightly lower, the differences were not considered significant. His results 
(% P) by this procedure follow: 


Bread 

Oatmeal 

Pablum 

Self-rUing 

flour 

0.148 

0.460 

0.668 

0.520 

0.144 

0.451 

0.652 

0.495 

0.140 

0.450 

0.655 

0.503 

0.136 

0.455 

0.663 

0.510 

0.143 

0.450 

0.660 

0.505 


Collaborator 8 submitted results obtained by a method regularly used 
by them, although details of the method were not given. The results (% P) 
are: 

Bread Oatmeal Pablum 

0.14 0.45 0.65 

0.14 0.46 0.64 


Self-rising 

flour 

0.50 

0.51 


Collaborator 11 obtained the following results by Procedure II with the 
exception that the samples were ashed as in the official method for ash in 
flour, that is, without a fixative (% P): 

Bread Oatmeal Pablum 

0.16 0.47 0.69 

0.16 0.47 0.69 


Self-rising 

flour 

0.55 

0.55 


Collaborator 6 points out the possibility of getting high results, es¬ 
pecially with small amounts of PjOj, an account of deterioration of the 
molybdate solution. He recommends the molybdate solution. Methods of 
Analysis, 26.46 (a) p. 398, which is stable and does not give high results. 
Results (% P) obtained with this solution follow: 
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Bread 

0.16 

0.16 


Oatmeal 

0.48 

0.48 


Pablum 

0.67 

0.68 


SelS^rising 

flour 

0.53 

0.63 


The variations and the averages by the two procedures submitted for 
collaborative study are essentially the same on all four samples. No dif¬ 
ficulties were experienced. These procedures are an adaptation of methods 
already official for other products. The collaborative results indicate both 
procedures are satisfactoiy for cereal products. The results obtained by 
the other procedures referred to, in regular use by some collaborators, are 
also in close agreement. The advantages of a nitric-perchloric acid diges¬ 
tion are not of sufficient magnitude to overcome the difficulty and danger 
of its application to warrant a collaborative study. 

The assistance of the collaborators is gratefully acknowledged: 

J. J. Winston, Jacobs Cereal Products Laboratory, New York City 

E. R. Winterlee, Victor Chemical Works, Chicago Heights, III. 

F. H. Luckmann, The Best Foods, Inc., Bayonne, N. J. 

L. C. Andrews, Department of Health, New Orleans, La. 

T. W. Schilb, Monsanto Chemical Co., St. Louis, Mo. 

G. W. Kirby, The Fleischmann Laboratory, New York City 

H. C. Randall, Rumford Chemical Works, Rumford, R. I. 

J. F. Armstrong, M. J. Gnagy, Daniel Bancs, and H. W. Conroy—all of the Food 
& Drug Administration. 

It is recommended* that both procedures be adopted as official, first 
action, for cereals and cereal products and that the study be continued. 


REPORT ON MILK SOLIDS AND 
BUTTERFAT IN BREAD 

By V. E. Mtjnsey (Food and Drug Administration, Federal 
Security Agency, Washington, D. C.), Associate Referee 

Further attempts have been made to apply the method in sec. 20.122, 
p. 266, Methods of Analysis, to eliminate extraction of the fat. In a modi¬ 
fication of this procedure, the saponified bakery product was acidified 
with sulfuric acid and steam distilled. The distillate was treated for appli¬ 
cation to the column as discussed in the paper by Ramsey & Patterson 
{This Journal, 28, 644 (1945). There was found a relatively large per¬ 
centage of several acids formed from the action of strong potassium hy¬ 
droxide on the starch and sugar so that the separation of butyric acid on 
the silicic acid column was complicated to such an extent that the effort 
required in preparation for the column did not seem to offer a practical 
procedure. 

Another approach was to extract the fat from bread with and without 


* For report of Subcommittee D and action by the Aaaociation, see Thin Journal, 31, 58 (1948). 
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added butterfat in accordance with tentative method, sec 20.86| p. 261, 
up to the point where the distillation is carried out as on a Reichert- 
Meissl determination. Instead of that distillation, the sample was steam 
distilled and the distillate prepared for separation on a silicic acid column 
according to the above reference. The breads containing no butterfat con¬ 
tained 0—0.9 mg butyric acid per g of fat, whereas the fat from a milk 
bread contained 15.2 mg butyric acid per 1 g of fat. This procedure gives 
a means for the direct measurement of butyric acid and may prove to be 
more desirable than the present procedure using the Reichert-Meissl 
technic. Further work is necessary and possibly collaborative results. 
No work was done this year on the determination of lactose for the calcu¬ 
lation of nonfat milk solids in bread. 

It is recommended* that study be continued on (1) the determination of 
lactose in bread and (2) on the determination of milk fat in bread. 


No report was given on the following subjects: proteolytic activity of 
flour; soybean flour; soybean flour (immunological tests);noodles; baked 
products (moisture, ash, protein, fat, and crude fiber); moisture in self¬ 
rising flour and pancake, waffle, and doughnut flours; apparent viscosity 
measurement; iron in cornmcal and macaroni products. 


REPORT ON BAKING POWDER AND 
BAKING CHEMICALS 

By V. E. Munsey (Food and Drug Administration, 

Federal Security Agency, Washington D. C.), Referee 

The gasomctric method, official, for residual CO 2 (sec. 17.8, p. 210), 
does not give the results expected, and on one type of baking powder the 
results are high to such an extent that the method does not seem appli¬ 
cable. The Associate Referee reports collaborative results this year, which 
confirm this statement and also presents an improved method to replace 
the official method. 

RECOMMENDATIONSt 

The Referee concurs in the following recommendation of the Associate 
Referee on Baking Powder: 

It is recommended— 

(1) That the present official method for determination of residual car¬ 
bon dioxide in baking powders be dropped (first action), for the following 
reasons: 

(a) The wording and description of the method are susceptible to too many inter¬ 
pretations. 


* For report of Subcommittee D and action by the Aseociation, see This Journal^ 31, 58 (1948). 
t For the report of Suboommittee D and action by the Aaeociation, see ThU Journal, 31« 59 (1948). 
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(b) The manner of heating and treating the sample does not yield a true residual 
because aU of the available GO* is not driven off. 

(e) The method is not applicable to all types of baking powder, particularly the 
pjrropbosphate types. 

(2) That the modified Quartermaster Corps method as described in the 
report of the Associate Referee, this year, be adopted as a tentative 
method, adding the words "or electricity” after the phrase “The bath 
should be heated with gas.” 

(3) That the modified Q. M. C. method referred to in recommendation 
(2) be subjected to further study wherein the single evaporation to dryness 
is carried out in a moisture oven instead of on a water bath and at temper¬ 
atures ranging from 70 to 100®C. 

(4) That the modified Q. M. C. method referred to in recommendation 
(2) be also studied using a neutral saturated sodium chloride solution as 
medium instead of distilled water. 

(5) That the expression “or subtract 17.8 from 17.6” in method 17.9 
Available Carbon dioxide—official, be deleted, and that the tentative 
available CO* be determined by subtraction of the tentative residual CO* 
from the total CO*, official 17.6. 

( 6 ) That an investigation be made on modifying the present A.O.A.C. 
gravimetric method, 17.2 and 17.3, by changing from H 2 SO 4 and KOH 
absorption bulbs to the use of “Caroxite” or “Ascarite and Anhydrone.” 


REPORT ON RESIDUAL CARBON DIOXIDE 
IN BAKING POWDERS 

ByJ. E. Tatab (Standard Brands, Inc., Chicago, Ill.), Asaoctaie Referee 

The last report^ of collaborative work on the determination of residual 
carbon dioxide in baking powders indicated that the official method, 
{Methods of Analysis, 6th ed., 1945, page 210, sec. 17.8), needed study with 
special attention to the time and method of heating in the treatment of 
the sample. 

A collaborative study was instituted involving the services of eleven 
analysts representing manufacturers of baking powder and leavening 
chemicals, also research and Federal laboratories. In this work the official 
method was compared with the method described in the Quartermaster 
Corps Tentative Spec. C.Q.D. #326, May 24,1946, and also a modification 
of the latter method wherein the sample is subjected to a double evapora¬ 
tion instead of the single evaporation outlined. 

The three methods were tried on three baking powders which were 
marked A, B, and C. 

A. —S.A.S.—Phosphate Type with starch only as a filler. 

B. —S.A.S.—Phosphate IVpe with the same percentages of S.A.S., 


> Tki* Journal, 29,359 (1946). 
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phosphate, and sodium bicarbonate as powder A, except that part 
of the starch was replaced with calcium carbonate. 

C.—^Pyrophosphate-Mono Calcium Phosphate Type baking powder. 


FORMULAS OF THE BAKING POWDERS SUBMITTED 


Sample Marked "il”; 

Sodium Aluminum Sulphate 
Mono Calcium Phosphate 
Sodium Bicarbonate 
Cornstarch 


per cent 
24.00 

12.40 
31.20 

32.40 


Sample Marked “B”: 

Sodium Aluminum Sulphate 24.00 

Mono Calcium Phosphate 12.40 

Sodium Bicarbonate 31.20 

Cornstarch 16.23 

Calcium Carbonate 16.17 


Sample Marked 

Sodium Acid Pyro Phosphate 20.00 

Mono Calcium Phosphate 20.00 

Sodium Bicarbonate 28.57 

Cornstarch 31.43 


METHODS 

Official A.O.A.C. Method 

Methods of Analysis^ 6th Edition (1945), page 210, sec. 17.8; or 5th 
Edition (1940), page 188. 

Quartermaster Corps Method 

Quartermaster Corps Tentative Specifications C.Q.D. #326, May 24, 
1946. 

Residual Carbon Dioxide. —Place 1.7 g of baking powder in a clean, dry, 250 ml 
wide-mouthed soxhlet extraction flask.* Add 20 ml distilled water. Evaporate to 
dryness on a steam bath in which the boiling water is kept at a constant level of 2 
inches below the top of the bath. The flask must be set into an opening 3 inches in 
diameter. After 2 hours remove from the steam bath, add 10 ml distilled water and 
let stand until the flask is at room temperature. Determine carbon dioxide present 
with Chittick apparatus as described in Methods of Analysis of the A.O.A.C., 
Fifth Edition, page 186, using correction factors given in Table 24. To obtain the 
available carbon dioxide subtract the residual carbon dioxide from the total carbon 
dioxide. 

(The determination of the carbon dioxide referred to above in the 5th Edition of 
the A.O.A.C. Methods of AnalysiSf page 186, is the same as that found in the 6th 
Edition, pages 208-209.) 

Modified Quartermaster Corps Method. —Place 1.7 g of baking powder in a clean, 
dry, 250 ml wide mouthed soxhlet extraction flask.* Add 20 ml distilled water. 
Evaporate to dryness on a steam bath in which the boiling water is kept at a con- 

* The 260 ml. wide-mouthed eozhlet extraction flask specified in the two Q.M.C. methods is the same 
as the decomposition flask used in the A.O.A.C. Oflioial Qasometrio Method. 
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Tablb 1. —Retullt of eMaboratort on sample A in per cent carbon dioxide 


OOLLABORA- 

TOB 

OmClAL 

A.O.A.C. 

MSTHOD 

DBVIATIOIf 

FROM 

THl MBAN 

QM.C. 

lUTBOD 

OBVIATION 

ntoM 

THE UBAN 

MODinBD 

Q.U.C. 

UBTBOD 

OBVIATION 

FROM 

TBB IIBAN 

1 

1.23 

.30 

.88 

.17 

.32 

.15 


1.05 

.12 

.81 

.10 

.36 

.11 


1.27 

.34 

.84 

.13 

.47 

.00 

2 

.605 

.32 

.344 

.37 

.203 

.27 


.605 

.32 

.443 

.27 

.304 

.17 


.705 

.22 

.443 

.27 

.304 

.17 

3 

.782 

.15 

.677 

.03 


.11 



.23 

.657 

.05 


.20 



.23 

.657 

.05 


.20 

4 

1.36 

.43 

.67 

.04 

.52 

.05 


1.30 

.37 

.72 

.01 

.52 



1.30 

.37 

.77 

.06 

.57 

.10 

5 

.98 

.05 

1.15 

.44 

.41 

.06 


.98 

.05 

1.10 

.39 

.62 

.15 


1.04 

.11 

1.15 

.44 

.62 

.15 

6 

.89 

.04 

.55 

.16 

.41 

.06 


.76 

.17 

.55 

.16 

.47 

.00 


.97 

.04 

.61 

.10 

.41 

.06 




.56 

.15 



7* 

2.00 

1.07 

3.20 

2.49 

2.80 

1.70 


2.10 

1.17 

2.20 

1.49 

2.40 

1.30 


1.70 

0.77 

2.60 

1.89 

2.00 

0.90 

8 

.93 


.95 

.24 

.75 

.28 


1.00 


.90 

.19 

.66 

.19 


1.05 

mm 

1.06 

.35 

.61 

.14 

9 

.87 

.06 

.57 

.14 

.41 

.06 


.77 

,16 

.57 

.14 

.46 

.01 


.87 

.06 

.62 

.09 

.41 

.06 

10 

.90 

.03 

.59 

.12 

.40 

■m 


.90 

.03 

.50 

.21 

.50 



.70 

.23 

.61 

.10 

.45 



.99 

.06 

.62 

.09 

.48 



1.07 

.14 

.67 

.04 

.34 



.97 

.04 

.67 

.04 

.48 

.01 


.58 

.35 






.78 

.15 






.77 

.16 





11 

.97 

.04 

.81 

.10 

.40 

.07 


1.02 

.09 

.71 

.00 

.40 

.07 


1.08 

.15 

.76 

.05 

.40 

.07 

Mean 

.93 


.71 


.47 


Ave. 







Dev. 


.16 


.15 


.10 

Max. 







Var. 

.78 


.81 


.55 



* Results for Collaborator #7 not included in computation of the mean or the average deviation, be¬ 
cause the deviations from the mean of these results are greater than 4 times the average deviation. 
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Tablx 2. —ResuUn of eoUahoratort on sample B in per cent carbon dioxide 


CoUiABOBA- 

TOB 


DITIATION 

noM 

TBl MBAIf 

Q.1I.C. 

mTBOD 

DBTIATIOM 

FROM 

TBX UBAK 

MODirUD 

Q.V.C. 

mTBOD 

DBYIATION 

reoM 

TBB mAN 

1 

7.23 

.04 

7.18 

.32 

6,77 

.14 


7.30 

.03 

7.18 

.32 

6.88 

.25 


7.43 

.16 

7.06 

.20 

6.87 

.24 

2 

7.00 

.27 

6.64 

.22 

6.24 

.39 


6.95 

.32 

6,49 

.37 

6.34 

.29 


7.06 

.21 

6.59 

.27 

6.39 

.24 

3 

7.23 

.04 

7.18 

.32 

6.8S 

.25 


7.23 

.04 

7.06 

.20 

6.98 

.35 


7.13 

.14 

7.16 

.30 

6.93 

.30 

4 

7.66 1 

.39 

6.79 

.07 

6.76 i 

mam 


7.77 

.50 

6.79 

.07 

6.76 



7.77 

.50 

6.69 

.17 

6.76 


5 

7.73 

.45 

7.79 

.93 

6.89 

.26 


7.52 

.25 

7.79 

.93 

6.99 

.36 


7.52 

.25 

7.73 

.87 

6.88 

.25 

6 


.09 

7.02 

.16 

6.86 

.23 



.10 

7.07 

.21 

6.89 

.26 



.14 

7.21 

.35 

6.76 

.13 




6.99 

.13 



7 

7.40 

,13 

6.90 

.04 

6.70 

.07 


7.70 

.43 

6.90 

.04 

6.70 

.07 


8.00 

.73 

7.20 

.34 

6.70 

.07 

8 

■B9 


7.36 

.50 

7.02 

.39 




7.27 1 

.41 

6.93 

.30 


mmm 


7.31 

.45 

6.80 

.17 

9 

7.32 

.05 

6.94 

.08 

6.62 

.01 


7.21 

.06 

6.84 

.02 

6.72 

.09 


7.21 

.06 

6.94 

,08 

6.67 

.04 

10 

6.60 

.67 

5.84 

1.02 

6.06 

.57 


6.60 

.67 

5.87 j 

.99 

6.16 

.47 


6.79 

,48 

5.88 

.98 

5.95 

.68 


7.08 

.19 

6.41 

.45 

5.84 

.79 


7.13 

.14 

5.96 

.90 

5.60 

1.03 


7.01 

.21 

6.13 

.73 

5.87 

.76 


6.74 

.53 

6.13 

.73 




6.73 

.54 





11 

7.49 

.22 

6.87 

.01 

6.94 

.31 


7.54 

.27 

6,79 

.07 

6.92 

.29 


7.24 

.03 

6.80 

.06 

6,97 

.34 

Mean 

7.27 


6.86 


6.63 


Ave. 







Dev. 


.23 


.37 


.27 

Max. 







Var. 



1.95 


1.42 
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stant level of 2 inches below the top of the bath. The flask must be set into an open¬ 
ing 3 inches in diameter. After 2 hours add 20 ml distilled water and evaporate to 
dryness in like manner. Add 10 ml distilled water and let stand until the flask is at 
room temperature. Determine carbon dioxide present with Chittick apparatus as 
described in Methods of Analysis of the A.O.A.C., 6th Edition, pages 208-209, 
using correction factor in Table 44.30. 

The final carbon dioxide in all three methods was determined in the 
same way employing the gasometric method described on pages 208-209, 
secs. 17.4-17.6, inclusive, using 10 ml of hydrochloric acid (1+2) in¬ 
stead of the sulphuric acid (1+6) specified. 

Because several of the collaborators raised questions as to interpreta¬ 
tion of the directions in the Q. M. C. Method, the Referee and Associate 
Referee thought it advisable to submit a more detailed version of the 
method, which follows: 

QUARTERMASTER CORPS METHOD FOR DETERMINATION OF 
RESIDUAL CARBON DIOXIDE IN BAKING POWDERS 

(Rewritten Version) 

Place 1.7 g of baking powder in a clean, dry, 250 ml wide mouthed soxhlet ex¬ 
traction flask, such as is used in the Offiical A.O.A.C. Gasometric Method. Add 
20 ml distilled water. Put the flask on the cover of a water bath (single or multiple) 
in which the boiling water is kept at a constant level of 2 inches below the top of 
the bath. The water in the bath should be boiling vigorously all through the de¬ 
termination and the bath should be heated with gas. The opening in the cover of 
the bath into which the flask is set must be 3 inches in diameter. This prevents the 
flask from touching the water and keeps it a definite distance above it. Evaporate 
the contents of the flask to dryness, (By dryness is meant that there is no visible evi¬ 
dence of moisture in the residue or the inside surface of the flask.) If the set-up is 
functioning properly, this should take from to 2 hours. In any case, leave the flask 
on the water bath for a total of 2 hours. If the sample is not completely dry in 2 
hours something is wrong with the set-up. After the sample is completely dry, add 
10 ml distilled water and let stand until the flask is at room temperature. This will 
take about 1 hour. 

Determine carbon dioxide present with Chittick apparatus as described in 
Methods of Analysis^ 6th Edition, page 186, using correction factors in Table 24, or 
6th Edition 1946, page 208-209, and using correction factors in Table 44.30. 

The residue in the flask at this point is in such a condition that it is diflicult to 
shake out the carbon dioxide. Shake the flask vigorously until further shaking pro¬ 
duces no increment in the reading. 

The following collaborators contributed their time and effort in this 
work: 

Barackman, R. A., and Winterle, E. R., Victor Chemical Works, Chicago 
Heights, 111. 

Bryan, C. S., and Randall, H. C., Rumford Chemical Works, Rumford, R. I. 

Despaul, J. E., Quartermaster Food & Container Institute, Chicago, Ill. 

Dick, Ludwig, Standard Brands, Inc., Chicago, Ill. 

Holch, R. D., Jaques Manufacturing Co., Chicago, Ill. 

Honzak, Ruth, General Foods Corporation, Chicago, Ill. 

Miller, G. E., Fleischmann Laboratories, New York, N. Y. 

Merck, R. A., R. B. Davis Co., Hoboken, N. J. 

Munsey, V. E., Food & Drug Administration, Washington, D. C. 
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Tabui 3 .—RetuUt of eMaboratora on aample C in per cent carbon dioxide ■ 


OOULABORA- 

TOB 

OmOXAL 

A.O.A..C. 

IIBTHOD 

OBVIATION 

rsoM 

TBB MBAN 

Q.1I.C. 

UBTHOO 

OBVIATION 

raoM 

THB MBAN 

MODiriBD 

Q.M.C. 

MBTHOD 

OBVIATION 

raoM 

THB MBAN 

1 

1.22 

.28 

.36 

.02 

■PH 

.17 


1.31 

.37 

.56 

.21 


.12 


1.28 

.34 

.45 

.11 

.29 

.12 

2 

.665 

.28 

.295 

.04 




.604 

.44 

.344 

.00 




.705 

.23 

.197 

.14 

i 


■91 

3 

■■RCIII 

.14 

.249 

.09 

.194 

.02 



.21 

.249 

.09 

.194 

.02 



.16 

.348 

.01 

.290 

.12 

4 


■HSBi 

.31 

.03 

.16 

.01 




.36 

.02 

.16 

.01 




.31 

.03 

1 .16 

.01 

5 

.99 

.05 

.94* 

.60* 

.41 

.24 


1,05 

.11 

.94* 

.60* 

.52 

.35 


1.05 

.11 

.94* 

.60* 

.41 

.24 

6 

.77 

.17 

.18 

.16 

.03 

.14 


.85 

.09 

1 .25 

.09 

,10 

.07 


.82 

.12 

1 .39 

.05 

.07 

.10 




.20 

.14 



7 

3.30* 

2.36* 

.50 

.16 

.30 

.13 


3.30* 

2.36* 

.50 

.16 

.50 

.33 


2.10* 

1.16* 

1.00* 

.66* 

.30 

.13 

8 

.58 

.36 

.25 ! 

.09 

.15 

.02 


.81 

.13 

.31 1 

.03 

.22 

.05 


.52 

.42 

.43 1 

.09 

.20 

.03 

9 

1.59 

.65 

.31 

.03 

.00 

.17 


1.48 

.54 

.31 

.03 

.10 

.07 


1.53 

.59 I 

i .26 

.08 

1 .05 

.12 


i 

1 

' i 


; .05 

.12 


1 


i 


.10 

.07 




1 1 

1 

i 

.05 

.12 

10 

1.20 

1 .26 

.54 

.20 

.17 

.00 


.92 

! .02 

.47 

.13 

.05 

.12 


1.40 

.46 

.23 

.11 

.02 

.15 


.61 

.33 

.40 

.06 

.19 

.02 


.35 

.59 

.35 

.01 

.13 

.04 


.81 

.13 

.34 

.00 

.13 

.04 


,63 

.31 

,32 

.02 

.10 

.07 


.68 

.26 

.31 

.03 

.19 

.02 


.96 

.02 

.48 

.14 

.19 

i .02 




.38 

.04 

.15 

.02 




.48 

.14 

.10 

.07 






.20 

.03 

11 

.92 

.02 

.30 

.04 

.20 

.03 


1.07 

.13 

.30 

.04 

.25 

.08 


1.17 

.23 

.35 

.01 

.20 

.03 

Mean 

.94 


.34 


.17 


Ave. 







Dev. 


.25 




.09 

Max. 







Var. 

1.24 


.37 


.52 



* Hasults not included in computation of the mean or the averase deviation. 
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Schilb, T. W., and McKim, Elisabeth, Monsanto Chemical Co., St. Louis, Mo. 

Stephenson, N. R., Standard Brands Limited, Toronto, Canada. 

(The order in which these collaborators are listed does not conform to 
the numbers used in the tables of results.) 

COMMENTS OF COLLABORATORS 

Barackmarif R. A., and Winierle, E. R, —“We prefer the Quartermaster Corp’» 
method for residual COj determinations. The Q. M. C. method, however, does not 
take into consideration that drying of the sample may be carried too far. The caked 
residue which is obtained may be thought of as like the crust of a baked product 
whereas the interior should be simulated if possible. Some tests which we carried 
out indicated that if a watch-glass is placed on the mouth of the decomposition flask 
during the two hour heating period on a boiling water bath, the residue will remain 
as a gel if starch is present. We offer this suggestion for future work.” 

Schilb, T. A., and McKim, Elizabeth. —“We were unable to get satisfactory checks 
on the official A.O.A.C. We feel that this is because it is impossible to regulate the 
time of actual boiling of the sample with a sufficiently high degree of accuracy.” 

Morckf R, A. —“We have used the Q.M.C. procedure some here in our laboratory 
and like it very much. While the results are usually lower than those obtained by the 
A.O.A.C. method, we have found them more consistent. We saw no advantage in the 
modifled procedure over the regular Q.M.C. procedure and of course it does require 
a great deal more time.” 

Bryan, C. S., and Randall, H. C. —“We prefer the Quartermaster Corps method 
to the other two methods for the following reasons: 

1. The instructions are more concise than those for the A.O.A.C. method. 

2. The A.O.A.C. method, although giving results in the shortest elapsed time, 
requires more of the attention and time of the operator. For instance, at the 
point where the method calls for bringing the sample to a quick boil and boil¬ 
ing for one minute, much flame adjusting must be made, for if brought too 
rapidly to a boil the sample foams up despite the addition of 3 drops of capryl 
alcohol. 

3. The modifled Quartermaster Corps method seems to us to be unnecessarily 
prolonged and to give, in the case of two of the samples, especially sample C, 
residual C 02 *s which seem to us to be very low.” 

Hoick, R. D. —“Evaporation to dryness is a severe condition which is not en¬ 
countered during actual baking procedure. Evaporation to dryness consumes much 
more time than the A.O.A.C. method and the reproducibility is not improved.” 

Stephenson, N. R. —“The official A.O.A.C. method gave higher values than either 
of the Q.M.C. methods. However, this procedure yields more variable results. A 
considerable error is introduced into each method unless the Chittick flask is shaken 
until there is no further increment in the reading of the gas burette.” 

. DISCUSSION 

The maximum variances and average deviations of the results in Table 
1 on powder A indicate that there is not much difference in precision be¬ 
tween the official and Q.M.C. methods. The modified Q.M.C. results have 
a slight edge in precision, although the precision of all three methods was 
satisfactory for a determination of this kind. Note that one collaborator 
had trouble with all three methods on powder A. 

The results in Table 2 on powder B are not very good with any of the 
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three methods. This may be due to the calcium carbonate in the formula 
which brings the results up to such a relatively high level that if the error 
is partially factorial this would account for the greater maximum vari¬ 
ances and average deviations. Calcium carbonate reacts with the acids in 
the baking powder yielding higher availables by as much as 1.00 per cent 
in powder B over powder A. Docs this mean that powder A is compounded 
on the acid side and does not really have an excess of soda? At any rate the 
presence of the calcium carbonate further complicates this determination 
because it introduces additional reactions. 

The results in Table 3 on powder C demonstrate that both Q.M.C. 
methods are superior to the official method and the precision is probably 
as good as we ever hope to attain in a determination of this type. Collab¬ 
orator #7 had trouble with the official method on this powder while #5 had 
trouble with the Q.M.C. method. On the whole it appears that the pre¬ 
cision of the two Q.M.C. methods is at least as good as that of the official 
method on powders A and B and definitely superior on powder C. It is 
certainly a disappointment to see that the simple and thoroughly descrip¬ 
tive instructions given in the Q.M.C. methods (particularly the rewritten 
version) did not produce better agreement in results than the official 
method on powders A and B. The wording and description of the official 
method is certainly not up to the standard set by the A.O.A.C. Every 
analyst has his own interpretation of a ^‘'metal drying cell” and the most 
critical point in the determination “boiling for 1 minute” is very difficult 
to control and standardize. 

Note that there is a difference in the level of the results on all three 
powders by all three methods, the greatest difference being on powder C 
where the mean by the official method is 0.94 per cent and 0.34 per cent 
by the Q.M.C. method. This difference in level is of course due to the 
difference in time and method of heating. Two of the collaborators com¬ 
ment that the evaporation to dryness in the Q.M.C. method is too severe 
and is a condition which does not simulate actual baking. This objective 
of trying to simulate baking conditions with a method of this kind has 
some merit, but we must remember that distilled water as a medium for 
the reaction certainly does not even approximate dough conditions 
where you have a large mass of neutral or slightly acid materials and in the 
case of cake dough a saturated sugar solution. Also that in dough any 
carbon dioxide generated by the baking powder and retained in the 
dough will leaven whereas in distilled water solutions the carbon dioxide 
generated must be completely driven off or it will reflect in the residual and 
yield a lower available carbon dioxide. 

The amount of carbon dioxide retained in the residual solution is de¬ 
pendent on the following factors: 

1. pH of the residual salts. 

2. Amount and degree of gelatinization of the starch in the residual solution. 

3. Concentration of soluble salts. 



282 ASSOCIATION OF OFFICIAL AORICULTUBAL CHEMISTS [Vol. St, N6. t 

To obtain a true available COa all the retained COa which is in solution 
must be driven off. To my knowledge this can only be accomplished in 
one of two ways. 

1. Evaporation to dryness. 

2. By using a saturated solution of neutral sodium chloride or sodium sulphate 
as the reaction medium. 

Evaporation to dryness is the basis of both of the Q.M.C. methods and it 
does bring the results down to lower levels which, in my opinion, are closer 
to the true values than the official method. Incidentally the modified 
Q.M.C. method is practically identical to the Official British method at 
present, the only difference being that the final determination of the CO 2 
is done in an alkalimeter. 

To those who think that evaporation to dryness is too severe, it may be 
pointed out that the use of a saturated sodium chloride solution instead 
of distilled water in the official A.O.A.C. method will bring the results 
down to the same level as those obtained with a single evaporation to dry¬ 
ness. 

Gelatinization of the starch is another factor which makes it very diffi¬ 
cult to drive out the available COa. Therefore some work should be done 
with the Q.M.C. method where evaporation to dryness is carried out at a 
temperature which is below the point at which starch gelatinizes. The 
gelatinized starch also causes trouble when the residual COa is shaken out 
on the Chittick apparatus. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the present official method for determination of residual 
carbon dioxide in baking powders be dropped for the following reasons: 

(a) The wording and description of the method are susceptible to too many inter¬ 
pretations. 

(b) The manner of heating and treating the sample does not yield a true residual 
because all of the available COs is not driven off. 

(c) The method is not applicable to all types of baking powder, particularly the 
P3rrophosphate types. 

(2) That the Quartermaster Corps method (Rewritten Version) be 
adopted as a tentative method, adding the words electricity^' after 
the phrase ^'^The bath should be heated with gas." 

(3) That the Q.M.C. method be subjected to further study wherein 
the single evaporation to dryness is carried out in a moisture oven instead 
of on a water bath and at temperatures ranging from 70 to 100®C. 

(4) That the Q.M.C. method be also studied using a neutral saturated 
sodium chloride solution as a medium instead of distilled water. 


* For report of Subcommittee D and action by the Association, see This Journal, 31, 69 (1948). 
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No reports were given on disinfectants, or on leathers and tanning 
materials. 


REPORT ON PLANTS 

By Elroy J. Miller (Michigan Agricultural 
Experiment Station, East Lansing, Mich.) Referee 

During the past year efforts have been made not only to continue the 
studies already in progress but to initiate new ones; however, not as much 
was accomplished in either respect as was originally hoped for. 

Miss Lillian I. Butler, Associate Referee on Copper and Cobalt, sub¬ 
mitted no report on either subject and asked to be relieved of this assign¬ 
ment. 

Dr. J. T. Sullivan, Associate Referee on Carbohydrates, submitted no 
report on his subject. Sometime ago he asked to be relieved of this assign¬ 
ment, because the press of other duties prevented him from doing justice 
to it, and it is with regret that his request is acceded to at this time. The 
title of the subject has been changed to ‘‘Sugar.’^ 

Dr. J. S. McHargue, Associate Referee on Iodine and Boron, will pre¬ 
sent a report on boron but not on iodine. 

Dr. E. J. Benne, Associate Referee on Carotene and Zinc, will report on 
the latter but not the former. 

No report on sampling will be presented. 

Steps are being taken to initiate studies on methods for determining the 
following constituents of plants: Cobalt, copper, fluorine, lead, sugar, 
starch, sodium, potassium, and different forms of nitrogen. A number of 
qualified analytical chemists have signified their willingness to serve as 
Associate Referees; however, the only definite assignment wiiich has been 
made to date is that of Dorothy R. Waldron of the Michigan Agricultural 
Experiment Station, who has agreed to serve in this capacity for sodium. 
Other assignments will be made as soon as possible and when completed 
the Secretary will be notified of the appointees. It is hoped that the new 
appointments can be included in this report before it is published. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the recommendations made by the Associate Referees in their 
reports on Boron and Zinc, respectively, be accepted. 

(2) That the following Associate Referees be appointed: 


* For the report of Subeommittee A and action by the Aeeooiation, see Thu /oumol, 31,43 (1948). 
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Baron and Iodine —L. K. Wood, University of Kentucky, Agricultural 
Experiment Station, Lexington, Ky. 

Carotene and Zinc —Erwin J. Benne, Dept, of Agricultural Chemistry, 
Mich. State College, East Lansing, Mich. 

Cellulose and Lignin —Gordon H. Ellis, U. S. Plant, Soil, and Nutrition 
Laboratory, Ithaca, N. Y. 

Cohalt and Copper —Kenneth C. Beeson, U. S. Plant, Soil, and Nutrition 
Laboratory, Ithaca, N. Y. 

Pectin —C. O. Willets, Eastern Regional Research Laboratory, Chest¬ 
nut Hill Station, Philadelphia, Pa. 

Sampling —Elroy J. Miller, Department of Agricultural Chemistry, 
Mich. State College, East Lansing, Mich. 

Sodium —Ray L. Shirley, Dept, of Agricultural Chemistry, Mich. State 
College, East Lansing, Mich. 

Starch —Carroll L. Hoffpaiiir, Southern Regional Research Laboratory, 
New Orleans 19, La. 

Sugar —Kenneth T. Williams, Western Regional Research Laboratory, 
Albany 6, Calif. 


REPORT ON BORON IN PLANTS 

By Calvin M. Austin and J. S. McHargue {Associate Referee)^ Kentucky 
Agricultural Experiment Station, Lexington, Ky. 

This report is an outline of a new colorimetric method for the deter¬ 
mination of total boron in plant material. The reagent used is p-nitro- 
benzeneazo-l,8-dihydroxynaphthalene-3,6-disulfonic acid. This compound 
will be referred to as ^^Chromotrope-B.” Feigl has reported the use of 
this compound as a spot test for boron. 

The procedure is similar to the quinalizarin method, the chief difference 
being in the ignition of the sample. The ignition is made on air dry samples 
at 600®C. after the addition of an alkali. 

Details of the method and the results obtained are described in a paper 
presented at this meeting, entitled ‘‘The Determination of Total Boron 
in Plant Material with ‘Chromotrope-B\’^^ 

PROCEDURE 

Ignite 0.2 to 0.5 g of air-dried, 60-mesh sample in a platinum dish after the addi¬ 
tion of barium hydroxide. The dish should be placed in a cool muffle furnace and the 
temperature raised to 600®C. The total time in the furnace should be two hours. 
After ignition extract the boron from the ash with 6.0 or 10.0 ml of 70% acetic acid. 
Add 10.0 ml of a .005% soln of “Chromotrope-B'* in concentrated, sulfuric acid 
(reagent grade) to a 1.0 ml aliquot of the extract. Allow at least 30 min. for full color 
development and determine the per cent transmission spectrophotometrically at 
620 m/i against a reference soln containing 1.0 ml of 70% acetic acid and 10.0 ml of 


1 Calvin M. Auatin and J. D. MeHargue, ThU Journal^ page 427. 
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the reagent soln. The boron content of the solution is then found from a standard 
curve determined by treating known amounts of boron in the same way. 


RESULTS 


The results of analyses of several plant samples and a synthetic sample 
containing 97.2 p.p.m. of boron as anhydrous Na 2 B 407 are shown in 
Table 1. 


Table 1 .—ResuHs 


8A1IPL1 

BORON 

ADDBD 

NUIIBBB or 

OlTXRMl- 

NATIONS 

MEAN 

BORON 

FOUND 

AVBRAOB 

DEYIATION 

or A BINQLB 

OBSBRyATlON 

RBCOVIRT 




p.p.m. 

p.p.m. 

percent 

Synthetic 

97.2 


92.7 

1.1 

95.4 

Bean Seed 



21.8 

.4 


White Pine Needles (N) 


5 

38.0 

1.1 


White Pine Needles (D) 


5 

42.6 

1.1 


Wild Cherry licaves (1) 


4 

17.1 

.2 


Wild Cherry licaves (2) 


3 

22.9 

.4 


Kelp 


6 

314.3 

2.8 



These results seem to justify further study. It is planned to continue 
this work particularly in regard to the analysis of biological material, 
soils, and fertilizers. 

RECOM MENDATIONS* 

It is recommended that the method be studied independently by others 
and that collaborative work be undertaken for next year. 


REPORT ON ZINC IN PLANTSf 

By Ray L. Shirley, Dorothy R. Waldron, Elva D. Jones, and 
Erwin J. Benne, Associate Referee (Michigan Agricultural Experiment 
Station, East Lansing, Mich.) 

During the 1945 revision of Methods of Analysis, A.O.A.C. (1), the di- 
thizone method for determining zinc in plant materials replaced the for¬ 
mer HjS-ferrocyanide procedure in the Plant Chapter. The dithizone 
method depends upon the combination of zinc with dithizone (diphenyl- 
thiocarbazone) in an ammoniacal solution of controlled reaction to form 
a red compound. This compound and some excess dithizone are removed 
from the aqueous solution by extracting it with carbon tetrachloride, and 
the zinc present is evaluated photometrically by a mixed-color procedure. 
Interference by copper is prevented by removing it as the dithizonate from 

* For report of Subcommittee A and action by the Association, see Thia Journal, 31, 43 (1948). 

J Published with permission of the Director of the Agricultural Experiment Station as Journal article 
57 (n.s.). 
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acidified solution, and diethyldithiocarbamate is added to prevent cations 
other than zinc from forming dithizonates when the solution is made 
ammoniacal. 

This method was published in its present form by Cowling and Miller 
(2). It was submitted for collaborative study by Cowling, who served as 
Associate Referee on zinc in plants from 1940 to 1941. Results from this 
study were reported at the meeting of the Association in 1940 and pub¬ 
lished in the Journal in 1941 (3). On the basis of these results Cowling 
recommended that the Association accept the method as a tentative one 
and that the study of it be continued. These recommendations were ac¬ 
cepted; however. Cowling resigned as Associate Referee before acting 
upon his second recommendation. 

The present Associate Referee was appointed in 1942 to succeed Cow¬ 
ling, but while the War was in progress other activities necessitated that 
an investigation of methods for determining zinc be postponed. During 
the past year, however, such an investigation was begun, and the results 
obtained to date are presented in this report. 

EXPERIMENTAL AND RESULTS 

It was decided to investigate the tentative A.O.A.C. method first, and 
later to study other procedures in an effort to find, or if possible to devise, 
one possessing additional advantages. To date the following aspects of the 
subject have been studied: 

1. The spectral properties of carbon tetrachloride solutions of dithizone and zinc 
dithizonate, individually, and together as used in the mixed-color method. 

2. The effects of daylight upon the spectral properties of these solutions and 
means of protecting them against such effects. 

3. The following points in the mixed-color procedure: 

(a) Amount of dithizone reagent necessary when the concentration of zinc 
is high. 

(b) Standardization of the rinsing process with carbon tetrachloride after 
extraction of the aq^ueous solution with dithizone reagent. 

(c) Effects of varying the amount of solution B. 

(d) Effects of using a stock solution of carbamate reagent which was stored 
in a refrigerator. 

4. (a) The practicability of removing excess dithizone from the carbon tetra¬ 

chloride solutions of zinc dithizonate and using a one-color instead of a 
mixed-color procedure. 

(b) Determination of the accuracy with which known quantities of zinc added 
to extracts of plant ash, plus the zinc present in the extract, could be 
evaluated by use of this procedure. 

5. Reproducibility of results by the mixed-color and one-color procedures when 
used by four different analysts in an intra-laboratory study. 

Each of the above sections will be treated separately in the sequence 
given. 

It was thought that a study of the spectral properties of the components 
of the mixed-color system should help to afford a clearer understanding of, 
and possibly lead to improvements in, the dithizone method. Conse¬ 
quently, spectral transmission curves were prepared, from 400 to 725 
millimicrons, for carbon tetrachloride solutions of: (A) Dithizone reagent 
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diluted 1 plus 4, (B) Zinc dithizonate and excess dithizone obtained by 
canying 20 micrograms of zinc through the entire mixed-color procedure, 
and (C) Zinc dithizonate prepared by freeing a solution similar to (B) of 
excess dithizone with dilute aqueous ammonium hydroxide. A Cenco- 
Sheard Spectrophotelometer was used for this purpose. The results ob¬ 
tained are presented graphically in Figure 1. 

H. R. Kraybill, one of Cowling’s collaborators (3), called attention to the 



Fiq. 1.—Spectral transmission curves of carbon tetrachloride solutions of (A) 
Dithisone reagent, (B) Zinc dithisonate and excess dithisone reagent, and (C) Zinc 
dithizonate. 
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tendency of the colors to fade when the carbon tetrachloride solutions of 
dithisone and zinc dithizonate involved in the mixed-color procedure were 
exposed to even ordinary diffused sunlight. He further observed that if 
electric light supplied the only illumination, fading did not occur, but 
rather the colors of the solutions tended to intensify during the first two 
hours imder these conditions. When the solutions were maintained in 
darkness no changes in their color intensities were discernible in forty- 
eight hours. 

During the early part of this investigation the authors corroborated 
Kraybill’s observations. It occurred to them that the use of amber, or 
low-actinic, glassware might effectively protect the solutions against day¬ 
light. Accordingly separatory funnels, bottles, volumetric flasks, and 
pipettes made of such glass were obtained and used throughout the re¬ 
mainder of the investigation. Repeated trials showed this practice to be 
quite effective in stabilizing the optical densities of the carbon tetrachlo¬ 
ride solutions. Given below are representative data showing the differences 
in the per cent of light transmitted, before and after a 3-hour exposure to 
daylight, by solutions of dithizone and zinc dithizonate which were carried 
through the mixed-color procedure, and maintained, in colorless or amber 
glassware: 


KIND or aLABBWABI UBID 

MICSOGBAIIB or 

UNCPBKBSNT 

UOBT TBANBlfTrTBD 

BSrOBB BXPOBDIUD 

ArrSB BXPOBDBB 




percent 

Colorless 


67.0 

82.0 

Colorless 

15 


47.0 

Colorless 

20* 

85.5 

96.0 

Amber 

0 

74.5 

74.7 

Amber 

15 



Amber 

20* 

87.3 

87.5 


These solutions were diluted 10 times more th&n the others and per cent of light transmitted was de¬ 
termined with a Cenoo-Sheard Spectrophotelometer In all other instances throughout the investigation a 
Cenco-Sheard-Sanford Photelometer, equipped with the light filter recommended by Cowling and Miller (2), 
was used for this purpose. 

During extraction of the ash extract with dithizone reagent an excess of 
this reagent must be present, and the presence of an excess is indicated 
by an orange or yellow-orange coloration of the aqueous phase after the 
phases have separated. Such a color is difficult to see when separatory fun¬ 
nels made of amber or low actinic glass are being used; hence, another 
means of judging whether an excess was present became necessary. The 
authors found that the use of 15 ml. of dithizone reagent assured an excess 
for all of the plant materials which they sampled and analyzed according 
to the recommended procedure. Therefore, they adopted the practice of 
using this amount of reagent in all cases where the concentration of zinc 
was suspected of being high. 
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Likewise, in both the first and second extractions, rinsing with carbon 
tetrachloride is judged to be complete on the basis of the green coloration 
acquired by the carbon tetrachloride layer. Even with colorless glass ves¬ 
sels the authors found this to be a somewhat unreliable criterion, and with 
amber or low actinic glassware a revised rinsing technique was required. 
Repeated use showed the following procedure to be effective and reliable 
in both the first and second extractions: After making the first separation 
in the usual manner, add 2-3 ml. of carbon tetrachloride to the contents 
of the separatory funnel. Allow the layers to separate and draw off the 
lower layer; in the first extraction into the second separatory funnel; 
in the second into the container for waste carbon tetrachloride. Repeat 
once. Then add 3-5 ml. of carbon tetrachloride and shake vigorously for 
15 seconds. Allow the layers to separate and draw off the lower layer as 
before. Repeat once. 

Dithizone is very soluble in aqueous ammonia and presumably would 
be less readily extracted by carbon tetrachloride from solutions in which 
the concentration of ammonia is high. Hence, it was thought that differ¬ 
ences in the amounts of solution B used might be partly responsible for 
variations in percentages of light transmitted by the carbon tetrachloride 
extracts. To determine if such were the case, varying amounts of solution 
B, and sufficient distilled water to make a total volume of 55 ml. were 
added to the usual quantities of 0.02 N HCl and dithizone reagent in 
each of three separatory funnels, and the remainder of the procedure was 
completed in the usual way. The volumes of solution B added and the 
percentages of light transmitted are given below: 

Ml. of solution Per cent of light 

B added transmitted 

48 80.0 

50 79.6 

52 80.5 

It is obvious from these results that significant variations in the per¬ 
centages of light transmitted by the carbon tetrachloride extracts are not 
due to slight differences in the amounts of solution B used. 

In an effort to eliminate variations in light transmission values that 
might accompany separate preparations of carbamate reagent for each 
series of determinations, a study was undertaken to ascertain how long a 
stock solution of this reagent could be stored and still be used safely. It 
was found that such a solution had no perceptible effect on the reproduci¬ 
bility of light transmission values for at least a month, if stored in the 
refrigerator when not in use. Hence, the practice of preparing a liter of 
this solution at a time, storing it in the refrigerator, and withdrawing 
required amounts immediately before use, was adopted. 

It was thought that differences in the amount of dithizone removed 
from the aqueous phase in the final extraction might be responsible for the 
variations in the percentages of light transmitted by solutions containing 
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the same amounts of zinc. If such were the case, it appeared timt a one- 
color procedure, in which the excess dithizone was removed by extracting 
the carbon tetrachloride solutions with dilute ammonium hydroxide, 
should improve the reproducibility of transmission values. Cowling and 
Miller (2) discussed such a procedure, but they believed that when lead 
was present high values for zinc would result. However, they gave no data 
on this point; hence, it seemed of value to determine the effects of added 
lead. Accordingly similar solutions with and without lead were carried 
through the mixed-color procedure as usual. The aqueous layer was re¬ 
moved by use of suction, 50 ml. of 0.01 N NH4OH were added to each 
separatory funnel, and the contents were shaken vigorously for 30 seconds. 
After the layers had separated, the carbon tetrachloride solutions were 
drawn off, aliquots were diluted as usual and the per cent of light trans¬ 
mitted by each was determined. Amounts of zinc and lead added and 
typical results obtained are summarized below: 


Micrograms present 


Per cent of light 

Zn 

Ph 

transmitted 

0 

0 

75.2 

0 

0 

77.5 

0 

0 

76.0 

0 

25 

74.9 

0 

25 

76.1 

0 

25 

76.5 

10 

0 

50.5 

10 

25 

48.0 

20 

0 

30.5 

20 

0 

31.2 

20 

25 

30.5 

20 

25 

31.0 


These data show no greater variations in results when added lead was 
present than when it was absent. Therefore, the procedure was tested 
further by applying it to the determination of zinc in extracts of plant ash. 

A reference curve relating concentration of zinc and light transmission 
was prepared in the usual way by carrying known amoxmts of zinc through 
the entire procedure and determining the per cent of light transmitted by 
each carbon tetrachloride solution with the photoelectric colorimeter. 
Extracts of the ash from samples of plant materials were prepared as 
directed by the A.O.A.C. method, and aliquots were analyzed for zinc 
by the one-color procedure. Other aliquots were similarly analyzed after 
addition of known quantities of zinc. Representative results obtained, 
together with similar data pertaining to the mixed-color procedure repro¬ 
duced from Cowling and Miller (2) for comparison, are given below. 

Judged on the percentages of zinc recovered the two procedures ap¬ 
peared to be entirely comparable; hence, both were subjected to an 
intra-laboratory study participated in by four analysts. All were expe¬ 
rienced analysts; however, analyst C had had no previous experience with 
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ADOID^ 

MICBOOBAMB OP UKO 

PBB OBNT or 


TOTAL PBSBSHT 

OBTIBMIMBD* 

BBCOVBBBD 

Lettuce leaves 

0 

— 

11.88 

100.0 


1.20 

13.08 

13.02 

99.5 


2.40 

14.28 

13.85 

97.0 

Alfalfa leaf meal 

0 

_ 

8.25 

100.0 


4.81 

13.06 

13.00 

99.5 


9.62 

17.87 

17.58 

98.4 


14.43 

22.68 

23.53 

103.7 

Cowling and Miller— 





Dried grapes 

0 

— 

11.4 

100.0 


10 

21.4 

21.9 

102.3 


20 

31.4 

31.3 

99.7 


40 

51.4 

51.2 

99.6 

Dried asparagus 

0 

— 

13.6 

100.0 


10 

23.6 

23.4 

99.2 


20 1 

33.6 

33.5 

99.7 


40 

53.6 

53.6 j 

100.0 


1 Added to the lettuce, grape, and asparagus samples prior to ashing and to aliquots of the extract of 
ash from alfalfa meal immediately before analysing. 

* Averages of results from 2 or more determinations. 


either procedure. Each participant prepared, and used, his own reference 
curves relating concentration of zinc and light transmission. The data 
from which these curves were constructed are shown below as an indica¬ 
tion of the comparative reproducibility of results with known quantities of 
zinc when the two procedures were used by different analysts. 


PBB CENT OP LIOBT TRaifSUITTBD 


MICBO* 

ORAUB 

or ZINC 

UIXBIKXILOR PROCBDURB, ANALYST— 

ONB-COLOR PROCXDQTBX, ANALYST— 

A 

B 

C 

D 

A 

B 

C 

D 

0 

74.5 


71.2 

72.1 

83.0 

81.0 

79.1 

79.8 

10 

51.6 

48.0 

48.7 

47.6 

50.0 

48.1 

48.8 

48.5 

15 

41.5 

39.9 

42.2 


39.0 

36.9 

— 


20 

33.9 

32.1 

32.0 

33.7 

31.9 

30.1 

30.1 

mSSm 

25 

28.9 


27.1 

29.7 

26.0 

24.1 

25.2 

BH 

30 


23.1 

23.3 


19.9 

19.3 

21.0 

mmm 


Fortunately it was possible to obtain for this study portions of the three 
samples analyzed by Cowling and his collaborators (3). Extracts of each 
were prepared, and all four participants analyzed aliquots by both pro¬ 
cedures. Results obtained, together with those obtained by Cowling and 
his collaborators with the mixed-color procedure (3) to permit comparison 
of reproducibility, follow: 
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ANJlLTIT 

fJtM, or BNO 1 »T 1 BM 1 NB 1 >> 

MxxiiKXHiOK raooiDina 

SAICPUB1IP.S 

OlfKIOliOB PBOOBDQBI 

SAMPLB NO.* 


1 

2 

CO 

1 

2 

8 

A 

27.8 

23.4 

46.6 

22.4 

24.1 

46.4 

B 

27.4 

24.1 

46.0 

22.6 

21.9 

46.3 

c 

25.6 

19.8 

42.7 

23.1 

24.1 

46.7 

D 

26.7 

21.5 

46.2 

22.0 

22.9 

46.6 

Av. 

26.9 

22.2 

45.1 

22.6 

23.3 

46.2 

Cowling’s collaborators- 

- 





No. 1 

26.4 

22.3 

49.3 




No. 2 

24.6 

19.7 

49.6 




No. 3 

21.0 

17.8 

45.8 




No. 4 

26.6 

23.6 

42.6 




Cowling— 

26.3 

22.3 

46.9 




Av. 

24.8 

21.1 

46.8 





^ Averages of results from 2 or more determinations. 

> Sample 1 was alfalfa leaf meal. 2 was parsmp roots, and 3 was spinach leaves. 


Agreement of results by the two procedures when used by different 
anal 3 ^ts was quite satisfactory; moreover, the values for zinc agreed well 
with those obtained by Cowling and his collaborators. Unfortunately, 
the extracts used with the mixed-color procedure became exhausted, and 
others had to be prepared for use with the one-color procedure. Hence, 
errors attendant with the ashing and extracting processes are probably 
reflected in the differences in results obtained for a given sample by the 
two procedures. This appears to be especially true of sample 1. 

DISCUSSION 

Cowling and Miller (2) published a spectral transmission curve for a 
carbon tetrachloride solution of zinc dithizonate. However, they gave none 
for dithizone alone nor for a mixture of dithizone and zinc dithizonate as 
used in the mixed color procedure; therefore, the curves shown in Figure 1 
appeared to be of sufficient interest to include in this report. 

Curve (C) for zinc dithizonate is practically identical with that of 
Cowling and Miller. It corroborates their choice of a light filter, which 
transmitted li^t most strongly near 535 millimicrons, for use in a photo¬ 
electric colorimeter. The authors used a wave length setting of 530 milli- 
crons on a Cenco-Sheard Spectrophotelometer and obtained excellent 
reproducibility of results with carbon tetrachloride solutions of zinc dithi¬ 
zonate of the same concentration. 

It will be noted that curve (A) for dithizone reagent exhibits two mini¬ 
ma and one maximum. Fortunately the latter coincides closely with the 
region of strong absorption by zinc dithizonate. This shows that by taking 
transmission readings in this region for evaluating the concentration of 
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zinc dithizonate, much of the effect of excess dithizone is eliminated. 
Curve (B) for a mixture of dithizone and zinc dithizonate further illus¬ 
trates this point. It shows that the excess dithizone caused only slight 
digression from curve (C) except in the region of strongest absorption, 
and should have, therefore, but little effect on readings taken between 530 
and 540 millimicrons. 

This investigation yielded the following points of information which 
should be helpful in the determination of zinc as the dithizonate: 

1. Unless daylight can be effectively excluded, use of amber or low 
actinic glassware should aid in obtaining reliable results. 

2. The procedure described for rinsing the aqueous solutions with car¬ 
bon tetrachloride following extraction with dithizone reagent is more con¬ 
venient and reliable than that now included in the tentative method. 

3. Withdrawal of required amounts of carbamate reagent from a pro¬ 
perly stored stock solution immediately before use is a more convenient 
and efficient practice than preparing a fresh solution of this reagent each 
time the procedure is used. 

4. The intra-laboratory study conducted by the authors showed that 
the results obtained with the one-color procedure by different analysts 
were as consistent as those obtained for the same samples with the mixed- 
color procedure. The one-color procedure gave somewhat more consistent 
values for blank corrections and low concentrations of zinc than it was 
possible to obtain with the mixed-color procedure. It should be pointed 
out, however, that the phasic separations common to both procedures 
appear to be responsible for experimental variations w^hich could not be 
entirely overcome by exercise of the most rigid care in manipulation. 

It is recommended* that the study be continued. 

LITERATURE CITED 

(1) Methods of Analysis^ A.O.A.C., 6th Edition, 1945. 

(2) Ind, Eng. Chem., Anal Ed., 13; 145 (1941). 

(3) This Journal, 24; 520 (1941). 


No report was given on sampling, iodine, carbohydrates, copper and 
cobalt, or carotene, in plants. 


* For report of Subcommittee A and action by the Association, see This Journal, 31, 43 (1948). 




MONDAY—AFTERNOON SESSION 

REPORT ON PROCESSED VEGETABLE PRODUCTS 

By V. B. Bonnet (Food and Drug Administration, Federal Security 
Agency, Washington D. C.), Referee 

RECOMMENDATIONS* 

It is recommended— 

(1) That studies of methods for quality be continued. 

(2) That studies be continued on determination of moisture in dried 
vegetables. 

(3) That studies for methods for determination of enzymes in frozen 
vegetables be continued. 


No reports were given on quality factors, moisture in dried vegetables, 
or catalase in frozen vegetables. 


No reports were given on fill of container methods, or on coffee and tea. 


REPORT ON COLORING MATTERS IN FOODS 

By C. F. Jablonski (Food and Drug Administration, Federal Security 
Agency, New York 14, N. Y.), Referee 

The Committee of the A.O.A.C. requested the Referee to continue the 
collaborative study for the detection of small amounts of tartrazine 
FD&C Yellow #5 in alimentary paste products. The method proposed 
(published in the “Method of Anlaysis” A.O.A.C., 6th Ed. Chapter 20, 
125, page 268) has already been studied collaboratively; however, a slight 
modification was deemed essential in order to insure better results. With 
this consideration in view, the Referee sent out a nuinber of alimentary 
paste samples of five (5) subdivisions each to various collaborators, with 
instructions to follow the method as published, but use only 0.1 ml. of 
saturated aqueous hydrazine sulfate solution, instead of the stated 1.0 
ml (third line from bottom of paragraph). The composition of the samples 
was as follows: 

No. 1, Egg Noodles containing 3 p.p.m. of FD&C Yellow No. 5 

No. 2, Egg Noodles, free from any added color 

No. 3, Macaroni, containing 3 p.p.m. of FD&C Yellow No. 6 

No. 4, Macaroni, free from any added color 

No. 5, Macaroni containing 2 p.p.m. of FD&C Yellow No. 5 


* For the report of Subeommittee C end notion by the Aieoeietion, tee This Journal, 31,40 (1048). 
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The report of the collaborators is as follows: 

N. E. Freeman 

Atlanta Station 

Sample No. 1—color—present 

2— color—absent 

3— color—present (strong) 

4— color—doubtful 

5— color—present 

W. S. Cox 

Atlanta Station 

Sample No. 1—color—present 

2— color—absent 

3— color—present (strong) 

4— color—absent 

5— color—present 

M. C. Harrigan (Miss) 

Boston Station 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

less than in 1 

4— color—negative 

5— color—positive 

less than in 3 

M. Matluck 

Boston Station 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 


4— color—negative 

5— color—positive 

C. S. Purcell 

Boston Station 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

4— color—negative 

5— color—positive 

A. L. Suslam 

Boston Station 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

4— color—negative 

6—color—doubtfully positive 

H. I. Macomber 

Baltimore Station 

Sample No. 1—color—positive 

2— color—negative 

3— color—faintly positive 

4— color—negative 

5— color—positive 

S. M. Walden 

Baltimore Station 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive (faint) 

4— color—negative 

5— color—positive 

J. L. Hogan 

New York Station 

Sample No. 1—color—present 

2— color—absent 

3— color—present 

4— color—absent 

6—color—present 
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M. L. Offutt (Miss) Sample No. 1—color—^positive 

New York Station 2—color—negative 

3— color—positive 

4— color—negative 

5— color—positive 


F. C. Minsker 
Philadelphia Station 


H. M. Boggs 
Philadelphia Station 


R. T. Marwin 

Conn. Agricultural Experiment 


J. J. Winston 

Jacobs Cereal Products Labor, 
New York 


J. M. Bisogno (Miss) 

Jacobs Cereal Products Labor, 
New York 


Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

4— color—negative 
6—color—positive 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

4— color—negative 

5— color—positive 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

4— color—negative 

6— color—positive 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

4— color—negative 

5— color—positive 

Sample No. 1—color—positive 

2— color—negative 

3— color—positive 

4— color—negative 

5— color—posi ti ve 


COMMENTS BY THE COLLABORATORS 

N. E. Freeman: Filtration was slow but clear and no precipitate was formed in 
the coupling test. 

W, S, Cox: No difficulties were encountered in the coupling test. 

M, C. Harrigan: Suggest a pancreatic digestion of the alimentary paste for larger 
recovery of color. 

M, Matluck: Samples 1, 3, and 5 gave a definite yellow color on wool, whereas 
samples 2 and 4 gave only a straw color. However, the usual spotting reagents gave 
no clear differentiation between positive and negative samples. 

C. S. Purcell: No comments. 

A, L. Suslam: No comments. 

H, 7. Macomher: No comments. 

S. M, Walden: In general the dyeing tests were all less conclusive than the cou¬ 
pling. None of the solutions were clear after the additions of the precipitants with 
subsequent centrifuging. 

J. L, Hogan: I experienced no particular difficulties with those determinations. 
In samples 1, 3, and 5 the pieces of wool took on a decided yellow color, while in 
2 and 4 the cloth remained almost colorless. In the former cases, the spot tests re¬ 
sembled those of standard tartrazine of similar intensity. While the color produced 
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by the coupling test is not very deep yet there seems to be sufficient color developed 
to differentiate these from the uncolored samples. 

M, Ir. OffuU: Coupling test very definite in showing the presence of color. 
Method worked well throughout. 

F, C. Minaker: The method as described was used and very good results ob¬ 
tained. 

H, M, Bogga: Some trouble with the coupling was experienced on the first at- 
tempty but definite though fairly light pinks were produced in the second attempt. 

R, T, Marwin: No comments. 

J, J. Winston: Samples 1 and 2 were examined twice by the recommended pro¬ 
cedure with a slight modification the second time. After the protein matter was pre¬ 
cipitated by the specified reagents, the flask was placed overnight in the refrigerator. 
The clear solution was then further examined according to the prescribed procedure 
and the results indicated that more of the protein matter was removed due to freez¬ 
ing This resulted in a better dyeing and coupling test for sample #1. 

J, M. Biaogno: There was little difficulty in detecting the added color. The cou¬ 
pling reactions particularly were very good. 

DISCUSSION 

The results reported by the collaborators indicate that by the applica¬ 
tion of the method as published in the Methods of Analysis^ 6th Ed., with 
the incorporation of a slight change, the presence of very small amounts 
of tartrazine can definitely be established. It is gratifying to state that 
every one of the coworkers has been able to detect the added coloring 
matter, although the majority were probably unfamiliar with the method. 
Some collaborators report more or less cloudiness of the solution prepara¬ 
tory to dyeing. It is the Referee's observation that this condition which 
has been generally prevalent during the warm season wdll in no way hinder 
the dyeing and stripping operation. However, if time permits, it is ad¬ 
vantageous to place the solution in the refrigerator overnight for com¬ 
plete clarification. This suggestion has been offered by collaborator W. 

To sum up results: Tartrazine FD&C Yellow No. 5 can be detected 
positively by the use of the described method in 200 gm. of material con¬ 
taining as low as 2 p.p.m. of dye. 

The Referee desires further to report considerable progress in the prob¬ 
lem of a quantitative separation and estimation of Tartrazine FD&C 
Yellow No. 5 and Sunset Yellow FCF, FD&C Yellow No. 6. 

A method for distinguishing between Oil Orange SS, FD&C Orange No. 
2, and Oil Red XO, FD&C Red No. 32 was studied. 

Oil Orange SS and Oil Red XO are both oil soluble azo dyes, differing in 
their respective chemical structure by only a methyl group. Both dyes 
respond similarly towards acids, alkalies, and reducing agents. The dyed 
fabric is also of similar shade. It was, therefore, impossible up to now to 
distinguish between these colors in the usual manner. However, experi¬ 
ments disclosed that under certain definite conditions Orange SS is precip¬ 
itated as a brick red flaky precipitate, while Oil Red XO under similar 
condition remains in solution. 

The mode of procedure is as follows: Solutions required—formaldehyde 
39%; pyridine, U.S.P. 
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Prepare a dye solution of approximately 0.001 % in ethanol. 

Color solution 0.001 % _ 2 ml. 


Water.16 ml. 

Pyridine.0.16 ml. 

Formaldehyde.0.20 ml. 


Place in the order named above into a 60 ml Erlenmeyer flask. In pres¬ 
ence of Orange SS the solution becomes slightly opalescent in approxi¬ 
mately 5 minutes and later (in about 30 minutes) a brick red precipitate is 
apparent. Oil Red XO treated similarly remains in orange solution. 

In presence of both dyes (in above concentration) the precipitation of 
Orange SS will not be apparent before 12 or more hours, depending upon 
the percentage of Oil Orange SS present in the mixture. However, if the 
dye concentration should be 0.005% or over the precipitation of Orange 
SS takes place immediately, but Oil Red XO will also partially precipi¬ 
tate after approximately 30 minutes. It is, therefore, desirable to keep the 
color concentration between 0.001-0.002%. 

RECOMMENDATIONS* 

The Referee therefore recommends— 

(1) That the rapid method of detection of small amounts of Tartrazine 
FD&C yellow No. 5 (as published in the Book of Methods, VI) with the 
proposed slight modification be made official (final action). 

(2) That investigational work be continued on the quantitative separa¬ 
tion of FD&C Yellow No. 5 (Tartrazine) and FD&C Yellow No. 6 (Sunset 
Yellow FCF). 

(3) That investigational work be undertaken to separate and determine 
quantitatively FD&C Green No. 2 (Light Green SF Yellowish), FD&C 
Green No. 3 (Fast Green FCF), and FD&C Blue No. 1 (Brilliant Blue 
FCF). 

(4) That investigational work be undertaken to separate and estimate 
quantitatively FD&C Yellow No. 3 (Yellow AB), FD&C Yellow No. 4 
(Yellow OB), FD&C Orange 2 (Orange SS), and FD&C Red No. 32 
(Oil Red XO). 

(5) That collaborative work on analytical methods for coal-tar colors 
certifiable for use in foods be conducted. 

REPORT ON DAIRY PRODUCTS 

By Guy G. Frary (State Chemical Laboratory, 

Vermillion, S. Dak.), Referee 

The following recommendationsf are made as Referee on Dairy Products. 

(1) That the Sander-Sager phosphatase test, as reported by the Asso¬ 
ciate Referee, be made official, first action, for detection of incomplete 
pasteurization of fluid milk and cream, cheddar type cheeses, and soft un¬ 
ripened cheeses. 

* For report of Suboommittee C and aetion by the Aaeooiation, fMe ThU Journal, 31.40 (1048). 

t For report of Committee C and aetion by the Aeeoeiation, eee Thia Journal, 31, 60 (1048). 
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(2) That the Sanders-Sager phosphatase test, as reported by the Asso¬ 
ciate Referee, be adopted as tentative for detection of incomplete pasteur¬ 
ization of types of cheeses other than those named in (1), ice cream mix, 
sherbet mix, milk drinks, butter, buttermilks, goats’ milk, cheese whey, 
and concentrated milk products; and that the method be studied collab- 
oratively during the coming year. 

(3) That the methods for phosphatase tests set out in 22.43-22.57, 
inclusive, be dropped. 

(4) That the rapid method for moisture in cheese, employing the higher 
temperature of 130®, be adopted as tentative and that study of methods 
for sampling, fat, and moisture in cheese be continued. 

(5) That the method of preparation of butter samples by means of me¬ 
chanical stirring be adopted as official, first action. 

(6) That the present official method for preparation of butter samples 
be reworded as recommended, with some condensation. 

(7) That the present tentative method for mechanical preparation of 
butter samples be dropped. 

(8) That application of shaking machines in the official method be 
studied collaboratively under one familiar with such application. 

(9) That studies be continued on methods for detection of reconstituted 
milk. 

(10) That studies be continued on ash in milk and in evaporated milk. 

(11) That studies be continued on chlorine in milk. 

(12) That studies with collaborative work be made of the method for 
determination of the acidity of milk. 

(13) That an associate referee on fat in homogenized milk be appointed 
and studies be undertaken to develop an accurate method. 

(14) That the method for fat in ice cream (22.149) be editorially 
changed by adding, after ‘*60®” at the end of the second sentence, the 
followdng: ‘^for 20 min. with occasional shaking”; and by changing the 
third sentence in the method to read as follows: “cool and proceed as 
directed under 22.25, beginning with ‘Add 10 ml alcohol and mix well.’” 

(15) That statements be incorporated in the methods for added water 
in milk which employ the Zeiss immersion refractometer, which will give 
the comparable readings obtained under the same conditions by the Bausch 
and Lomb instrument: (22.28 (a), 22.29, and 22.30). 

(16) That study of the serum methods for added water in milk (22.28, 
22.29, and 22.30) be continued. 

(17) That the sediment test 22.40, 22.41, and 22.42, be dropped, and 
that the A.P.H.A. method be adopted as tentative.^ 

(18) That the cryoscopic method for added water in milk, 22.33, (p. 
316) be editorially corrected by inserting the word “depression” after 
“point” line 6, p. 316; and by deleting “depression” in line 9 and in 3rd 
line from end of method, on the same page. 


^ TIm details of the method are given in ThU Journal, 31,93 (1948). 
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REPORT ON SAMPLING, FAT, AND 
MOISTURE IN CHEESE 

By William Hobwitz (Associate Referee) and Lila Kitcdsen (U. S. Food 
and Drug Administration, Minneapolis, 1, Minnesota, 
and Washington 25, D. C.) 

The previous report of the Associate Referee* presented an outline of an 
experiment designed to determine the moisture distribution in small 
cheeses of the Cheddar variety. Eight cheeses in this series have been an¬ 
alyzed for moisture; more work on cheeses of other sizes is contemplated. 

The modified fat method presented in the previous report, has been sub¬ 
jected to collaborative study. Three tsTies of cheeses were used in this 
work: a process American, a rindless Cheddar, and a daisy Cheddar. The 
cheese was frozen* at 0®F and a portion from each cheese was shredded 
while still frozen.* About one quart of the shredded material was placed 
in a two quart jar and the contents were thoroughly mixed by rolling 
and shaking. The shredded samples were then allowed to stand at 0°F 
for about a week for “tempering” and they W'ere then remixed. Small por¬ 
tions from the two quart jars were transferred to ten four ounce screw cap 
“cheese jars” in rotation until all of the original material was distributed. 
In this way some of the top, middle, and bottom portions of the cheese 
in the original container was present in each of the small sample jars. The 
small samples were mixed, capped, and packed with dry ice for shipment. 
Each collaborator received two jars of cheese from each of the three cheeses. 
The first five jars from the process American cheese were given the sample 
number 1; the last five jars, the sample number 2. The first five jars from 
the rindless Cheddar were given the sample number 3; the last five jars, the 
sample number 4. The first five jars from the daisy Cheddar were given the 
sample number 5; the last five jars, the sample number 6. The first col¬ 
laborator received the first and sixth jar from each cheese; the second, 
the second and seventh; etc. Thus each of the five collaborators re¬ 
ceived six samples, each consecutive set of two numbers being dupli¬ 
cates. Duplicate samples were sent to the collaborators rather than 
requesting them to run duplicates from a single sample in order to obtain 
information regarding the homogeneity of the original shredded material. 

The collaborators were instructed in detail regarding further remixing 
of the samples before analysis and were given a definite order for removing 
portions for anal 3 ^is so that manipulative details up to the point of weigh¬ 
ing the analytical portions would be fairly consistent among the analysts. 
Four determinations were performed on each sample: Moisture by two 
methods—I, the official method, and II, 1.25 hours in the forced draft 
oven at 130®C; and fat by two methods—III, direct weighing of sample 

i ThU Journal, 30» 421 (1947). 

* This temperature was lower than necessary but a 20-30^. cold room was not available. 

* The Qrisoer Grater (Qrisoer Industries, Fort Wayne, Ind.) was used for shredding. 
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Table 1. —Individual results on collaborative cheese samples 


(Results in parentheses arc reruns and are not included in the calculations) 


OOLLAB- 

SAIIPUB 

MOIBTURB 

FAT 


FAT D.B.t 

ORATOB 


lOTBOOI 

n 

111 

IT 

tu 

IT 

A 

1 

39.19 

39.08 

31.24 

31.02 

51.37 

51.01 


2 

38.91 

39.13 

31.15 

30.90 

50.99 

50.58 

B 

1 

39.04 

39.28 

30.83 

30.89 

50.57 

50.67 


2 

39.08 

39.11 

30.99 

30.87 

50.87 

50.67 

C 

1 

39.02 

39.08 

31.08 

31.22 

50.97 

51.20 


2 

38.96 

38.77 

30.86 

31.01 

50.56 

50.80 


1 

(38.79) 

(38.71) 






2 

(39.01) 

(39.03) 





D* 

1 

39.02 

38.78 

30.53 

30.10 

50.07 

49.36 


2 

39.29 

38.98 

29.86 

29.92 

49.18 

49.28 

E 

1 

39.02 

39.08- 

31.11 

31.37 

51.02 

51.44 


2 

38.86 

39.28 

31.24 

31.25 

51.10 

51.11 

A 

3 

36.03 

36.14 

35.27 

35.20 

55.14 

55.03 


4 

35.99 

36.48 

35.26 

35.24 

55.08 

55.05 


3 


(36.59) 






4 


(36.31) 





B 

3 

36.04 

36.29 

35.08 

34.96 

54.85 

54.66 


4 

36.04 

36.29 

34.82 

34.89 

54.44 

54.55 

c 

3 

35.74 

35.80 

35.35 

35.25 

55.01 

54.86 


4 

35.58 

36.07 

35.29 

35.12 

54.78 

54.42 


3 

(35.41) 

(35.43) 






4 

(35.52) 

(35.49) 





D* 

3 

36.34 

36.18 

34.32 

34.12 

53.91 

53.60 


4 

36.18 

36.15 

33.92 

33.96 

53.15 

53.21 

E 

3 

36.09 

36.37 

35.40 

35.30 

55.39 

55.23 


4 

36.25 

36.33 

35.36 

35.19 

55.47 

55.20 

A 

5 

36.40 

36.66 

32.35 

32.18 

50.86 

50.60 


6 

36.43 

36.82 

32.38 

32.14 

50.94 

50.55 


5 

(36.71) 






B 

5 

36.72 

37.04 

31.91 

31.86 

50.43 

50.35 


6 

36.69 

36.80 

31.95 

31.77 

50.47 

50.18 

C 

6 

37.02 

36.49 

32.40 

32.13 

51.44 

51.02 


6 

36.00 

35.98 

32.06 

32.23 

50.09 

50.36 


5 

(35.70) 

(35.71) 






6 

(36.04) 

(36.65) 






5 

36.88 

36.51 

31.28 

30.90 

49.56 

48.95 


6 

36.86 

36.56 

31.69 

31.35 

50.19 

49.65 

£ 

5 

36.37 

36.75 

32.29 

32.15 

50.75 

50.53 


6 

36.46 

36.77 

32.39 

32.45 

50.98 

51.07 


5 




(32.33) 


(50.81) 


* Apparently a constant error is present in the fat of this ooUaborator*s determinations, 
t Calculated on results for moisture by Method (I). 
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into amd digestion in the Mojonnier tube; and IV, the official method. The 
methods used are as follows: 


MOISTUU 

L Official Method: Sec. 22.124. 

II. Modified Method: Weigh 2-3 g of prepared sample into moisture dishes with 
tight«htting covers. Partially dry on the steam bath with lids removed and then in¬ 
sert in a forced draft oven which has come to equilibrium at 130 ± l^C. Dry for 1.25 
hours (with covers entirely off), cover tightly, remove from oven, cool, and weigh. 

FAT 

III. Modified Method: Weigh 1 g prepared sample into a tared (with stopper) 
Mojonnier tube using a rounded blade spatula. Introduce the cheese so that no 
particles are left on the neck of the tube and so that the cheese is deposited as close 
to the lower neck as possible. Stopper and reweigh. Shake the particles into the bulb 
with a sharp tap on the palm of the hand. Add 10 ml NH 4 OH (1 +9) from a pipet, 
washing down the sides of the tube. Place in a hot water bath (70-80®C) and shake 
frequently until the casein is well softened. Cool Slightly, neutralize with HCl using 
litmus as indicator, and add 10 ml more of HCl. Mix and heat in a boiling water bath 
until the casein is digested and the liquid has darkened (15-40 minutes). Shake oc¬ 
casionally to wash down any particles which may have remained in the upper part 
of the tube. When digestion is complete, cool and extract fat according to 22.130. 

IV. Official Method: Sec. 22.130. Report moisture, fat, and fat on the dry basis 
(using moisture by the official method). 

RESULTS AND DISCUSSION 

Table 1 presents the individual results obtained by the collaborators. 
Results in parentheses are reruns which are not included in the calcula¬ 
tions of averages and standard deviations. Table 2 summarizes the data and 
compares it with the averages and standard deviations found by Ferris^ 
in his comparison of the official fat method with a method similar to that 
above except for the use of a special ‘^Ferris tube” instead of the Mojon¬ 
nier tube. The data are also compared with the results of Lepper and Hart^ 
on jar samples of cheese nm for moisture and fat by the official methods. 

An analysis of the collaborative results can be best shown graphically. 
Since primary interest lies in the variation from sample to sample and the 
variation between laboratories, w^e must use some method of putting the 
results from the three types of cheeses on the same basis so that they may 
be compared. Accordingly, a general average or mean was calculated for 
all results by the official A.O.A.C. moisture method on samples 1 and 2, 
and differences were obtained between each result and that general 
average. The same thing was done for samples 3 and 4, and then for sam¬ 
ples 6 and 6. Since these differences are all of the same relative magnitude, 
they can be plotted together on the same scale and grouped by collaborator 
as shown on the left hand side of Figure 1 for the official moisture method. 
The right hand side of Figure 1 shows the same thing for the modified 


« L. W. Ferris, U. S. Food and Drug Administration. Buffalo, New York, unpublished study. 
& H. A. Lepper and L. Hart, Thu Jwmal, 16,6S4 (1933), Table 2. 
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moisture method; and Figure 2 treats similarly the modified method for 
fat and the official method for fat. 


Table 2. —Summary of averages and standard deviations of coUaborative 
cheese samples in this and previous studies 


This study: 5 collaborators, 10 determinations 


PROCB8B 

NO. 1 4 KO. 2 ] 

EINDUBBB 

WO. 3 4 NO. 4 

CBBDD4B 

NO. 5 4 NO. 6 

ATXBAQI BTANDABD 

DITIATION fCm 

UNTHODB* 

Moisture I — Official: 




Average 

39.04 

36.03 

36.58 


Std. Deviation 

.13 

.23 

.31 

.23 

Moisture II —/50®, 

1,S6 hours: 




Average 

39.06 

36.21 

36.64 


Std. Deviation 

.17 

.19 

.28 

.22 

Fat III — Modified: 





Average 

30.89 

35.01 

32.07 


Std. Deviation 

.42 

.51 

.37 

.44 

Fat IV — Ofikial: 





Average 

30.86 

34.92 

31.92 


Std. Deviation 

.48 

.48 

.47 

.48 


Results reported by Ferris.* 



Sample 1 


Sample 2 


Official Ferris Tube 

Official 

Ferris Tube 

Fat, Average 

27.69 (7,16)t 27.73 (7, 14) 

28.89 (5,11) 

28.88(5,10) 

Std. Deviation 

0.43 0.40 


0.33 

0.35 

Results reported by Lepper and Hart.* 

(Table 2, Jar Samples) 

Moisture, Average 

36.22 (11, 27)t 

Fat, Average 

30.37(11,28) 

Std. Deviation 

0.25 

Std. Deviation 

0.40 


* Obtained by taking the square root of the average of sums of squares of individual standard devia* 
tions- 

t Figures in parentheses denote, respectively, the number of collaborators and total number of de¬ 
terminations. 

From two figures following it can be seen that the variation between the 
results from samples of the same cheese at one laboratory is negligible, 
compared to the variation from one laboratory to another. This indicates 
a homogeneous shredded sample of each cheese, and that any difference 
between results of different collaborators is not due to a difference between 
the samples sent to them. This has also been shown by a statistical tech¬ 
nique called analysis of variance, from which were obtained the two types 
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LABORATORY 

Fig. 1 .—Differences of individual moisture determinations from the average 
determination for each cheese. 

For moisture methods I and II, the over-all standard deviations are 0.23 and 0.22, 
respectively, and the standard deviations within stations (average standard devia¬ 
tion for any one station) are 0.21 and 0.16, respectively. 

of standard deviations shown on each figure—^the over-all standard devia¬ 
tion on a particular method and the standard deviation within the sta¬ 
tions. These two standard deviations indicate respectively how closely the 
method can be checked at any laboratory, and how closely it can be checked 
at the same laboratory. 

An interesting observation can be made from the charts; each col¬ 
laborator's results have about the same position on both methods for each 
constituent, for instance, collaborator C is low on both moisture methods; 
collaborator B is high on both moisture methods; collaborator B is average 
on both fat methods; collaborator D is low on both, etc. 

The over-all standard deviations of the official moisture and the modi¬ 
fied moisture method are not significantly different (.231 and .222, re¬ 
spectively). The same is true of the standard deviations for the modified 
fat method and the official fat method (.437 and .477, respectively). These 
are about the same as those found by Ferris^ and Lepper and Hart.® The 
average moisture by the modified method is slightly higher than that ob¬ 
tained by the official method. The difference, about 0.1 per cent, is so small 
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that the modified method can be used as a rapid screening moisture test. 
It is therefore recommended as such. The average fat by the modified 
method is slightly higher, by about 0.1 per cent, than by the official 
method. This may be attributed to the elimination of the fat transfer 
from beaker to flask which is required in the official method, as well as to 
the impossibility of fat loss from spattering in the modified method. As one 
collaborator commented, “The uncertainty in the official method due to 
loss in boiling and possibly in transferring makes method 111 a desirable 
improvement.” 

Practically all of the collaborators performed this work in hot, humid 
weather. One mentioned that moisture condensed on the spatula during 
the preliminary mixing, but when these samples were rerun the moisture 
values were usually lower than those obtained on the original determina¬ 
tion. It would appear desirable to repeat this collaborative work under 
more favorable conditions in the fall or early winter and to extend it to 
other varieties of cheese. 



Fio. 2.—DifForences of individual fat determinations from the average determi¬ 
nation for each cheese. 

For fat methods III and IV the over-all standard deviations are 0.44 and 0.48, 
respectively, and the standard deviations within stations (average standard devia¬ 
tion for any one station) are 0.19 and 0.13, respectively. 
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Three of the five collaborators reported loss of some fat determinations 
by the official method because of violent bumping. From the limited ex¬ 
perience of the associate referee, it would appear that the required use of 
sand in the official fat method actually favors bumping rather than di¬ 
minishes it. The statement in this method *‘... neutralize with HCl, using 
litmus as indicator” is ambiguous. Should litmus in the form of solid, 
solution, or paper be used? We may even go further and inquire whether 
such a strict neutralization is required or whether it can not be assumed 
that 1 ml of HCl (0.012 moles) is roughly equivalent to 1 ml of NH 4 OH 
(0.015 moles) especially when a ten-fold excess of HCl is finally present. 

SOFT CHEESES 

It has been brought to the attention of the Associate Referee that the 
present official method for the preparation of cheese samples (22.123) is 
not applicable to the soft cheeses. Preparation of samples of cottage, 
creamed cottage, and cream cheeses is important both for composition 
and for phosphatase determinations. Such a study will be inaugurated 
next year. 
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RECOMMENDATIONS* 

It is recommended— 

(1) That the forced draft oven method for moisture in cheese be 
adopted as tentative. 

(2) That study of methods for sampling, fat, and moisture in cheese be 
continued. 

(3) That studies of methods for preparation of samples of soft cheeses 
be undertaken. 

No report was given on ash in milk and evaporated milk. 

REPORT ON THE PHOSPHATASE TEST IN 
PASTEURIZATION OF DAIRY PRODUCTS 

By George P. Sanders (Division of Dairy Research Laboratories, 

Bureau of Dairy Industry, Agricultural Research Administration, 
Department of Agriculture, Washington 25, D. C.), 

Associate Referee 

A description of the Sanders-Sager modification of the phosphatase test 
applied to Cheddar cheese and fluid milk was published in 1946 (1). The 

* For roport of Committee C end action of the Amociation, see This Journal, 31, 50 (1048). 
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modified test was developed as a result of urgent requests from members 
of the cheese industry and public health officials to investigate the possi¬ 
bility of developing a reliable method for testing cheese to determine 
accurately whether or not the milk used in making the cheese had been 
adequately pasteurized. The details of the method proposed are the result 
of exhaustive research on available tests for pasteurization and on the 
chemistry of the milk phosphatase enzyme and the quantitative measure¬ 
ment of its activity. 

While the research work was under way and in process of publication, 
collaborative work was done by Dr. F. W. Gilcreas, Associate Referee on 
the phosphatase test for hard cheese, and by William Horwdtz, Associate 
Referee on the phosphatase test for soft cheese. In Dr. Gilcreas^ work (2), 
both a modified Kay-Graham and the Sanders-Sager methods were in¬ 
vestigated collaboratively, with tests on a large number of samples. The 
results showed, as Sanders and Sager also had found, that the modified 
Kay-Graham procedure could not be adapted satisfactorily as an index 
of pasteurization in testing cheese. Gilcreas found that the Sanders-Sager 
method provides a reliable estimate of the inactivation of the enzyme by 
heat, and thus of the degree of heat treatment of the milk from which 
hard cheese was made. He recommended that it be adopted as a tentative 
method. 

Horwitz (3) likewise found that the Sanders-Sager method could be 
applied successfully in testing soft cheeses. Further, he referred to the 
possibility of applying to dairy products the method proposed for blood 
serum by Bessey et al. (4), in which p-nitrophenyl phosphate (colorless) 
is used as the substrate and the enzyme hydrolyzes it to p-nitrophenol 
(yellow); he suggested that this procedure be investigated. 

During the progress of the development work by Sanders and Sager, in 
which the’ successful application of the method to Cheddar cheese and to 
fluid milk was demonstrated, it became apparent that the enz>Tne remains 
active in all dairy products that have not been pasteurized, and therefore 
that the quantitative measurement of its activity could be applied to all 
dairy products, with, however, suitable adjustments of the reagents to 
compensate for the different buffering capacities of the various products. 
Accordingly, the Referee on Dairy Products recommended (5) that the 
Associate Referee study the development of a unified method applicable 
to various dairy products. 

The following is a description of the laboratory method of Sanders and 
Sager for testing various dairy products to determine the adequacy of 
pasteurization. It includes those modifications needed to produce uni¬ 
formly quantitative phosphatase values under fixed, standard conditions 
in applying the test to various common varieties and kinds of cheese and 
to fluid milk, cream, ice cream mix, sherbet mix, chocolate drink, butter, 
sweet buttermilk, cultured buttermilk, fermented milk drinks, goats' 
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milk, and cheese whey. The modifications for different products are based 
on the results of extensive research in the laboratories of the Bureau of 
Dairy Industiy, involving large numbers of tests on the various products, 
subjected to known heat treatments; also on collaboration and communi¬ 
cations with the National Cheese Institute and many of its member firms 
and individuals, with Directors of Research in numerous dairy products 
firms, with public health laboratories in various States and cities, with 
research workers in several Agricultural Experiment Stations, and with 
Dr. F. W. Gilcreas and William Horwitz. 

PHOSPHATASE TEST FOR PASTEURIZATION 
REAGENTS 

1. Buffers: 

a. Barium horate-hydroxide buffer. —Dissolve 25.0 g of C. P. barium hydroxide 
[Ba(OH )2 * 8HjO—afresh, not deteriorated] in distilled water and dilute to 500 ml. 
In another flask or cylinder dissolve 11.0 g of C. P. boric acid (HjBOi) and dilute 
to 500 ml. Warm each to 50°C, mix the two together, stir, cool to approximately 
20®C, filter, and stopper the filtrate tightly (pH 10.6). 

The buffer thus prepared is designated as the 25>11 buffer, the figures indicating 
the grams per liter of each of the respective reagents. Modifications in the quantities 
of these two reagents, necessary in preparing the appropriate buffers for testing vari¬ 
ous products, are indicated in Tables 1 and 2. 

b. Color development buffer. —Dissolve 6.0 g of sodium metaborate (NaB 02 )^ and 
20 g of sodium chloride in water and dilute to 1 liter with water (pH 9.8). 

c. Color dilution buffer. —Dilute 100 ml of color development buffer 1-b to 1 liter 
with water. 

d. Standard borax buffer, 0.01-molar, for checking pH meter, pH 9.18 at 25®C.* 
Dissolve 0.9603 g of pure borax (Bureau of Standards Sample 187) in distilled water 
(distilled recently or freshly boiled and cooled) and dilute to 250 ml. Keep stoppered 
tightly. 

2. Buffer substrates: 

A. For evaluating pasteurization. — Dissolve 0.10 g of phenol-free crystalline diso¬ 
dium phenyl phosphate* in 100 ml of the appropriate (Tables 1 and 2) barium bo¬ 
rate-hydroxide buffer 1 a. 

b. For quantitative results with raw milk and raw-milk products. —Dissolve 0.20 
g of the phenol-free crystalline disodium phenyl phosphate in 100 ml of the appro¬ 
priate (Tables 1 and 2) barium borate-hydroxide buffer 1-a. 

3. Protein precipitants: 

(a) Zinc-copper precipitarU for milk. Dissolve 3.0 g of zinc sulfate (ZnS 04 • 7HiO) 
and 0.6 g of copper sulfate (CuSO^ • 5HjO) in water and dilute to 100 ml with water. 
The precipitant thus prepared is designated as the 3.0-0.6 precipitant. 

b. Zinc-copper precipitant for unripened cheese. Dissolve 6.0 g of zinc sulfate and 
0.1 g of copper sulfate in water and dilute to 100 ml with water. This precipitant is 
designated as the 6.0-0.1 precipitant. 

c. Zinc precipitant for ripened cheese and for butter. Dissolve 6.0 g of zinc sulfate 
in water and dilute to 100 ml with water. This precipitant is designated as the 6.0 
precipitant. 

The quantities of the respective reagents to use in preparing the precipitants for 
^ ^ t Obtainable from Amend Drug and Chemical Company, Ino., 117 East 24th Street, New York 10, 

* All pH values reported herein were determined at 25^ C or oorreoted to that temperature. 

^ Obtainable, relatively pure, from Applied Reeeareh Institute, 2 East 23rd Street, New York 10, 
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Table 1. —PhoaphaiaBe teat modificationa for different kinda of 
cheeae and cheese of different agea 


KIND or CHII8S 

AOS OB BXTBNT 

Of curing; 

OTHBB DITAOS 

BUFfBB FOB 

OPT. pa. 
(9.86-10.20) 

raBCIPITANT 

OBITBBION, 

IXPBRIMXNTAL, 

PHKNOL 

BQDlVAliBNI* 

Cheddar, granular, 

<1 wk. 

25-1 

6 .0-0.1* 

fnmo/0.26 g. 

3 

stirred curd, hard 

1 wk.-1.5 mo. 

25-11 

6 .0^ 

3 

cheese 

1.5-4 mo. 

26-11 

6.0 

3 


>4 mo. 

27-11 

6.0 

3 

Washed curd, soaked 

<1 wk. 

25-11 

6 .0-0.1 

3 

curd, Colby 

1 wk.-2 mo. 

25-11 

6.0 

3 


>2mo. 

26-11 

6.0 

3 

Swiss, Gruyfere 

<1 wk. 

25-11 

6 .0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


1-3 mo. 

26-11 

6.0 

3 


>3 mo. 

27-11 

6.0 

3 

Brick, Muenster 

<1 wk. 

25-11 

6 .0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


1-2 mo. 

25-11 

6.0 

3 


>2 mo. 

26-11 

6.0 

3 

Edam, Gouda 

<1 wk. 

25-11 

6 .0-0.1 

3 


1 wk.-2 mo. 

25-11 

6.0 

3 


2-4 mo. 

26-11 

6.0 

3 


>4 mo. 

27-11 

6.0 

3 

B1 u3 mold, blue 

<1 wk. 

25-11 

6 .0-0.1 

3 


1 wk.-l mo. 

26-11 

6.0 

3 


1-4.5 mo. 

27-11 

6.0 

3 


>4,5 mo. 

28-11 

6.0 

3 

Camembert, Liinburger 

<1 wk. 

25-11 

6 .0-0.1 

4 


1 wk.-l mo. 

25-11 

6.0 

4 


1-2 mo. 

26-11 

6.0 

4 


>2 mo. 

27-11 

6.0 

4 

Monterey 

<1 wk. 

25-11 

6 .0-0.1 

3 


1 wk,-2 mo. 

25-11 

6.0 

3 


>2 mo. 

26-11 

6.0 

3 

High moisture Jack 

<1 wk. 

25-11 

6 .0-0.1 

3 


1 wk.-2.5 mo. 

25-11 

6.0 

3 


>2.5 mo. 

26-11 

6.0 

3 


• Values higher than those shown indicate under-pasteurisation. 

® Qrama Ba(OH)i • 8H*0 and HiBOi, respectively, per liter. 

•; Qrams ZnSOi * 7HiO and CuSO« • 51itO, respectively, per 100 ml. 
Qrama ZnSO« • 7HiO per 100 ml 

See abo more sensitive modification in text (p. 310), alternative. 

' Eight parts of 26-11 buffer plus 2 parts of water. 
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Table 1.— {cotdinued) 


KtlfD or CB 118 X 

AOa OB ■XnBNT 

or cubing; 

OTHXB D1TAZL8 

BurriBroB 

OPT. pB 

(9.85-10.20) 

PBBCIPITANT 

CBITBBION, 

BXPBBUCXNTAL, 

PHXNOL 

BQUITALKNT® 





iiimr/0.25 X. 

Provolone, pasta 

<1 wk. 

25-11 

6.0-0.1 

3 

fUata 

1 wk.-l mo. 

25-11 

6.0 

3 


1-3 mo. 

26-11 

6.0 

3 


>3 mo. 

27-11 

6.0 

3 

Parmesan, reggiano, 

<1 wk. 

25-11 

6.0-0.1 

3 

monte, modena. 

1 wk.-2 mo. 

26-11 

6.0 

3 

Romano, asiago old 

2-6 mo. 

27-11 

6.0 

3 


6 mo.-l yr. 

28-11 

6.0 

3 


>1 yr. 

29-11 

6.0 

3 

Asiago fresh 

Same as Cheddar 




Asiago medium 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


1-3 mo. 

26-11 

6.0 

3 


>3 mo. 

27-11 

6.0 

3 

Gorgonzola 

Same as blue 




Cottage,® cook cheese, 

Dry 

25-11 

6.0-0.1 

1 

koch kaese 

Moist 

25-11 (8+2)' 

f 4.5-0.1 

1 

Cream cheese 


25-11 (7+3) 

4.5-0.1 

3 

Semi-soft cheese 

<1 wk. 

25-11 

6.0-0.1 

3 


1 wk.-l mo. 

25-11 

6.0 

3 


>1 mo. 

26-11 

6.0 

3 

Soft ripened cheese 

<1 wk. 

25-11 

6.0-0.1 

4 


1 wk.-l mo. 

25-11 

6.0 

4 


>1 mo. 

26-11 

6.0 

4 

Nokkelost, kuminost, 

<1 wk. 

25-11 

6.0-0.1 

3 

sage cheese 

1 wk.-l.5 rao. 

25-11 

6.0 

3 


1.5-4 mo. 

26-11 

6.0 

3 


>4 mo. 

27-11 

6.0 

3 

Pasteurized process, 

Soft, mild 

25-11 

6.0 

3 

past. proc. pimiento. 

Medium firm 

26-11 

6.0 

3 

past. proc. with 

Firm, sharp 




fruits, meats, etc. 

(inch Swiss, 

27-11 

6.0 

3 


Gruy^re) 




Past. proc. cheese 

Same as 




foods; past. proc. 

pasteurized 
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Table 1.— {continued) 


KOTO or canal 

4QI OR IXTIKT 

or onBiNO; 

OTBBR DITAILS 

lumiroR 

OPT. pa 

(9A5-10.20) 

PnCIPlTAMT 

CRITIRtOR, 

■XPIRUaeMTAL, 

PBINOL 

IQDITALINT* 





mmr/0.25 g. 

cheese foods with 
fruits, meats, etc. 

process 




Past. proc. cheese 

Soft, high 




spreads; past. proc. 

moisture. 




cheese spreads with 

inch cream 




fruits, meats, etc. 

spreads 

25-11 

6.0 

3 


Less soft, 
inch blue 

26-11 

6.0 

3 

Cold pack, club; 

Mild to me¬ 




cold pack cheese 

dium flavored. 




foods; cold pack 

soft 

26-11 

6.0 

3 

cheese foods with 
fruits, meats, etc. 

Sharp, firm 

27-11 

6.0 

3 


testing other products, not mentioned under “Protein precipitants^ above, are indi- 
eated in Tables 1 and 2. 

4. BQC or SfC^ibromoquinonechlorotmine solution (Gibbs* reagent ).—Dissolve 40 
mg of BQC^ powder in 10 ml of absolute ethyl or methyl alcohol and transfer to a 
dark>colored dropper bottle. This reagent remains stable for at least a month if kept 
in the ice tray of a refrigerator. Do not use it after it begins to turn brown. 

5. Other reagents: 

a. Copper suljate^ 0.05 per cent, for standards .—Dissolve 0.05 g of copper sulfate 
in water and dilute to 100 ml. 

b. Butyl alcohol .—Specify n-butyl alcohol, boiling point 116~118°C. To adjust 
the pH, mix 50 ml of the color development buffer 1-b with a liter of the alcohol. 

6. Phenol standards: 

a. Stock soln .—Weigh accurately 1.0 g of pure phenol, transfer to a liter volu¬ 
metric flask, dilute to a liter with water, and mix. One ml contains 1 mg of phenol. 
Use this stock soln to prepare standard solns. It is stable for several months in the 
refrigerator. 

b. Preparation of standards .—Dilute 10.0 ml of the stock soln 6-a to a liter with 
water, and mix. One ml contains 10 micrograms (0.00001 g; 10 mmg, or 10 units) of 
phenol. Use this standard soln to prepare more dilute standard solns; e.g., dilute 5, 
10, 30, and 50 ml to 100 ml with water to prepare standard solns containing 0.5, 1.0, 
3.0, and 5.0 mmg or units of phenol per ml, respectively. Keep standard solns in the 
refrigerator. 

In a similar manner, prepare from the stock soln as many more concentrated 
standard solns as may be needed, containing, for example, 20, 30, and 40 units per 
ml. 

Measure appropriate quantities of the phenol standard solns into a series of tubes 
(preferably graduated at 5.0 and 10.0 ml) to provide a suitable range of standards as 
needed, containing 0 (control or blank), 0.5, 1.0, 3.0, 5.0, 10.0, etc., to 30 or 40 units. 


* Obtainable from Applied Reeearoh Institute. 
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To increase the brightness of the blue color and improve the stability of the stand¬ 
ards, add 1.0 ml of 0.05% copper sulfate soln 5-a to each. 

Add 5.0 ml of color dilution buffer 1-c and add water to bring the volume to 10.0 
ml. Add 4 drops (0.08 ml) of BQC, mix, and allow to develop for 30 min. at room 
temperature. If the butyl alcohol extraction method is to be used in the test, extract 
the standards as described under “Conducting the test.” 

Head the color intensities with a photometer, subtract the value of the blank 
from the value of each phenol standard, and prepare a standard curve (straight 
line). When the standards are to be used for visual comparisons they should be stored 
in a refrigerator. 


Table 2. —Phosphatase test modifications for various dairy 
products other than cheese 


PRODVOT 

QUANTITT Of 

SAUPLI 

BUrrSB FOB 

OPTIMAL PR 

(9.86-lOJM)) 

PHBCtPlTAMT 

CBITBRION. IXPBBnODNTAL. 
PHXNOL BQUITALlin* 





mms 

Milk: 

Fresh 

1 ml. 

25-11»> (5-h5)« 

3.0-0.6‘* 

2/0.6 ml. 

Old or slightly 

sour 

1 ml. 

25-11 

6.0* 

2/0.6 ml. 

Cream: 

Fresh 

1 ml. or 1 g. 

25-11 (5-4-5) 

3.0-0.6 

2/0.5 ml. or 0.5 g. 

Old or slightly 

sour 

1 ml. or 1 g. 

25-11 (8+2) 

4.5 

2/0.5 ml. or 0.5 g. 

Ice cream mix 

1 ml. 

25-11 (8+2) 

4.5-0.1 

2/0.5 ml. 

Sherbet mix 

1 ml. 

25-11 (5+5) 

3.0-0.6 

2/0.5 ml. 

Chocolate drink 

1 ml. 

25-11 (8+2) 

4.5-0.1 

2/0.5 ml. 

Butter 

1 g. 

18-8 

6.0 

2/0.5 g. 

Sweet buttermilk 

1 ml. 

25-11 (5+5) 

3.0-0.6 

2/0.5 ml. 

Cultured butter¬ 
milk and fer¬ 
mented drinks: 

Medium acid 

1 ml. 

25-11 

6.0 

2/0.5 ml. 

Very acid. 

pH <4.6 

1 ml. 

26-11 

6.0 

2/0.5 ml. 

Goats’ milk' 

3 ml. 

27-11 

7.5-0.1 

1/1.5 ml. 

Cheese whey 

1 ml. 

25-11 (5+5) 

3.0-0.6 

2/0.5 ml. 


* Values higher than those shown indicate under-pasteurisation. 

^ Qrams Ba(OH)s * SHiO and Hrespectively, per liter. 

” Five parts of 25-11 buffer plus 5 parts of water. 

” Qrams ZnSOi ‘ 7HiO and CuSOi * 5HiO, rttpeotively, per 100 ml. 

« Qrams ZnS04 ‘ 7HtO per 100 ml. 

> Four-hour incubation period; use 7.0 ml of filtmte and add 3.0 ml. of color development buffer 1-b. 

PHOTOMETRIC DETERMINATION 

To read the color in aqueous soln, use a filter with maximum light transmission 
in the region of 610 m/i wave length. 

To read the color in butyl alcohol, extract the color as described above and cen> 
trifuge the sample for 5 min. to break the emulsion and to remove the moisture sus¬ 
pended in the alcohol layer. A Babcock centrifuge can be adapted for this purpose 
by making special tube holders as follows: Slice a section { inch thick from a rubber 
stopper of suitable diameter to fit into the bottom of the centrifuge cup. Glue to¬ 
gether two cork stoppers of appropriate diameter, bore through the center a hole of 
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proper eise to hold the tube snugly, and insert the double cork section into the cup. 
After centrifuging, remove nearly all of the butyl alcohol by means of a pipet with a 
rubber bulb on the top end. Filter the alcohol into the photometer cell and read with 
a filter with maximum light transmission in the region of 650 mu wave length. 

If more than approximately 4 ml of butyl alcohol is required for the photometer 
used, conduct the test in a larger tube and extract the color, in both the test and the 
standards, with the necessary quantity of butyl alcohol rather than with 5 ml speci¬ 
fied above. 


SAMPLING 

Milk and other fluid products .—Mix the product well, pour several ml into a 
small tube, stopper the tube, and keep it in a refrigerator. 

B. Hard cheese. Take a sample from the interior with a clean Roquefort trier, 
place in a small tube, stopper the tube, and keep it in a refrigerator. 

3. Soft and semi^soft ripened cheese .—Harden the cheese by chilling it in the freez¬ 
ing chamber of a refrigerator. Taking special precautions to avoid contaminating 
the sample with phosphatase that may be present on the surface, use either of the 
following methods for sampling: 

(a) Cut a portion from the end of the loaf or from the side of the cheese, extend¬ 
ing in at least 2 inches if possible or to a point somewhat beyond the center in the 
case of a small cheese. Cut a slit i to i inch deep at least halfway around the portion 
and midway between the top and bottom. Break the portion into two parts, pulling 
it apart so that it breaks on a line with the slit, being careful not to contaminate 
the freshly exposed, broken surface. Remove the sample from the freshly exposed 
surface at or near the center of the cheese. 

(b) Remove the surface of the area to be sampled— e.g.^ the end and the ad¬ 
jacent sides—with a clean knife or spatula, to a depth of i inch. Clean the instru¬ 
ment and hands with hot water and phenol-free soap and wipe them dry. Remove 
the freshly exposed surface to a similar or greater depth, and repeat the cleaning. 
Then take the sample from the center of the freshly exposed area, preferably at or 
near the center of the cheese in the case of a small cheese. 

4. Process cheese^ spreads^ butter^ and other non-fluid products .—Take the sample 
from beneath the surface with a clean knife or spatula. 

5. Ice cream and sherbet .—Melt the portion removed and allow it to remain 
melted for an hour or longer before testing, testing it as a fluid product. 

Avoid the use of samples contaminated with mold. 

6. Preservation .—If a preservative is necessary, for liquid products add 1 to 3 
per cent of chloroform; for solid products put 1 to 3 ml of chloroform in the container, 
cover with a plug of cotton, insert sample and stopper container tightly. Label pre¬ 
served samples: Poison, preservative added.'' 

CONDUCTING THE TEST 

The chemical principles involved in the detection and measurement of milk phos¬ 
phatase activity are the same for all dairy products. Some modifications, described 
below, have been found necessary for different dairy products, because of their dif¬ 
ferences in physical properties, compositions, and especially buffering capacities. 

Cheese: 

Step 1. Weigh, on a clean balance pan or watch glass, a 0.50-g sample (preferably 
in duplicate) and place in a culture tube 16orl8Xl50 mm. Similarly, weigh another 
sample and place in a tube as a control or blank. If the cheese is sticky, weigh the 
sample on a piece of wax paper about 1X1 inch and insert the paper with the sample 
into the tube. Macerate the blank and the test with a glass rod about 8X180 mm. 

Step 2. Add to the blank 1.0 ml of the appropriate (Table 1) barium buffer 1-a 
(without substrate added), macerate with the rod, leave the rod in the tube, heat for 
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about a minute to at least 85^0 (185^F) in a beaker of boiling water with the beaker 
covered so that the entire tube is heated to approximately 85°C, cool to room tem¬ 
perature, and macerate again with the rod. 

Step 3. Add to the teat 1.0 ml of barium buffer substrate 2-a or 2-b (Table 1) and 
macerate. 

From this point, treat the blank and the test in a similar manner. 

Add 9.0 ml of the appropriate barium buffer substrate 2-a or 2-b (total, 10.0 ml 
added), and mix. The rod may be left in the tube during incubation; if it is removed 
at this point, cut a piece of filter paper ca 1XI inch, wrap and hold it tightly around 
the rod, rotate the rod while withdrawing it from within the tube so as to wipe the 
rod clean, insert the paper with the adhering fat into the tube, and stopper the tube. 

Step 4. Incubate in a water bath at 37~38°C for 1 hour, mixing or shaking the 
contents occasionally. 

Step 5. Place in a beaker of boiling water for nearly a minute, heating to approxi¬ 
mately 85®C (use a thermometer in another tube containing the same volume of 
liquid), and cool to room temperature. 

Step 6. Pipet in 1.0 ml of the zinc precipitant 3-c for ripened cheese, or the zinc- 
copper precipitant 3-b for unripened cheese, and mix thoroughly (pH of mixture, 
9.0~9.1). 

Step 7. Filter (6-cm funnel, 9-cm Whatman No. 42 or No. 2 paper recommended) 
and collect 5.0 ml of filtrate in a tube, preferably graduated at 5.0 and 10.0 ml. 

Step 8. Add 5.0 ml of color development buffer 1-b (pH of mixture, 9.3-9.4). 

Step 9. Add 4 drops* of BQC, mix, and allow the color to develop for 30 min. at 
room temperature. 

Step 10. Determine the intensity of blue color by either of two methods: 

a. With a photometer: Read the color intensity of the blank and that of the test, 
subtract the reading of the blank from that of the test, and convert the result into 
phenol equivalents by reference to the standard curve described under ^^Phenol 
standards.’* The butyl alcohol extraction method ordinarily is unnecessary when 
using a photometer. 

b. With visual standards: For quantitative results in borderline instances, e.g., 
tests yielding 0.5 to 5 units of color, extract with butyl alcohol 5-b. Add 5.0 ml of 
the alcohol and invert the tube slowly several times, centrifuge if necessary to in¬ 
crease the clearness of the alcohol layer, and compare the blue color with the colors 
of standards in the alcohol. 

With samples yielding more than 5 units, compare the colors in aqueous tests with 
those of aqueous standards. 

Step 11. Dilution method for quantitative results: In tests that are observed to be 
strongly positive during color development—c.g., 20 units or more—in which 4 drops 
of BQC may be much less than sufficient to combine with all of the phenol, pipet an 
appropriate proportion of the contents into another tube, make up to 10.0 ml with 
color dilution buffer 1-c, and add 2 drops more of BQC in the case of an unripened 
product or 4 drops in the case of a ripened product. With each test, dilute and treat 
the blank in the corresponding manner. Dilute each strongly positive test thus until 
the final color is within the range of the visual standards or photometer. Allow 30 
min. for color development after the last addition of BQC, and make the reading at 
the end of the 30-min. period. To correct, multiply by 2 for a 5 +5 dilution, by 10 for 
a 1 +9 dilution, and by 50 for a 1 +9 followed by a 2 -f8 dilution. 

Alternatively, to reduce the amount of yellow off color, add 2 instead of 4 drops 
of BQC after each dilution, and allow the color to develop. Then test the complete¬ 
ness of color development by adding a third drop. Repeat the dilution procedure un¬ 
til the addition of an extra drop does not cause any further increase in the amount of 
blue color. 


* For merely detecting under-pasteuriistion in testing unripened cheese, 2 drops are sufficient, provided 
the visual standards likewise are prepared with 2 drops. 
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Step 12. Calculation and evaluation of result: When using 0.5 g of solid sample and 
adding a total of 11.0 ml of liquid, multiply the value of the reading by 1.1 to convert 
it to units of color or phenol equivalents per 0.25 g of cheese. The result, if desired, 
may be converted to phenol equivalents per 1 g by multiplying by 4.4. Evaluate the 
result by comparing it with the criteria of pasteurization in Table 1. 

Milk and other fluid products: 

Step 1. Pi pet a 1.0-ml sample (preferably in duplicate) into a tube and pipet 1.0 
ml into another tube as a control or blank. In testing cream, the sample may be 
weighed (1.0 g) if desired; in testing goats' milk, pipet in a 3.0-ml sample (Table 2). 

Step 2. Heat the blank to the temperature indicated under “Cheese: Step 2," and 
cool to room temperature. From this point, treat the blank and the test in a similar 
manner. 

Step 3. Add 10.0 ml of barium buffer substrate 2-a or 2-b (Table 2), stopper the 
tube, and mix. 

Steps 4 to 11, inclusive. Follow the directions given for the corresponding steps 
under “Cheese” above, substituting the appropriate precipitant (Table 2) in Step 6, 
and, for merely detecting under-pasteurization, using 2 rather than 4 drops of BQC 
in Step 9. 

Step 12. Calculation and evaluation of result: When using 1.0 ml of fluid sample 
and adding 11.0 ml of liquid (total liquid 12.0 ml, 5.0 ml of filtrate used), multiply 
the value of the reading by 1.2 to convert it to phenol equivalents per 0.5 ml of sam¬ 
ple. If desired, the result may be converted to phenol equivalents per 1 ml by multi¬ 
plying by 2.4. Evaluate the result by comparing it with the criteria of pasteurization 
in Table 2. 

Butter: 

Stop 1, Weigh, on a piece of wax paper about 1X1 inch on a balance, a 1.0-g 
sample (preferably in duplicate) and insert the paper with the sample into the tube. 
Similarly, weigh another sample and place in a tube as a control or blank. 

Step 2. Heat the blank to the temperature indicated under “Cheese: Step 2,” and 
cool to room temperature. From this point, treat the blank and the test in a similar 
manner. 

Step 3. Add 10.0 ml of barium buffer substrate 2-a or 2-b (prepared with 18-8 
barium buffer. Table 2), stopper the tul>e, and mix. 

Steps 4 to 11, inclusive. Follow the directions given for the corresponding steps 
under “Cheese” above, mixing the contents frequently and thoroughly during incu¬ 
bation, substituting the appropriate zinc precipitant (Table 2) in Step 6, and for 
merely detecting under-pasteurization, using 2 rather than 4 drops of BQC in Step 9. 

Step 12. Calculation and evaluation of result: When using 1.0 g of butter and add¬ 
ing 11.0 ml of liquid, multiply the value of the reading by 1.1 to convert the result 
of phenol equivalents per 0.5 g of butter. Evaluate the result by comparing it with 
the criterion of pasteurization in Table 2. 

MODIFICATIONS FOR DIFFERENT CHEESES 
AND OTHER DAIRY PRODUCTS 

Different dairy products, and different kinds of cheese and cheeses of different 
ages, have different buffering capacities, and therefore some of them require modifi¬ 
cation of concentrations of the reagents. The modifications of the barium buffer 
needed to produce optimal pH conditions during incubation (9.85-10.20), and of the 
precipitant to yield uniformly clear filtrates and to minimize interference during 
color development under optimal pH conditions (9.3-9.4), are specified in Tables 1 
and 2. 
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With some samples, especially cheese samples of unknown history, slight devia¬ 
tions from the optimal pH range may occur, but such deviations do not very mate¬ 
rially affect the results. For example, pH values as low as 9.6 or as high as 10.35 
during incubation have been found to result in an average decrease of not more than 
20 per cent below the maximum in the quantity of phenol liberated. The use of the 
25-11 buffer substrate with samples for which the 27-11 buffer substrate is specified 
yields pH values not lower than 9.8. 

A trace of cloudiness in the filtrate, following the use of the precipitant as pre¬ 
scribed, indicates that the concentration of barium hydroxide in the buffer was not 
sufficiently great, t.e., that the buffer substrate was not sufficiently alkaline. For ex¬ 
ample, the 25-11 buffer diluted 64-5 with water, for use with fresh milk, may yield 
a cloudy filtrate if used with old milk having a pH below approximately 6.0, or with 
milk that has soured, and the test should be repeated with a more concentrated buf¬ 
fer and precipitant. Likewise, the 25-11 buffer, for use with unripened cheese, may 
yield a cloudy filtrate if used with ripened cheese, indicating that the concentration 
of the buffer used was not sufficient. Increasing the concentration of zinc sulfate in 
the precipitant also eliminates turbidity of the filtrate. 

In testing cheese of unknown history or age, information as to the percentage 
of solids, especially the nonfat solids, is useful as an indication of the correct buffer 
to use; cheese with a relatively high percentage of nonfat solids generally requires 
the use of a relatively concentrated buffer to adjust the pH of the mixture correctly. 

For precise quantitative results on unknown samples, adjust the pH to 10.0- 
10.05 for the incubation. 

Cottage cheese curd is heated in the presence of considerable acid during manu¬ 
facture, and therefore its phosphatase values are comparatively low. Alternatively, 
to increase the sensitivity of the test on cottage cheese, apply the following modifica¬ 
tions: Use a 1.0-g sample, 27-11 buffer substrate, 2-hour incubation, 6.0-0.1 pre¬ 
cipitant, and a pasteurization criterion of 2 units per 0.5 g. 

Phosphatase activity is much less in goats^ milk than in cows’ milk. The details 
of a modification designed to increase the sensitivity of the test applied to goats’ 
milk are specified in Table 2. 

To test concentrated milk products, reconstitute the product with water to its 
original concentration of milk solids and test in the manner specified for the original 
product. 

To test for the presence of microbial phosphatase, which is indicated by blue 
color in the blank prepared as directed above, repeat the determination, adding 1 ml 
of the appropriate barium buffer (without substrate) to the blank and heat it for 
5 min. in boiling water in a covered beaker. If the blank treated thus is negative, it 
indicates that the blue color in the original blank was due to microbial phosphatase, 
t.e., a ^^false positive” sample. 


PRECAUTIONS 

The length of time that the crystalline disodium phenyl phosphate and the BQC 
powder will remain stable can be increased greatly by keeping them in the freezing 
chamber of a refrigerator. 

The glassware, stoppers, and sampling tools should be scrupulously clean, and it 
is desirable to soak them in hot, running water after cleaning. 

The bottles containing solid barium hydroxide and the barium buffer must be 
kept stoppered tightly to prevent absorption of carbon dioxide. 

Phenolic contamination from plastic closures on reagent bottles has been en¬ 
countered, and therefore the use of plastic closures should be avoided. Rubber stop¬ 
pers should not be used in fiasks in which butyl alcohol is stored. Glass or cork stop¬ 
pers should be used. 
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DISCUSSION 

In this work phosphatase activity caused by microorganisms has not 
been foimd in any fresh or reasonably fresh products. It has been en¬ 
countered in some samples of old butter and old cream, on the surfaces of 
some soft and semi-soft ripened cheeses, and in several specific cultures 
of microorganisms. Such activity, in all samples tested to date, is indicated 
by blue color in the controls or blanks heated as described above. This 
seems to indicate, as others have pointed out earlier in tests on a few 
strains of microorganisms, that microbial phosphatases require a higher 
temperature for inactivation than milk phosphatase, and provides a 
means for tentatively differentiating between the two t 3 rpes of phospha¬ 
tases. 

The application of the method of Bessey et al. (4) for blood serum was 
investigated. It was found that the substrate, p-nitrophenyl phosphate, 
decomposes relatively rapidly under the influence of heat when the con¬ 
trols and tests are heated after incubation, whereas disodium phenyl phos¬ 
phate undergoes relatively little hydrolysis when heated. Moreover, in 
tests prepared with known concentrations of raw milk in pasteurized milk, 
the photometric readings of the yellow color at 400 mu with p-nitrophenyl 
phosphate were considerably smaller than those of the blue color at 610 
mM with disodium phenyl phosphate. The color produced with the latter 
substrate was much more distinct and the results much easier to interpret 
precisely. Whereas the enzymic activity in a concentration of 0.1 per cent 
of raw milk added to pasteurized milk could be detected visually by means 
of the Sanders-Sager method, and a concentration of 0.05 per cent could 
be detected with a photoelectric colorimeter, precise detection could not 
be made of quantities smaller than approximately 1 per cent by means 
of the method of Bessey et al. 

The method of Bray and King (6), and also the modification described 
by Huggins and Talalay (7), involving the hydrolysis of phenolphthalein 
phosphate (colorless) yielding alkaline phenolphthalein (pink), were also 
investigated. How'ever, even less precision was obtained with phenol¬ 
phthalein phosphate as a substrate. The rate of hydrolysis of this substrate 
by the enzyme is too slow for a practical test for dairy products, and the 
pink color fades rather rapidly. For precise, quantitative determinations, 
both of these substrates wxre found less suitable than disodium phenyl 
phosphate. 

All of the available time of the Associate Referee during the year has 
been devoted to research necessary for the development of the method and 
incidental cooperation with firms and individuals in the dairy industry 
desiring to use the method, and formal collaborative w’ork has not been 
undertaken. Collaborative work on the use of the method for various 
dairy products should be done during the coming year. 
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RECOMMENDATIONS* 

It is recommended— 

(1) That, on the basis of the successful results reported on the test 
applied to Cheddar cheese and fluid dairy products by the Associate 
Referee, and the favorable results of collaborative work reported on the 
test applied to hard cheese by Gilcreas and applied to the soft cheeses by 
Horwitz, the Sanders-Sager phosphatase test be made an official method 
for testing fluid milk and cream, Cheddar type cheeses, and the soft un¬ 
ripened cheeses, as an index of the adequacy of pasteurization. 

(2) That the test be made a tentative method for testing the various 
other dairy products for which a pasteurization test may be needed, in¬ 
cluding the other types of cheese, ice cream mix, sherbet mix, chocolate 
drink, butter, sweet buttermilk, cultured buttermilk, fermented milk 
drinks, goats’ milk, cheese whey, and concentrated milk products; also 
that further collaborative work be done thereon during the coming year. 

(3) That the present phosphatase test for pasterurization, 22.43-22.^7, 
inclusive, be dropped. 
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No reports were given on frozen desserts (gelatine and gums), frozen 
desserts (composition), chlorine in milk, or acidity of milk. 

REPORT ON THE PREPARATION OF BUTTER SAMPLES 

By H. J. Mburon (Food and Drug Administration, 

San Francisco, California), Assodaie Referee 

This report deals with a continuation of the investigation initiated by 
the predecessor Associate Referee.* He devised a plan for comparing and 
evaluating two rapid procedures for preparation of butter and oleomarga¬ 
rine samples as well as for testing a proposed rewording of the present 
official method. He subjected the plan of investigation to preliminary trial 
in the hands of collaborators in this laboratory. The results obtained indi¬ 
cated that this approach to the problem would yield information from 
which reasonable conclusions could probably be reached if more extended 
data were similarly obtained. 


* For report of Suboommittee C and action by the Asaociation, see This Journal, 51,60 (1048). 
> Vorbee. Frank A., This Journal, 29,119 (mO). 
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Accordingly the writer has solicited aid from as many sources as had 
expressed active interest. He has been fortunate in obtaining the coopera¬ 
tion of nine collaborators from eight different laboratories, which, inci¬ 
dentally, happen to be well distributed as to geographical location and 
size. 

Instructions to collaborators were the same as those summarized in the 
previous report and in addition included the following: 

Comments of collaborators are solicited for the purpose of obtaining a 
consensus of opinion as to: 

(1) Whether the proposed rewording of the oflGicial method* represents 
as accurately as is practicable the actual technique employed (or that 
which should be employed) under present wording, except for specified 
temperature limits. 

(2) Which of the rapid methods* (if either) is more convenient and 
rapid. 

(3) Which of the rapid methods* (if either) is preferred for reasons other 
than convenience, rapidity, effectiveness and reliability; for example, in 
which procedure has the collaborator greater confidence solely as a result 
of using it. 

The following constnictive excerpts, from comments received, provide a 
basis for at least partial conclusion as to the consensus of opinion sought. 
The remarks of collaborators follow the order in which their results appear 
in Table 1, the form of which is the same as that employed in the tabula¬ 
tion presented in the previous report. 

COMMENTS BY COLLABORATORS* 

C. E, HyndSf Food Laboratory^ N, Y. State Departmer^t of Agriculture <St Markets, 
Albany, New York. 

The proposed wording [of the official method] seems to accurately describe the 
technique used except the words ‘‘shake vigorously . . . until sample cools/* It seems 
more likely that “shake vigorously at intervals . . . until sample cools’* would be 
more appropriate. Method III seems more convenient and faster and the mixer is 
easier to clean. I prefer Method III. 

H. S. Mitchell (VCM), Swift dt Co., Union Stock Yards, Chicago, III. 

Prefer Method III because of ease of mixing sample. Found that Methods I and 
II require from 15 to 30 minutes hand shaking for the preparation of the sample. 

George E. Keppel, Minneapolis Station. 

Method I represents accurately the technique used in following the present of¬ 
ficial method. I shake the jars intermittently until the contents cool to a creamy or 
“semi-solid** consistency. In addition, most of the analysts here give the butter an 
additional mixing for about 10 seconds after the jar is opened, using a long-handled 
spoon, and withdrawing portions for analysis with the same spoon. 

I believe Method III is more convenient than Method II, in that the mixing 
blade is easier to clean between subs, and it is easier to incorporate butter adhering 

* Method 1, oontained in provious report, Thu Joumol, 29,125 (1946). 

» Method II—^Preeent tentative meth^— Methods of Analyaie, 1945,333, see. 22.109-10. Method III— 
Thu JoupuU, 29,125 (1946). 

* With only 2 ezoeptioni, oolUboratora were all in Food and Drug Administration. 
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to the sides of the jar. Both methods are about equally rapid. Further, I believe 
Method III is more effective and reliable. I had never used either Method II or III 
before this, and noticed that in Method II, the paddles on our stirrer did not fit well 
in the pint Mason jars, being apparently intended for a taller jar. Therefore, I had 
to tilt the jar considerably to get at the butter under the jar shoulders, and the lower 
corners could not be reached. I am not certain that either Methods II or III offer 
much saving of time over the official method. In this laboratory as a general rule, 
we start analysis of butter almost as soon as it arrives. If the sample can be allowed 
to stand overnight. Method III has a distinct advantage. However, if analysis must 
be started at once, it requires almost as long to temper the butter evenly to 23^0. as 
it does to warm it to 35^ (official method). 

Albert L. Weber, New York Station: 

Method I is practically the same as that followed here. E-Z seal glass top Mason 
jars and International shaking machines have been used for some time and found 
to be satisfactory for mixing the samples. Shaking machines are essential when a 
large number of samples must be analysed within 24 hours after collection. No ma¬ 
terial differences in results have been noted when comparing the shaking machine 
with hand shaking. 

As to Methods II or HI, neither shows much advantage in convenience or speed 
over the other. We feel that Method II may give better mixing. Both of these meth¬ 
ods are too slow for our mass production needs. The time taken to soften the butter 
by Methods II and III is longer than that required by the official method, particu¬ 
larly if the butter is hard frozen initially [and shaking machines are used]. 

Meyer Mailuck, Boston Station: 

The third from the last sentence in Method I, '*when optimum fluidity is at¬ 
tained . . . ’’ is not clear. In actual practice, even though the sample has cooled to 
a ^^homogeneous semi-liquid of the consistency of thick cream,it may still flow 
down the side of the jar even though a layer does remain which obscures ready lo¬ 
cation of the surface of the sample. The deletion of the phrase “ ... no longer flows 
down the side of the jar” would, I believe, eliminate confusion without changing 
essential technique. 

Assuming an average room temperature of 25®C., the duration of shaking re¬ 
quired to go from optimum fluidity to a semi-liquid is in the neighborhood of an hour 
or more. On a hot summer day, room temperature of 28®, such as is frequent here, 
some artificial cooling, whether by shaking in a refrigerator or before an open win¬ 
dow with an off-the-water breeze blowing in, is absolutely necessary. How can one 
reconcile such a situation with the admonition against employing artificial aids to 
cooling? The conditions described in Method I are such as to render it prohibitive 
from the standpoint of time consumption and physical exertion. 

Methods II and III seem equally rapid and convenient. Method II, having a 
cover, minimizes moisture loss during preparation. Method III allows one to scrape 
all surfaces of the jar. Perhaps a cover could be adapted to this method. I feel that 
both Methods II and III are effective and reliable and far superior to the official 
method. 

Herman 0. Fallacheer, Seattle Station: 

Method III is definitely more convenient and somewhat more rapid than 
Method II, and is also easier on the nerves, as Method II is quite noisy and ”chat- 
tery.” I would place more confidence in Method III than II. The blades in Method 
II don't always adequately mix the butter in the corners and shoulder of the jar, 
particularly if some separation has taken place in heating the sample. 

John F, Armstrong, Los Angeles Station: 

Method III is most desirable because it is rapid, smooth in operation (less chance 
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of chipping pieces of glass into the sample), eflScient (mixes the sample instead of 
boring a hole into it), and is physically easy as it eliminates laborious shaking. 

Howard M, Bollinger, Los Angeles Station: 

I found it impossible to get a visibly thorough mixing using Method 11. After 6 
minutes stirring darker yeUow streaks were still observed on the interior surfaces 
of the jar, especially in the lower crevice where the butter was hardly disturbed re¬ 
gardless of the attempted thoroughness. 

Our shaking machine can be adjusted so that the agitation is no greater than 
hand shaking and when the butter jars are placed on their sides a continuous wash¬ 
ing action takes place without incorporation of air to make foam. I prefer Method 
III to Methods II and I, even when a shaking machine is used with the latter. 

E. H. ZiUiox, State Chemical Laboratory, VermiUion, SoiUh Dakota: 

Only Methods I and III were used as the equipment for Method II was not avail¬ 
able. Using Method I, it was necessary to shake the jars in the open doorway of a 
refrigerator as the room temperature was 90'F. Only enough toweling was folded 
around the jar to permit holding it. I do not favor Method I for it is too laborious 
especially when the room temperature is hovering around the century mark. 

Method III is convenient and produces a very uniform sample. However, be¬ 
cause of the chance of loss of moisture, 1 believe Method I should be used. 

With minor changes, which are reflected in the accompanying recom¬ 
mendations, there is general agreement that the proposed rewording of the 
oflicial method represents as accurately as is practicable the actual tech¬ 
nique that should be employed. 

Of the collaborators who commented on the comparative convenience 
of the two rapid methods, the majority (6) prefer Method III and the 
minority (2) conclude that the two methods are equally convenient, al¬ 
though one of the latter prefers the official method with the proviso that a 
shaking machine be employed. The collaborators whose results appeared 
in last years’ report all prefer Method III. 

From responses to the third question it was hoped to discover which, if 
either, of the rapid methods impart to the analyst the greater confidence. 
This would be a useful quality in a method for sample preparation in that, 
if supported by experimental results, it would provide the analyst some 
basis for deciding when the mixing had been completed. It was perhaps 
optimistic to expect that a definite and well grounded conclusion in this 
regard could be reached on initial application of a method. Nevertheless, 
the majority of collaborators give cogent reasons for their choice and, of 
these, four express greater confidence in Method III, while one comments 
favorably as to Method II. One collaborator cites a reason for some de¬ 
gree of lack of confidence in each of the rapid methods. 

USE OF SHAKING MACHINES 

Collaborator Weber’s remarks on the use of shaking machines in the 
application of the official method, and the comments of others in regard 
to artificial aids to cooling, bear on certain general observations which 
were included within the instructions to collaborators, as follows: 
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Our experience with this study to date indicates that the reworded official 
method has been found mechanically difficult. On two occasions collaborators have 
endeavored to employ a shaking machine to obviate the extended exertion of hand 
shaking. In one instance the results were quite comparable to those obtained by 
hand shaking, but in the other instance the results failed to check by as much as 
2%. The latter experience is in agreement with our own. We observed that the mo¬ 
tion of the * international” shaking machine, when vigorous enough to effect mix¬ 
ing, tended to produce a foamy texture which possibly accounts for the poor results 
obtained. Under the circumstances, we must view the use of a shaking machine with 
disfavor at this time. 

On one occasion a collaborator found it impossible to cool the sample while 
shaking at the temperature of the laboratory. He adopted the expedient of shaking 
it in the open doorway of a refrigerator, which proved successful. He subsequently 
expressed the opinion that the warmth of his hands on the jar may have prevented 
cooling. He suggested that a folded towel wrapped around the jar might have pro¬ 
tected it against his body heat and permitted cooling at laboratory temperature. If 
other collaborators encounter such difficulty it is requested that the suggested ex¬ 
pedient of wrapping the jar be tried. Please report such experience in full in order 
that consideration may be given to appropriate modification of the rewording of the 
method. 

The writer has been unaware of any widespread use of shaking machines 
for this purpose. He and his associates had given the matter some consider¬ 
ation but the unfavorable initial results, cited above, discouraged immedi¬ 
ate exploration of the potentialities of the modification. Moreover, our 
brief experience inclined us to the conclusion that in actual practice the 
use of shaking machines would be unduly cumbersome. 

Collaborator Weber’s remarks are entirely at variance with these con¬ 
clusions. He speaks for a large laboratory that is accustomed to handling a 
heavy load of samples and states that the practice he describes has been in 
use by that laboratory over an extended period. Presumably the technique 
obviates the need for artificial aids to cooling. 

This favorable experience, and the prospect of so revising the official 
method as to render it comparable to the rapid methods in convenience, 
would seem to warrant investigation with a view to developing supporting 
collaborative data. Pending successful outcome of such a study, however, 
the Associate Referee is not justified in modifying the wording of the 
official method in a manner to provide for mechanical shaking. 

For the present this leaves the official method in the status of being not 
only inconvenient but, under certain climatic conditions, virtually im¬ 
practicable. This situation need not necessarily be untenable, however, if 
either or both of the rapid methods qualify for official recognition by the 
Association. 


COLLABORATIVE RESULTS 

The nature of this investigation was such that collaborative samples 
could not be distributed by the Associate Referee. Each collaborator pro¬ 
vided and prepared his own sample. Since each sample therefore represents 
entirely different butter, the determined per cent moisture, and, to a lesser 
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degree, the variations and moisture losses cannot be compared in an abso¬ 
lute sense, but only relatively. Futhermore, each result is influenced by 
factors other than those of incomplete preparation and moisture loss. 
Therefore it is important to recognize that only the trend of the variations 
and moisture losses is strictly comparable. 

Table 2 is a re-presentation of the variation figures from Table 1, com¬ 
bined with those of the previous report and arranged for convenient com¬ 
parison. 

The variation within each group of 6 results by Method II is less than 
that within either of the two corresponding groups of 6 results by Method 
I, in 1 out of the 17 sets. 

The variation within each group of 6 results by Method III is less than 
that within either of the two corresponding groups of 6 results by Method 
I, in 8 out of the 18 sets. 

The variation within each group of 6 results by Method III is less than 
that for the corresponding group of 6 results by Method II, in 10 out of the 
17 sets. 

Comparing the variations in another way:—^the maximum variation is 
shown by Method I in 5 out of the 17 sets; by Method II in 7 out of the 
17 sets; by Method III in 4 out of the 17 sets. 

By both comparisons the trend appears slightly less favorable to 
Method II; by one comparison the indicated trend is slightly favorable to 
Method I and by the other comparison, slightly favorable to Method III. 

These indications, however, are based on differences of very small mag¬ 
nitude. The mean variation for Method I is only .056% (standard devia¬ 
tion .031); for Method II the mean variation is .086% (standard deviation 
.037); and for Method III the mean variation is .060% (standard deviation 
.056). To conclude that one procedure is more effective than another, in 
producing a uniform mixture, on the basis of differences in results of the 
order of three or four hundreths of a per cent is to ascribe to the error of 
the moisture determination itself, an insignificance probably not in accord 
with the facts. At any rate it can be safely concluded that the variations 
fail to reveal any substantial lack of effectiveness, on the part of any one 
of the methods, to produce a practically uniform mixture. 

Table 3 re-presents the moisture loss figures from Table 1 combined 
with those of the previous report and arranged for convenient comparison. 
Some of the figures are expressed in the negative sense, indicating a calcu¬ 
lated moisture gain. This apparent anomaly must arise from the influence 
of extraneous factors, such as, for example, a difference in composition of 
the subdivisions or the normal analytical error of the moisture determina¬ 
tion. 

The moisture losses were calculated in both of the ways described in the 
previous report. The two types of calculation indicate a similar trend in 
the majority of the sets of four results, t.e., where the first calculation indi¬ 
cates a higher or a lower moisture loss for one method, as compared to the 
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1 A^erace of 5 determinatioiis.—^AU others average 6. 

s One determination was very low, the other 5 were nearly alike. If the low determination is discarded the variation is A 
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other, t^e second calculation yields the same comparison, in 13 out of the 
17 sets. 

An equal or lower moisture loss is indicated for Method III, in compari¬ 
son to Method II, in 20 of the 34 sets of comparisons. 

The mean calculated moisture loss for Method III is .031% (standard 
deviation .040); that for Method II is .052% (standard deviation .055). 

The trend appears favorable to Method III. The differences upon which 
the comparisons are based are again small, even somewhat less substantial 
than in the variation comparisons. The order of magnitude of the moisture 
losses for either method is slightly less than that of the variations. The 
Associate Referee believes that such order of magnitude would seldom if 
ever be of consequence to the considerations of the regulatory official, nor 
for that matter, of consequence to the interests of those whose product 
the regulatory official is called upon to consider. On those rare occasions 
when this factor need be taken into account its influence upon the matter 
under consideration can be gauged from the findings herein presented. 

As to the rapid methods, the Associate Reeferee concludes (1) that sub¬ 
stantial preference has been expressed in favor of Method III; (2) that, 
if any choice based on the experimental evidence is justified, it is in favor 
of Method III; (3) that the experimental evidence is of a character and 
extent warranting consideration of Method III for official status, and (4) 
that, in view of these facts, there is no compelling reason for retaining 
Method II. 

Method Ill is published in detail in the preceding number of This 
Journal, 31,91 (1948), under “Changes in Methods of Analysis.” 

REWORDING OF THE OFFICIAL METHOD 

The following modification of the reworded official method is intended 
to give effect to collaborators’ suggestions, with which the Associate 
Referee agrees. 

Soften entire sample in a closed, wide-mouth fruit canning jar (fitted with a flat 
metal-disc cover secured by threaded ring) by warming gradually in water bath or 
running water maintained at about Sfl'C., shaking intermittently to reincorporate 
any separated fat and to observe fluidity of sample as softening progresses. Opti¬ 
mum fluidity is attained at that point where the emulsion is still substantially in¬ 
tact, but the mixture moves freely on shaking, washing all surfaces and flowing 
freely down the sides of the jar under gravity, revealing the surface of the body of 
the sample almost immediately, and permitting visual observation as to whether all 
portions of the sample have become liquefied sufficiently to promote their incorpora¬ 
tion in the body of the sample under influence of shaking. At a higher temperature 
the emulsion usually tends to separate on short standing. Avoid overheating. When 
optimum fluidity is attained, shake vigorously at frequent intervals until the sample 
cools to an homogeneous semi-liquid of the consistency of thick cream and flows 
only sluggishly down the sides of the jar, a layer remaining which obscures ready 
location of the surface of the body of the sample by inspection of the exterior. Run¬ 
ning water, water baths, and other liquid aids to cooling may not be used but a cool 
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draft of sir is permissible, if climatic conditions require, provided shaking is continu* 
ous, not intermittent. Weigh portion for analysis promptly. 
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RECOMMENDATIONS* 

It is recommended— 

(1) That the present official method for preparation of butter samples 
be reworded as described in this report. 

(2) That the method for preparation of butter samples identified in 
this report as Method III and described above be adopted as official 
(first action). 

(3) That the present tentative method for preparation of butter sam¬ 
ples be dropped. 

(4) That collaborative investigation of the application of shaking ma¬ 
chines in execution of the present Official Method for preparation of but¬ 
ter samples be initiated under an Associate Referee familiar with such 
application. 


No reports were given on tests for reconstituted milk or sour serum 
test. 


REPORT ON MICROANALYTICAL METHODS FOR 
EXTRANEOUS MATERIALS IN FOODS 
AND DRUGS 

By Kenton L. Harris (Food and Drug Administration, Federal 
Security Agency, Washington 25, D. C.), Referee 

Reports of the Associate Referees for Drugs, Spices, and Miscellaneous 
Products; Fruit Products and Beverage Materials; Baked Products, Ce¬ 
reals, and Eggs; and Vegetable Products are presented herewith. Each 
change proposed is identified by the paragraph number in the 6th Edition 
if the Methods of Analysis to which it refers. It is recommended that these 
changes be accepted by the Association. 

It is recommended that collaborative study be assigned and completed 
as rapidly as possible on the methods that warrant such additional atten¬ 
tion. Such a program should be inaugurated during the coming year. 

In the absence of a complete report by the Associate Referee for Dairy 
Products the Referee proposes the following changes in 42.11: 

Line 3 change “Transfer ca 100 vegetable fragments ...” to “Transfer 
up to 100 vegetable fragments....” 


* For report of Suboommittee C and action by the Aesooiation, see This Journal, 31» 50 (1948). 
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RECOMMENDATIONS* 

It is recommended— 

(1) That the method (sec. 42.32), discussed in the report of the Associate 
Referee on extraneous materials in baked products, cereals, and eggs, be 
adopted as official. 

(2) That methods for extraneous matters in fruits be subjected to col¬ 
laborative studies. 

(3) That methods for extraneous matters in drugs be further studied. 

(4) That the changes in wording of section 42.57 (mold in tomato pro¬ 
ducts) providing for adjusting the total solids in the sample by the use of 
the Abb4 refractometer, as recommended by the Associate Referee, be 
made. 

(5) That the changes in wording of section 42.11 (manure fragments in 
dairy products), recommended by the Associate Referee, be made. 

REPORT ON EXTRANEOUS MATERIALS IN DRUGS, 
SPICES, AND MISCELLANEOUS PRODUCTS 

By William V. Eisenberg (Food and Drug Administration, 
Federal Security Agency, Washington, D. C.), 

Associtxte Referee 

It is recommended that all of the methods for ground spices, 42.78 
through 42.84 inclusive, be reviewed in order to change the size of sample 
examined from 10 grams to 25 grams. The larger sample will be more 
representative for the detection of certain types of filth such as rodent 
hairs and excreta, which are often not uniformly distributed. 

Our experience has shown that no physical difficulties will be encoun¬ 
tered using the present methods for extracting 25 grams of black pepper, 
nutmeg, or ginger for microscopic counting of the filter papers. Cinnamon, 
because of its woody texture and extremely fine grind, introduces some 
difficulty due to the tissues floating and thus hampering the examination 
of the filter papers. Experimental work should be carried on next year to 
test the applicability of the other spice methods to change in size of sample 
from 10 to 25 grams. 

Those methods for whole or cracked spices which presently use a 25 
gram sample should also be reviewed for the purpose of changing the size 
of sample from 25 to 100 grams, for reasons similar to that stated above. 

The spice methods and most of the microanalytical methods attempt 
to extract the so-called “light filth” consisting principally of insect and 
rodent filth simultaneously by means of one procedure. Recent experience 
has indicated that the defatting operation with petroleum benzine, which 
is often helpful in increasing the recovery of insect parts, will on the other 
hand decrease the recovery of rodent hairs. Duplicate analyses using 


* For report of Suboommittee C end action by the Aaeoeiation, see ThU Jowmal, 31» 51 (1048). 
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methods 42.78 and 42.83 for whole black pepper seem to verify this prem¬ 
ise. Further work, however, should be carried out which will include the 
examination of collaborative samples. Similarly, collaborative work should 
include other spices and methods with a view to evaluating the wisdom of 
using one and the same extraction for recovery of insect and rodent filth. 
It is recommended—* 

That methods for extraneous materials in drugs be further studied. 


No report was given of extraneous materials in dairy products or nut 
products and confectionery. 

REPORT ON EXTRANEOUS MATERIALS IN FRUIT 
PRODUCTS AND BEVERAGE MATERIALS 

By F. Allen Hodges (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.), Associate Referee 

Comparative studies were conducted using two methods for determin¬ 
ing insect infestation in whole dried figs and two methods for determining 
insect contamination in fig paste. The methods used were (1) Macroscopic 
examination of 100 figs, (2) A gasoline flotation method on whole figs, 
(3) Fig paste prepared from 100 figs by putting the figs through a food 
chopper and using method 4S.S2 (A.O.A.C. 6th Ed. 1945), and (4) A dilu¬ 
tion procedure of fig paste. 

A. INFESTATION IN WHOLE DRIED FIGS 

(1) The macroscopic method consisted of the examination of 100 
figs (ca 1500 grams) by cutting open each fig and examining the interior 
for the presence of larvae and/or adult insects. 


Table 1. —Results by the macroscopic method 
(100 figs examined) 


SAMPUB 

A 

B 

C 

D 

E 

P 

Q 

H 

ATe./100 

nos 

Larvae—2 ram and over 

7 

2 

4 

1 

1 

3 

1 

2 

2.6 

Larvae—^less than 2 mm 

6 

3 

3 

3 

1 

1 

0 

3 

2.5 

Whole Insects 

3 

0 

1 

2 



1 

El 

0.9 

Larval Fragments 

0 

0 

0 

0 


0 

0 

0 ! 

0.0 

Larval Heads 

0 

0 

0 

0 

2 

1 



0.4 

Insect Fragments 

0 

0 

0 

0 

y 

0 



0.0 


(2) The gasoline flotation method used consisted of taking 100 figs 
and cutting them into halves. These halves were covered with water, 
heated, boiled for 10-15 minutes, and cooled to ca 50°. Ca 50-75 ml of 


* For report of Buboommittee C and action by the AMOoiation. cee Thi$ Journal, 31, 61 (1948). 
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gasoline was added to the container and thoroughly stirred. Water was 
added so that the gasoline layer came to about 1' from the top of the con¬ 
tainer. The container was allowed to stand 20-30 minutes with occasional 
stirring, and the larvae and insects which rose to the gasoline layer were 
picked out and examined under a wide field binocular microscope and 
counted. 


Table 2. —Resulta by the g<i8oltne fiotation method 
(100 figs examined) 


BAMPUD 

B 

B 

B 

B 

£ 

F 

Q 

H 

AVI/100 

nos 

Larvae—2 mm and over 

10 

10 

15 

4 

5 

5 

12 

10 

8.9 

Larvae—less than 2 mm 

20 

5 

8 

25 

19 

11 

20 

9 

14.6 

Whole Insects 

6 

2 

5 

1 

1 

0 

4 

1 

2.5 

Larval Fragments 

15 

0 

2 

1 

3 

7 

4 

1 

4.1 

Larval Heads 

4 

1 

1 

0 

3 

Q 

9 

5 

2.9 

Insect Fragments 

3 

2 

1 

0 

1 

0 

5 

0 

1.5 


A comparison of method (1) and method (2) shows that gasoline 
flotation gave a higher recovery than did the manual macroscopic method. 

B. INSECT CONTAMINATION OF FIG PASTE 

(3) Method 42.52. After passing the whole figs through a food chopper 
eight 100 g. samples were examined by this method and results are shown 
in Table 3. Since the figs were ground up into a paste many of the insects 
and/or larvae present will be broken up into fragments rather than remain 
whole. For this reason a large proportion of insect heads and fragments 
were found. 


Table 3. —Examination of fig samples method 
Fig paste 


BAMPLB* 

A 

B 

C 

D 

E 

F 

Q 

H 1 

AVI./lOO G. 

Heads 

9 

9 

12 

3 

8 

5 

7 

15 

3.6 

Larvae—2 mm or over 

0 

0 

1 

0 

0 

1 

1 

0 

0.2 

Larvae—^less than 2 mm 

1 

2 

3 

0 

10 

1 

7 

1 

1.3 

Miscellaneous insects 

Larval fragments and lar* 

0 

0 

1 

1 

1 

0 

0 

0 

0.2 

val skin fragments 
Miscellaneous insect frag¬ 

17 

6 

11 

0 

12 

5 

5 

32 

4.6 

ments 

19 

8 

12 

2 

1 

3 

3 

18 

3.5 


* Samples A~Q each represented 2-100 g. portions; sample H was of 5-100 g. portions. 


(4) In the dilution procedure fig paste was prepared from 100 figs 
and mixed with water in the proportion 1 part paste to 3 of water. To this 
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mixture was added 4% formalin. The examination consisted in using 400 
g. portions of the diluted material. The procedure used in (3) above was 
followed except that the NaOH and HCl steps were omitted. Five samples 
of figs were examined using 400 g. portions. Results obtained are shown in 
Table 4. As in the case of method (3) above, a small number of whole 
larvae and/or insects were recovered since the figs were ground up into a 
paste. 


Table 4 .—Examination of diluted fig paste 
(400 g. portions of 1:3 diluted material examined) 


SAUPUB NO. 

A 

B 

C 

D 

£ 

ATC./lOO 0. 
ORIGtNAL PAST! 

Larvae—less than 2 mm 

1 

1 

0 

0 

2 

0.8 

Larvae—2 mm or over 

3 

2 

0 

1 

1 

1.4 

Heads 

13 

11 

4 

3 

0 

6.2 

Miscellaneous Insects 


0 

2 

0 

0 

0.4 


A comparison of method (3) (4S.S2) and method (4) shows that the 
NaOH and HCl treatment in 42.52 gave a more complete separation of 
insects than did the simple dilution of method ‘‘(4).^' 

DISCUSSION 

The use of the gasoline flotation method in comparison with the other 
methods used showed much better recovery of insects, particularly whole 
larvae. It also eliminates the grinding up of the figs into a paste and for 
this reason whole larvae and insects are detected rather than insect heads 
and fragments. It requires less time to examine a sample and is easier to 
pick out the insects. 

It is recommended* that collaborative work be done on the following 
method. 


Examination of Whole Dried Figs — {Flotation) 

INSECTS 

Pick out 100 figs from each subdivision of sample to be examined. Cut the figs 
into halves and transfer to a large container. Cover with water. Heat. Boil for 10- 
15 min. or until the figs are soft. Allow to cool to ca 50®. Add ca 50 ml gasoline. Allow 
to stand ca 20-30 min., stirring occasionally during this period. Fill the container 
with additional water to within ca 1 inch from top. 

Examine the surface of the beakers or container under a strong light using a mag¬ 
nifier of ca 5X. Pick out larvae, insects, and/or insect fragments which rise into 
the gasoline layer. Examine the insects found, using a Greenough type microscope at 
a magnification of ca 20 X. 


* For report o! Subcommittee C and action by the Association, see Thit Joumai, 31, 61 (1948). 
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REPORT ON EXTRANEOUS MATERIALS IN 
VEGETABLE PRODUCTS 

By Frank R. Smith (Food and Drug Administration, Federal Security 
Agency, Washington, 25 D. C.), Assodaie Referee 

In the methods for extraneous materials in vegetable products only one 
slight revision seems necessary this year. In method 42.57 it is necessary 
to determine the total solids by an impractical and lengthy weighing and 
drying procedure. The method now reads in part, “in case of puree and 
paste mix H 2 O to make total tomato solids of diluted product 8.37- 
9.37%.'' To obviate this necessity provision can be made to control the 
solids by refractometer. 

This involves no change in the method, but such revision provides a 
practical way of securing these dilutions. It is recommended* that it be 
adopted for official, final action. The details of the proposed revision as it 
applies to the official method for molds in tomato products, section 42.57, 
are given in This Journal, 31,118, 1948. 


REPORT ON EXTRANEOUS MATERIALS IN 
BAKED PRODUCTS, CEREALS, AND EGGS 

By Kenton L. Harris (Food and Drug Administration, Federal Security 
Agency, Washington 25, D. C.), Associate Referee 

Section 42.32 concerns the separation of rodent excreta pellet fragments 
from whole corn meal. The precursor of this method first appeared in a 
U. S. Food and Drug Administration mimeograph by Helsel and Harris 
(1939), was published in Cereal Chemistry^ 18, 655 (1941), and in its pre¬ 
sent form first appeared in the Methods of Analysis^ Ed. 6, p. 781. 

From time to time collaborative samples have been prepared and sent 
to various analysts. The results on these samples are given in Table 1 op¬ 
posite. It should be noted that there are omitted from the table several 
counts reported by analysts inexperienced in the microscopic identification 
of the extracted pellet fragments. Samples consisted of 50 gram portions of 
meal taken from a well-mixed batch of grossly contaminated commercial 
corn meal. 

The results of the collaborative work show a marked agreement between 
the various collaborators. The method is recommended* for adoption as 
official. 


* For report of Subcommittee C and action of the Association, see This Journal, 31, 61 (1948). 
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Table 1 . —Results from various analysis on 60 gram samples of whole 
corn meal examined for rodent excreta pellet fragments 


8A1IPLB HUMBU 

▲MALTST 

BODBMT PBUrr 

rBAOMUm OOUNT 

M49057 

KLH (4 counts) 

21, 27, 27, 25 


He 

24 


Wo 

23 


Co 

20 


ME 

27 


Lo 

21 

M4g058 

KLH (2 counts) 

17. 18 


Wo 

15 


ME 

13 


QCR 

18 


QSJ 

12 


Lo 

20 


Bo 

18 


Coh 

16 


Cou 

16 


Ca 

17 


Pi 

15 

M4g05g 

KLH (4 counts) 

25, 26, 33, 21 


Sa 

21 


Yo 

23 


QCR 

20 


QSJ 

24 


Lo 

39 


Bo 

33 


Coh 

20 


Cou 

19 


Ca 

17 


REPORT ON FISH AND OTHER MARINE PRODUCTS 

By Andrew M. Allison (Food and Drug Administration, Federal 
Security Agency, Boston 10, Mass.), Referee 

In accordance with recommendations of Subcommittee C {This Journal, 
30, 61, 1947) collaborative studies have been continued on the Modified 
Roese-Gottlieb method for determination of ether extract in fish. The 
method has been modified considerably and a report by Associate Referee 
Voth is being submitted. It is recommended—* 

(1) That the Modified Roese-Gottlieb, or acid extract, method for fat 
in fish be adopted as tentative. 

(2) That the work on methods of determining total solids in fish be con¬ 
tinued {This Journal, 26, 226, 1943). 


* For report of Subcommittee C and action by the Aesooiation, see ThU Journal, 31. S2 (1948). 















334 ASSOCIATION OF omciAL AcmictJLTUBAi. cHiansTB [Vol.St,No.i 

REPORT ON ETHER EXTRACT IN FISH 

By Menno D. Voth (Food and Drug Administration, Federal Security 
Agency, Boston, Mass.), Aasodaie Referee 

A digestion or acid extract method for the determination of fat in fish 
has been previously described (1). 

Considerable additional work has since been done on this method. It 
has been improved and simplified. Specifically, the following changes 
have been made: 1. The charge has been increased from 5 grams to 8 
grams. This 60 per cent increase helps to offset errors due to unequal fat 
distribution in the sample or to other causes. 2. The use of equal parts of 
ethyl ether and petroleum benzine has been substituted for the use of 
ethyl ether alone. This change eliminates the necessity of washing the 
ether extract and, therefore, simplifies the method. 3. The steam bath has 
been substituted for the hotplate or burner as a means of heating during 
digestion. This change eliminates all bumping, which constituted a real 
hazard, and also eliminates the need for specially treated sand. 

The proper proportions of fish, acid, and alcohol used in the method 
were determined after numerous trials and are believed to be in the best 
possible ratio. The major difficulty encountered in the work was the resi¬ 
due not soluble in petroleum benzine which remained in the fat flask after 
dr 5 dng, and which was found principally in low fat fish, such as haddock, 
cod, etc. 

The original plan was to obtain the weight of the extracted fat by differ¬ 
ence as is done in the Roese-Gottlieb method (2). However, it was found 
that fish fats extracted from low fat fish (such as haddock) by the usual 
fat solvents have a tendency to polymerize or solidify during heating in 
such a manner as to make them insoluble in petroleum benzine (or in any 
of the common fat solvents). This polymerization is believed to be affected 
by various factors. Some of these are: 1. Age of fish in storage. 2. Length 
of heating period after evaporation of the solvents. 3. Length of digestion 
period. 4. Lack of clarification of the extract (by centrifuging). Under 
certain conditions, this polymerization can be controlled. By taking special 
precautions (see Table 1), such as heating the fats for a minimum length 
of time in a vacuum oven or in an atmosphere of carbon dioxide, insignifi¬ 
cant polymerized residues are obtained. It was concluded, however, that 
to include such precautions would make the method cumbersome. Any 
appreciable residue due to polymerization, which is obtained after wash¬ 
ing with petroleum benzine, must be considered a fat, since experimental 
evidence shows that when certain precautions are taken, the residue ob¬ 
tained is insignificant. It is also to be noted that the weight of fat plus the 
residue remains constant within the limits of experimental error, regardless 
of the factors which increase or decrease the weights of those components. 
Some of the experimental data is shown in Table 1 below. 
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Table 1. —Poly merited reeiduee obtained from fat extracted from 
haddock flesh using the Roese-6otUieb method 


■XTBACTKD AND BBATXD TOXNO 

BPBCIAL ntBCAUTlONS 

EXTRACTED AND HEATED WITHOUT USING 

SPECIAL PRECAUTIONS 

PKR CENT FAT 

PER CENT 

PER CENT FAT 

PER CENT FAT 

PERCENT 

PER CENT FAT 

AND RESIDUE 

RESIDUE 

BT DIFFERENCE 

AND RESIDUE 

RESIDUE 

BT DIFFERENCB 

0.53 

O.Ol 

0.52 

0.54 

0.37 

0.17 

0.53 

0.02 

0.51 

0.53 

0.37 

0.16 

0.56 

0.02 

0.54 

0.56 

0.33 

0.23 

0.53 

0.01 

0.52 

0.55 

0.32 

0.23 

0.53 

0.00 

0.53 

0.52 

0.33 

0.19 

0.52 

0.01 

0.51 

0.53 

0.31 

0.22 

0.54 

0.01 

0.53 

0.54 

0.12 

0.42 




0.53 

0.40 

0.13 




0.56 

0.13 

0.43 




0.53 

0.27 

0.26 


It was also determined that 8 grains is the maximum possible charge 
that can be handled in the small Mojonnier tubes which are readily avail¬ 
able. Considerable experimental work was done before this conclusion 
was reached. This was particularly true in low fat fish, such as haddock 
(see Table 2 below). 

Table 2 .—Per cent of fat extracted from different weights 
of haddock by digestion 
(8 ml HCl used in each case) 


Sub 

1 

2 

3 

4 

5 

6 

7 

8 

Wt. of fish used (gms) 

5 

6 

7 

8 

8 

9 

9 

10 

Per cent fat 

0.57 

0.57 

0.57 

0.58 

0.58 

0.53 

0.52 

0.48 


For comparison, fat determinations by two other methods were made 
by the Referee on fish samples identical with those sent to collaborators. 
The first method used was that previously described (1). Ethyl ether 
alone is here used as the solvent. Results shown in the table below are 
comparable with those obtained by the revised method shown in Table 5. 

Determinations were also made using the Stansby-Lemon continuous 
extraction method (3). As was expected, the results are a little higher than 
those obtained by the digestion method (see Table 3 below). In the Stans¬ 
by-Lemon method, a crude extract is first obtained using acetone as the 
solvent. This extract is then dried and re-extracted with anhydrous ethyl 
ether. Tlie slightest bit of moisture in the crude extract, solvent, or appar¬ 
atus will dissolve some of the large quantity of water-soluble residue left 
behind during the re-extraction with the anhydrous ethyl ether. Even 
after taking the utmost precautions, such as a 5-hour vacuum oven drying 
period, a small portion of water-soluble material comes over as indicated 
by the brown-colored ether solution and the final dark viscous fat. 
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Table 8 . —Results on eollahoraiive samples hy two methods 
(Per cent fat) 



rRBBH 

BADDOCK j 

ntiiB 

MAODnilL 

CAKNID 

MACnRIL 

Ethyl ether extraction method (1) 

Ate. 

0.53 

0.55 0.54 

A«e. 

3.83 

3.89 3.86 

Ate. 

11.92 

12.03 11.98 

Acetone extraction method (3) 

0.83 

0.89 0.86 

4.27 

4.27 4.27 

12.52 

12.61 12.57 


A limited study was made on the effect of a longer digestion period. 
Under ideal conditions, the fish are adequately digested in 60 minutes or 
even less on the steam bath. In order to determine whether a longer period 
would have a tendency to reduce the yield, two types of fish were digested 
on the steam bath for varying periods of time. It was found that within 
limits longer heating periods were not detrimental (see Table 4 below). 


Table 4, —Effect of digestion period on the steam bath 
on per cent of extracted fat 


HADDOeX 

CANNBD MACXXSSL 

SUB 

PIOSSTION Tim 

PBBOBNT 

1 Sim 

PIQKBTION Tim 

PER CINT 

INHOUB8 

FAT 

IN HOURB 

PAT 

1 j 

1 

0,52 

i 1 

1 

12.10 

2 

1.5 1 

0.51 

2 

1.5 


3 

2 

0.52 

3 

2 

11.97 

4 

3 

0.53 

4 

4.5 


5 

4 

0,52 





Three samples of fish consisting of fresh haddock, fresh mackerel, and 
canned makerel were submitted for collaborative studies. The samples of 
fish which were sent to the collaborators for determination of fat were pre¬ 
pared in the same manner as described in the Referee^s previous report 
(1). The revised method is as follows: 

CRUDE FAT-ETHER EXTRACT 
PREPARATION OF SAMPLE 

Prepare the sample, according to the type of pack, as directed under par. 24.2 
{Methods of Analysis, A.O.A.C,, 1945, 359) and keep ground material in a scaled jar. 
If the jar has been chilled, allow the sample to come to room temperature and 
shake jar so that any separated liquid will be absorbed by the fish. Open jar and stir 
contents with spatula, thoroly contacting the sides and lid so as to incorporate any 
separated liquid or fat. 

METHOD 

Weigh into a 50 ml beaker 8 grams of the well mixed sample. Add 2 ml of HCl. 
Break up coagulated lumps with a stirring rod having an extra large flattened end 
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and continue until a homogeneous mixture is obtained. Add an additional 6 ml of 
HCl, mix, cover with watch-glass and heat on the steam bath for 90 min. with an 
occasional stirring. Cool solution and transfer to Mojonnier fat extraction tube. 
Rinse beaker with 7 ml of ethanol, add to extraction tube and mix. Rinse beaker with 
25 ml of ethyl ether in three portions and add to extraction tube, stopper with cork 
or stopper of synthetic rubber unaffected by usual fat solvents, and shake tube 
vigorously for one min. Add 26 ml of petroleum benzine (b.p. below 60®) to extrac¬ 
tion tube and repeat vigorous shaking. Centrifuge Mojonnier flask 20 min. at ca 600 
r.p.m. and proceed as directed under par. 20.16 {Methods of Analysis^ A.O.A.C., 
1945, 240) beginning **Draw off as much as possible of ether-fat soln.” 

Drying to constant weight takes ca 40 min. for fish. Long heating periods tend 
to increase the weight of the fat. If a centrifuge is not available, the extraction can 
generally be made by letting Mojonnier flasks stand until the upper liquid is prac¬ 
tically clear, then swirling flask and again letting stand until clear. If a troublesome 
emulsion occurs, draw off as much of the ether-fat soln as possible after letting flask 
stand, add a ml or two of ethanol, swirl, and again allow mixture to separate. 

DISCUSSION 

The results obtained by the collaborators are given in Table 5. Good 
results were obtained. 


Table 5. —Collaborative results on fat 
(Per cent) 


COLLikBOBATOR 

DIOESTrON MSTBOD 

rassB 

BADDOCK 

FREBB 

MACKEREL 

CANNED 

MACKEREL 


Aw. 

Ave. 

Ave. 

G. Kirsten 

0.56 

3.84 

1 11.99 


0.58 0.57 

3.88 3.80 

! 12.02 12.01 

H. I. Macomber 1 

0.55 

4.03 

11.92 


0.56 0.56 

4.04 4.04 

11.67 11.80 

S. II. Perlmutter 

0.54 

3.71 

11.78 


0.56 0.55 

3.80 3.76 

11.82 11.79 

T. J. Klayder 

0.56 

3.62 

11.95 


0.53 0.55 

3.65 3.64 

11.90 11.93 

F. C. Minsker 

0.56 

3.68 

11.98 


0.58 

3.76 

11.98 


0.56 0.57 

3.71 3.71 

11.81 11.92 

M. D. Voth 

0.56 

4.01 

12.09 


0.56 0.56 

4.03 4,02 

12.14 12.12 

Mean 

0.56 

3.83 

11.93 

Ave. Deviation from Mean 

0.01 

0.13 

0.10 

Maximum Deviation from Mean 

0.03 

0.21 

0.26 
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No unusual difiBculties were experienced by any of the collaborators. 

The Associate Referee wishes to thank the collaborators for their 
cooperation and help. 

REFERENCES 

(1) This Journal, 29, 46 (1946). 

(2) Methods of Analysis, A.O.A.C., 1945, sec. 22.25. 

(3) This Journal, 27, 237 (1944). 

No reports were given on gums in foods. 

REPORT ON SPICES AND CONDIMENTS 

By Samuel Alfend (Food and Drug Administration, Federal 
Security Agency, St. Louis, Mo.), Referee 

Reports were submitted ty the Associate Referees on Vinegar, Mustard, 
and Mayonnaise and Salad Dressings. 

VINEGAR 

Associate Referee Loughrey has reworded the method for permanganate 
oxidation number for convenience and clarity, and has subjected it to 
collaborative study. The results w'ere promising. The Associate Referee 
recommends another collaborative test before offering it for adoption as 
official, and the Referee agrees. The Referee has noted the precipitation 
of iodine, mentioned by Garfield,* and the release of iodine vapor above 
the solution, and suggests increasing the concentration of potassium io¬ 
dide to dissolve all the iodine. 

No work was done on mineral acids. The qualitative method for free 
mineral acids proposed by Rokita and Henry is excellent, but the quanti¬ 
tative method proposed last year® has obvious theoretical deficiencies. 
It was proposed to run total phosphates, sulfates, chlorides or nitrates in 
the sample, and correct for naturally occurring salts by subtracting the 
amount of the pertinent radicle found in the ash. It is obvious that some 
of the chloride would be lost as potassium chloride on ignition, and that 
potassium nitrate would break down on ashing, leaving little or none in 
the ash. It is also apparent that in the presence of free sulfuric or phos¬ 
phoric acid, the potassium carbonate which constitutes much of the ash 
of apple or wine vinegar would be converted to the sulfate or phosphate, 
and the correction for the salts would be far too large. It might prove prac¬ 
ticable, once the mineral acid adulterant has been identified, to determine 
the radicle in the vinegar, and apply a salt correction based on the normal 
content of the particular salt in that type of vinegar. The correction would 
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be very small for distilled vinegar, and even for cider vinegar the possible 
error in the correction might not be important. Another approach might 
be the setting up of curves or nomographs relating pH, titratable acidity, 
and proportions of acetic and mineral acids. 

The Associate Referee has done some preliminary work on tartaric 
acid. This value is of interest primarily as a means of detecting adultera¬ 
tion of wine vinegar. Since the ability to detect dilution with other vine¬ 
gars is limited by the variation in the natural content of tartrates in wine 
vinegar, it is worth while to seek methods depending on the presence of a 
characteristic constituent of the adulterant. Ey* has suggested the deter¬ 
mination of sorbitol, a characteristic component of cider, as a means of 
detecting the presence of cider in grape wine. This should prove equally 
useful in detecting cider vinegar in grape vinegar, and the possibilities 
should be investigated. 

Loughrey has pointed out the possibility of false positive tests for car¬ 
amel in old cider vinegars, by the Lichthardt test, and has recommended 
study of other tests now being studied in wines. He expresses doubt as to 
the desirability of studying the Mallory and Love quantitative method 
before exploring the possibilities of the other tests. The Referee agrees. 

MAYONNAISE AND SALAD DRESSINGS 

Associate Referee Fine has submitted the results of collaborative work 
demonstrating that there is no detectable loss of starch when mayon¬ 
naise is held for a month at room temperature. The Referee endorses his 
recommendation that the method be made official (first action), and that 
no further work be done on it. 

Final adoption of several methods has been held up pending final 
action on the adoption of the method for preparation of salad dressing 
samples as official. It was decided that it would be well to wait for several 
years, to determine if experience with the methods developed any un¬ 
known “kinks.” Several field stations of the Food and Drug Administra¬ 
tion have reported difficulty in removing the fat from mayonnaise prior 
to acid digestion in the determination of nitrogen, and Ferris and Macom- 
ber* have found that this difficulty can be overcome by adding 100 ml 
chloroform to the sample and evaporating off the chloroform, before ex¬ 
tracting the fat with petroleum ether. Macomber has also reported diffi¬ 
culty in the determination of fat in salad dressings having less than 50 
per cent of fat. He pointed out that the A.O.A.C. collaborative work has 
been done on samples containing more than 50 per cent of fat. It is be¬ 
lieved that these points should be cleared up, and that the methods for 
preparation of sample, fat, and sugars should then finally be made official. 


* Detection of Cider in Qrape Wine. Dr. Ey, Sehufeit. Apoth. Zto-, SS, 605-^7 (1945). Abstracted in 
J.A,Ph.A.,36, Abs.. p. 12 (Jan.. 1947). 

* Unpubli^ed reports. 
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MUSTARD 

Associate Referee Garfield has submitted collaborative results on starch 
in mustard flour and prepared mustard which fully justify his recom¬ 
mendation that the method be adopted as official and no further work be 
done. Garfield has also done some preliminary laboratory work on the 
methods for the pungent principles in mustard (volatile oil, etc.), but is 
not yet ready to report on this subject. 

Since the methods for starch in mustard and in salad dressing are essen¬ 
tially the same, after the preliminary treatment of the sample, it is sug¬ 
gested that wording agreeable to both Associate Referees be adopted for 
one method applicable to both types of food. 

No report on volatile oil in spices was submitted by the Associate 
Referee. 


RECOMMENDATIONS* 

It is recommended— 

(1) That studies on the application to vinegar of the Mathers and the 
A.O.A.C. confirmatory tests be continued in comparison with the tenta¬ 
tive Lichthardt method. 

(2) That further collaborative study be made of the tentative per¬ 
manganate oxidation number. 

(3) That methods for the quantitative determination of free mineral 
acids in vinegar be further studied, 

(4) That work on determination of tartrates in vinegar be continued. 

(5) That methods for determining sorbitol, and the usefulness of this 
value in detecting cider vinegar in wine vinegar, be studied. 

(6) That the tentative method for starch in salad dressing be adopted 
as official (first action), and that no further work be done. The wording 
of the method, after the preliminary preparation, should be the same as 
that of the method for starch in mustard. 

(7) That further study be made of the tentative method for fat in salad 
dressings, particularly those containing less than 50 per cent fat, so that 
the method may be made official. 

(8) That the efficiency of the preliminary removal of fat in the official 
method for nitrogen in mayonnaise be studied. 

(9) That the tentative method for starch in prepared mustard and mus¬ 
tard flour, as described in the Associate Referee's report, be made official 
(first action). The wording of the method, after the preliminary prepara¬ 
tion, should be the same as that of the method for starch in mayonnaise 
and salad dressing. 

(10) That studies be made of a suitable method for determination of 
ash in prepared mustard. 

(11) That the official method for copper-reducing substances by direct 
inversion (33.40) be dropped (final action). 


* For report of Suboommittee C and action by the Aaaociation, see This Jownal, 31,54 (1948). 
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(12) That studies be made of a suitable method for determination of 
sugars in prepared mustard. 

(13) That studies be continued on the determination of volatile oil and 
other pungent principles in mustard. 

(14) That studies be continued on volatile oil in spices. 


REPORT ON VINEGAR 

By James H. Loughrey (Food and Drug Administration, 

Federal Security Agency, Boston, Mass.), Associate Referee 

Of the recommendations approved by Committee C last year {This 
Journal, 30^ 1947), consideration has been given to those on caramel 

tests and the permanganate number. The Mallory and Love method 
seems to be less fitted for the detection of caramel in vinegar than are 
several methods used for its detection in wines and spirituous liquors. 
These two methods are Mathers test and the present A.O.A.C. confirma¬ 
tory test (15.39), both to be finally confirmed by the use of 2.4-dinitro- 
phenylhydrazine reagent. These tests and the results of collaborative 
work are the subject of Valaer's report on caramel coloring (p. 178). 

Several complaints have been received about false positives when the 
present tentative method (33.78), for caramel in vinegar, is used on cider 
vinegars. These false tests appear to occur in old cider vinegars. The 
Associate Referee has obtained one such test on a cider vinegar, three 
years old, whose authenticity seems to be unquestioned. The two tests 
reported on by Valaer, on the other hand, seemed to give accurate results. 
Further study of the tentative method is therefore indicated. 

The wording of the method for determining the permanganate oxidation 
number was changed slightly. The reworded method follows: 

reagents 

fa) Sulfuric acid soln .—l-fl. 

(b) Potassium permanganate soln — approx, I N, —It is suggested that the soln 
be slightly stronger than \ N; however, standardization is not necessary. Pre¬ 
pare according to 43 . 17 , p. 807 . 

(c) Sodium thiosulfate — 0.5 N. —Accurately standardized against KiCraOT. 
(Method 43 . 28 , p. 809, should be modified to correspond to the stronger 
NasS20t. It has been found that the following quantities of reagents arc satis¬ 
factory—0.50 gm K 2 Cr 207 , 10 gm KI, 10 ml cone. HCl, and 90 ml H 2 O.) 

(d) Potassium iodide soln, —Dissolve 30 g of KI in 100 ml of H 2 O, and filter. Do 
not use unless colorless. 


DETERMINATION 

Adjust vinegar to 4 g/100 ml acidity as acetic acid. Steam distil 50 ml of adjusted 
vinegar and collect 60 ml of distillate; distillation should be regulated so that ca 45 
ml remain in distilling flask when 50 ml of distillate are collected. (All-glass appara¬ 
tus is preferable; if not available, cork or rubber stoppers should be covered with 
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Sn or A1 foil). The apparatus used for determination of volatile fatty acids in fish 
products (24.9, p. 361) is very convenient for this distillation. Keep distillate and 
reagents at 25'’C. 

Transfer the 50 ml of distillate to 250 ml glass-stoppered Erlenmeyer flask. Add 
10 ml of the H 1 SO 4 soln and 25 ml (accurately measured) of the KMn 04 soln. Hold 
at 25®C., preferably in water bath, for exactly one hour. Then immediately add 20 
ml of the KI soln and mix well. Titrate the liberated I with the 0.5 N NaaSaOs. Con¬ 
duct a blank determination at the same time, using 50 ml of HsO, 10 ml of the HsS 04 
soln and 25 ml of the KMn 04 soln. 

The number of ml of the 0.5 N NaaSaOt required by the blank less the quantity 
used in the determination divided by two is the permanganate oxidation number of 
the vinegar. Report on basis of the adjusted vinegar (4% acid). 

The reworded method was sent to collaborators together with four sam¬ 
ples of vinegar, to be analyzed according to the proposed method. The 
composition of the four samples was as follows: 

Sample A—Cider vinegar, reduced to 4% acidity. 

Sample B—^Distilled vinegar, reduced to 4% acidity. 

Sample C—^Dilute Acetic Acid (4%). 

Sample D—^76% Cider Vinegar, 25% Dil. Acetic Acid (Acidity of mixture, 4%). 


COLLABORATORS^ RESULTS 


OOU.ABOBATOB 

STATION 

SAICPLB A 

SAliPLX B 

SAMPUB C BAMPLB D 

Sidney Kahan 

New York 

6.10 


3.02 


0.00 

4.56 



6.09 


3.06 


0.00 

4.56 



Av. 

6.10 

Av. 

3.04 

Av. 

0.00 Av. 4.56 

F. M. Garfield 

St. Louis 

5.70 


3.0 


0.00 

4.2 

Robert E. O^Neill 

Atlanta 

6.01 


2.93 


0.19 

— 



6.06 


3.21 


0.05 

2.61 



Av. 

6.04 

Av. 

3.07 

Av. 

0.12 

C. G. Cunningham 

Boston 

5.17 


2.56 


0.18 

4.05 



5.23 


2.62 


0.19 

4.16 



Av. 

5.20 

Av. 

2.59 

Av. 

0.19 Av. 4.11 

A. L. Suslam 

Boston 

5.26 


2.85 


0.03 

4.01 

M. D. Voth 

Boston 

5.38 


2.83 


0.06 

4.24 

J. H. Loughrey 

Boston 

5.20 


2.53 


0.15 

4.09 



5.27 


2.55 


0.14 

3.99 



Av. 

5.24 

Av. 

2.54 

Av. 

0.15 Av. 4.04 


COLLABORATORS^ COMMENTS 

Sidney Kahan: “Concentration of permanganate solution as given is somewhat 
vague. Suggest that it be made about 31 grams per liter in order to avoid having the 
blank titrate more than 50 ml. Also suggest that the instructions be amended to in¬ 
clude draining the permanganate pipette for a definite length of time, as in iodine 
number, to secure more uniform results.” 
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F, M, Garfield: ‘‘Amount of KI used should be increased to prevent precipitation 
of iodine before the titration with the thiosulfate.” 

The results of the collaborative work are quite promising. Although 
there are variations between the results obtained by the dijfferent collabo¬ 
rators on any one sample, the values obtained for any one type of vinegar 
are in the same range. The type of reaction involved and the strength of 
reagents necessary for the method are such that slight variations may be 
expected. The results on Sample D were very encouraging. This sample 
consisted of 75% of Sample A and 25% of Sample C. With one exception, 
the actual results by any one collaborator on Sample D agree very closely 
with the theoretical value calculated on his figures for A and C. 

The Associate Referee wishes to thank the collaborators for their 
prompt assistance. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the method for the determination of caramel in vinegar 
(33.78) be dropped and that studies be made of other tests for caramel, 
including the Mathers test, and the test for caramel in wine (15.39), to 
determine their applicability to the detection of caramel in vinegar. 

(2) That the permanganate oxidation method be applied to a number 
of samples of distilled vinegars of known history to determine its value 
in differentiating this type of vinegar from a dilute acetic acid. 

(3) That the methods for the quantitative determination of tartaric 
ac?id and tartrates in vinegar be further studied. 

(4) That studies of the determination of tartaric acid and tartrates in 
vinegar be continued. 


No report was given on volatile oil in spices. 


REPORT ON STARCH IN PREPARED MUSTARD 
AND MUSTARD FLOUR 

By Frkdekick M. Garfield (Food and Drug Administration, 
Federal Security Agency, St. Louis, Mo.), Associate Referee 

The determination of added starch in prepared mustard and mustard 
flour has been the subject of study for a number of years. Several methods 
have been investigated, and the most satisfactory was found to be a 
modification of a procedure developed by Sullivan^ for the estimation of 
starch in plant materials. The method,* when first subjected to collabo¬ 
rative study called for (1) solution of the starch (in the mustard product) 


* For report of Committee D and action of the Association, see Thit Journal, 31, 54 (1948). 

* Thi» Journal, 18,621 (1936). 

* J. T. Field, Ibid,, 24, 700 (1941) and 25,706 (1942). 
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in boiling 30% calcium chloride solution; (2) precipitation of the starch 
from the calcium chloride solution with alcohol to remove soluble inter¬ 
fering reducing substances; (3) a further purification of the starch by solu¬ 
tion in water and reprecipitation as a starch-iodine complex; (4) decom¬ 
position of the complex with alcoholic sodium hydroxide to recover the 
starch; (5) hydrolysis of the starch to dextrose by boiling in hydrochloric 
acid and (6) determination of the resulting dextrose by the Munson-Wal- 
ker copper reduction method. The starch was calculated using the equation 
dextrose X 0.9—starch. Collaborative results were encouraging, but 
recoveries were somewhat low and erratic. 

Further study* showed that modifications in the procedure were neces¬ 
sary. It was demonstrated that failure to neutralize the acidity in pre¬ 
pared mustard caused losses as high as 5% in starch recovery. These losses 
occurred during the initial solution of the starch in the calcium chloride 
solution, apparently due to partial hydrolysis of the starch by the vinegar 
present in the prepared mustard. Neutralization of free acidity was made 
a part of the method. A correction for water introduced by the moisture 

RESULTS OB^ COLLABORATORS 


Sample l.~Prepared Mustard 


OQSULkM- DAT! STARCH HATH STARCH 

RROOTXRT 

ORATOR ANALTZRD 100101 RRANAITZID fOUND 


p«r cent 

1 4/ 9/47 4.50 

4.34 

per ^t 

102.0 

98.4 

5/ 9/47 

jm cent 

4.32 

4.48 

•per cent 

98.0 

101.6 

2 4/16/47 

4.30 

4.46 

97.5 

101.1 

5/16/47 

4.58 

4.45 

103.9 

100.9 

3 4/15/47 

4.52 

4.34 

102.5 

98.4 

5/15/47 

4.52 

4.39 

102.5 

99.5 

3 



5/15/47 

4.30 

4.39 

97.5 

99.5 

5 4/21/47 

4.53 

4.46 

102.7 

101.1 




6 4/11/47 

4.45 

4.30 

100.9 

99.5 

5/ 6/47 

4.32 

4.28 

98.0 

97.0 

Averages 

Overall average 
Standard deviation 
Probable error 
Range 

4.43 

4.416% or 100.1% recovery 
±0.088% of starch 

0.059% of starch 
4.58-4,28-0.30% 

4.40 



* lhid.t in press. 
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Sample 2.—Mustard Flour 



OOLLABORATOB 

BTABCH rOUITD 

mooyaRT 




gram 

percent 

1 

0.2117 

99.8 


0.2163 

101.5 

2 

0.2102 

99.1 


0.2124 

100.1 

3 

0.2196 

103.5 


0.2102 

99.1 

4 

0.2074 

97.7 


0.2074 

97.7 

5 

0.2102 

99.1 


0.2137 

100.7 

6 

0.2102 

99.1 


0.2102 

99.1 

Average 

0.2115 

99.7 

Standard deviation 

±0.0033 g 


Probable error 

0.0023 g 


Range 

0.2196-0.2074 «0.0122 g 



present in the prepared mustard was included for obvious reasons. Minor 
manipulative changes were made to permit a more convenient method of 
decomposing the starch-iodine complex. The method as modified then 
gave good recoveries of starch except for an occasional high result. These 
high results were due to failure to remove interfering mustard material 
after solution of the starch in calcium chloride. To accomplish this the 
method was modified to call for centrifuging the calcium chloride solution 
digest and filtration through cotton on this partially clarified solution. 
Unless removed, solid material is carried through the various steps along 
with the starch and is eventually broken down during the hydrochloric 
acid hydrolysis to substances capable of reducing Fehling^s solution. As a 
result they are calculated as starch and lead to high recoveries. 

PREPARATION OF SAMPLES AND INSTRUCTIONS TO 
COLLABORATORS 
Sample 1.—Prepared Mustard 

This sample was made by adding commercial corn starch to a commer¬ 
cially prepared mustard. The starch assayed 84.89% starch (ave. of 6 
determinations) by direct acid hydrolysis and subsequent estimation of 
dextrose by the Munson-Walker method. Starch was calculated as dex¬ 
trose X 0.9. As prepared, the sample contained 4.41 per cent of 100 per 
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cent starch. Solids and acidity determinations were made by the Associate 
Referee and reported to the collaborators. 

Instructions were to assay the sample by the method given in This 
Journal 30, 75 (1947) on receipt of the sample, and again in one month. 
The mustard was to be held at room temperature during this period. 

Sample 2.—Mustard Flour 

A sample of commercially prepared mustard flour and one of com starch 
were sent to collaborators with instructions to weigh 2.0000 g mustard 
flour and 0.2500 g starch (equivalent to 0.2122 g of 100% starch) and as¬ 
say by the same procedure. 

COLLABORATORS’ COMMENTS 

H. P. Bennett; “Difficulty was encountered in the resuspension of the starch in 
water after the first precipitation with 95% alcohol.’’ The following slight change 
was introduced. “The alcohol was decanted from the starch mass after centrifuging 
without filtering thru asbestos. Glass beads were added to the bottle after the water 
was added and vigorous shaking for a few minutes carried, out. This suspended the 
starch very well and the subsequent extraction of the excess iodine with alkaline al¬ 
cohol was expedited.’’ 

S. D. Fine; “We had some difficulty filtering the CaCl, solution of the starch 
thru a pledget of cotton. McNall suggested filtering thru a thin layer of cotton in a 
funnel, much as in the insoluble solids determination in preserves. This worked 
much better than the pledget in a funnel. 

DISCUSSION 

Comments of both collaborators are quite pertinent. The addition of 
glass beads to aid in breaking up the precipitated starch, as suggested by 
Bennett, had been tried independently by Joiner and the Associate 
Referee and found to give good results. 

McNall’s suggestion of filtering the calcium chloride solution thm a 
thin layer of cotton is a good one. This filtration is generally quite slow, 
since the solid material is slimy and readily clogs both paper and cotton. 

The results reported by the collaborators are quite good. For mustard 
flour the average recovery (ave. of 12 determinations) is 99.7 per cent of 
the starch added, and for prepared mustard (ave. 20 determinations) 
100.1 per cent. The standard deviations are not excessive, especially when 
consideration is given to the number of manipulations required by the 
method. Even the range (difference between maximum and minimum 
values) is reasonably good, and the range coefficient (defined as the quo¬ 
tient of the range and the arithmetic mean) does not exceed 7 per cent for 
either method. 

There appears to be no loss of starch in prepared mustard when the 
mustard is allowed to stand at room temperature for one month. .This is 
shown by the recoveries under Sample 1. 

The Associate Referee is indebted to the following members of the 
Food and Drug Administration field laboratory staff: H. P. Bennett, 
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Kansas City, Mo.; 8. D. Fine and F. J. McNall, Cincinnati, Ohio; D. M. 
Heller and C. R. Joiner, St. Louis, Mo. 

RECOMMENDATIONS* 

It is recommended that the present tentative method for starch in 
mustard flour and prepared mustard, with slight modification of wordingf 
be adopted as official, first action, and further work on this subject be dis¬ 
continued. 


REPORT ON STARCH IN MAYONNAISE 
AND SALAD DRESSING 

By Sam D. Fine (Food and Drug Administration, Federal 
Security Agency, Cincinnati, Ohio), Associate Referee 

The present tentative method^ for the determination of starch in may¬ 
onnaise and salad dressing was subjected to further study in accordance 
with the recommendations of the Referee on spices and condiments. A 


Table 1 .—Mayonnaise containing S.92% starch. 
(Calculated from weight of air dry starch and acid hydrolysis of starch) 
Prepared March 31, 1947 


ANALTHT 

DATS or ANALYSIS 

BTARCB 

BBCOVKRT 



per cent 

per cent 

S. D. Fine 

4/ 1/47 

3.85 

98.2 


4/ 1/47 

3.88 

99.0 


4/ 1/47 

3.84 

98.0 


5/ 5/47 

4.29 

109.4 


5/ 5/47 

4.04 

103.1 

F. M. Garfield 

4/ 3/47 

4.07 

103.8 


4/ 3/47 

4.09 

104.3 


5/ 6/47 

4.00 

102,0 


5/ 6/47 

3.94 

100.5 

D. M. Heller 

4/ 9/47 

4.07 

103.8 


4/ 9/47 

4.17 

106.4 


5/ 9/47 

3.97 

101.3 


5/ 9/47 

3.99 

101,8 

11. C. Van Dame 

4/ 4/47 

3.71 

94.6 


4/ 4/47 

3.72 

94.9 


6/12/47 

3.80 

96.9 


5/12/47 

3.79 

95.7 



A VC. 3.95 

100.8 


For report of Subcommittee C and action by The Aeaociation. see ThU Journal, 31» 55 (1948). 
t The modifications are reported in Th\» Journal, 31,108 (1948). 

I Thia Journal, 30, 74 (1947). 
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previous report® had suggested the possibility that losses in starch origi¬ 
nally present in mayonnaise might occur on ageing. 

EXPERIMENTAL 

Two different starch containing mayonnaises were prepared and sub¬ 
mitted for collaborative study with instructions to the collaborators to 
determine starch immediately on receipt and again at the end of a month. 
The mayonnaises were held at room temperature during this month. 

Tables 1 and 2 give the results obtained on the two samples. 


Table 2. —Mayonnaise containing iAO% starch 
(Calculated from weight of air dry starch and acid hydrolysis of starch) 
Prepared April 2, 1947 


ANALYST 

DAT! or ANALYSIS 

STABOR 

RBCOTXBT 

S. D. Fine 

4/ 3/47 

per cent 
3.85 

per cent 

93.9 


4/ 3/47 

3.93 

95.9 


5/ 5/47 

4.01 

97.8 


5/ 5/47 

3.95 

96.3 

H. D. Van Dame 

4/ 4/47 

3.77 



4/ 4/47 

3.84 

93.7 


5/12/47 

3.86 

94.1 


5/12/47 

3.82 

93.2 



Ave. 3.88 

94.6 


DISCUSSION 

The samples submitted for study were prepared by placing a weighed 
amount of air dry starch in a tared beaker and adding w ater. The material 
was heated on a steam bath until a smooth paste was formed. After cool¬ 
ing, egg yolk, spices, sugar, oil, etc., in known amounts were added while 
the contents were stirred with an electrical stirrer. The final weight was 
obtained, added w^ater was calculated by difference, and the percentage 
of starch calculated. Each batch yield was approximately two pounds. 
The uniformity of the mayonnaise so prepared may not be as perfect as 
desired or as might be obtained in commercial practice. This may account 
for the spread obtained in the analytical results. 

Consideration must be given to the complex nature of starch in eval¬ 
uating the results obtained in the quantitative determination of this sub¬ 
stance in foods. The precision obtained in the determination of a simple 
inorganic compound is not possible in the determination of a complex 
organic material such as starch. It is the belief of the author that the pres¬ 
ent method gives about the maximum precision obtainable in the estima¬ 
tion of starch in mayonnaise and salad dressing. 


* Sam D. Fine, Ibid., 27 ,261 (1944). 
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The results obtained indicate that at the end of one month there is no 
detectable loss of the amount of starch originally present in a starch-con¬ 
taining mayonnaise. 

SUMMARY 

There is no detectable loss of starch from starch-containing mayon¬ 
naise, when the mayonnaise is held at room temperature for a month. 

The precision of the present method is sufficient for the determination 
of starch in mayonnaise and salad dressing. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the present tentative method be adopted as official, first 
action, and that the study be dropped. 

REPORT ON METALS, OTHER ELEMENTS, AND 
RESIDUES IN FOODS 

By H. J. WiCHMANN (Food and Drug Administration, Federal 
Security Agency, Washington 25, D. C.), Referee 

Associate Referee^s reports were received on copper and DDT. A con¬ 
tributed paper on mercury spray residues on apples was also read at the 
meeting.^ The Referee^s report will, therefore, be confined to these and 
related subjects. 

COPPER 

The Associate Referee reports the experience of his laboratory (one 
that has probably had more experience with copper methods than many 
others) with the all-dithizone copper methods. His report summarizes the 
advantages and disadvantages of each, and concludes with a recommenda¬ 
tion for collaborative study of two methods with the greatest sensitivity, 
one a ^^two-color” and the other one a “one-color’^ method. The Referee 
approves this recommendation. 

MERCURY 

The Referee became well aware of the peculiar difficulties encountered 
when the Laug method for mercury was applied to apples, and the impli¬ 
cations thereof. Little progress had been made for some years on the deter¬ 
mination of mercury until the novel and unorthodox suggestion was made 
of using selenium, either as a catalyst as in Kjeldahl digestions or as a fixa¬ 
tive, the reverse of the official selenium method, in the preparation of the 
sample. Thus, a rather good beginning of an entirely new approach to the 
mercury problem has been made, and the prospects are much brighter. 
The Referee recommends that strenuous efforts be made to perfect the 


* For report of Suboommittee C and action by The Association, see Thit Joumalt 31» 55 (1948). 
1 Freda Kunse, *‘Determination of Mercury on Apples," see Thu Journal, p. 438. 
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new method of sample preparation for all kinds of organic materials, 
especially as applied to spray residues. The stripping method so successful 
in the past on all sorts of spray residues on fruits should be applicable to 
mercury residues. Other things being equal, the decided decrease in the 
amount of organic material that must be oxidized after a stripping should 
make for success. 

The present dithizone method, for the actual determination of mercury, 
might be made even more sensitive by the Greenleaf “two-color” dithi¬ 
zone procedure, as developed in connection with the determination of 
copper. The Referee hopes that interest in the determination of mercury 
in organic matter will be intensified and that, as a result, more rapid prog¬ 
ress will become possible. 

DDT 

The collaborative results on the determination of DDT reported by the 
Associate Referee are fairly good, with the two colorimetric methods 
producing the best results, the methods based on the determination of 
organic chlorine, either labile or total, being somewhat disappointing. 
The generally high results for the total chlorine method may stem from 
inability to successfully separate oi^anic chlorine from inorganic chlorine, 
or from the insensitivity of the Volhard titration, especially in the pres¬ 
ence of incompletely removed natural coloring matter. The labile- 
chlorine method may suffer from the difficulties Just mentioned and, in 
addition, from the removal of more than one chlorine atom from some 
varieties of commercial DDT (o' p' fraction). The chloride methods are 
actually in use in all sorts of investigations and, in the case of some of the 
newer insecticides, are all that are available at the present time. Therefore, 
it is not expedient to recommend tentative adoption of the color methods 
and exclusion of consideration for the chloride methods on the basis of 
these first collaborative results. The Referee approves the Associate 
Referee’s recommendation that the chloride methods be further studied, 
particularly with respect to the exclusion of inorganic chlorides, and to a 
more sensitive method for the determination of the chlorine ion. The 
Referee understands that the electrometric method is good when it 
works, but that the instrument sometimes gets out of order for some not 
readily determined reasons. Some suggestions along chemical lines have 
already been made. The Referee hopes that these will be followed up. 

There is not too much information about interferences in the DDT 
determination, such as those caused by other chlorinated insecticides. 
Furthermore, no report on the determination of DDT in canned foods 
is being made. The l^feree believes there is no demand for hasty adoption 
of tentative methods for DDT gt the present time, since a new edition of 
the A.O.A.C. Methods of Analyaia is not due for two years. All of these 
reasons impel the Referee to postpone the making of recommendations for 
tentative adoption of DDT methods for a year, in the hope that some of 
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the uncertainties of the determination in canned, as well as in other, foods 
will be clarified by studies to be expanded during the year. 

BENZENE HEXACHLORIDE 

At the present moment there exists a tremendous demand for a sensi¬ 
tive, accurate, and rapid method for the determination of benzene 
hexachloride (CeHeCl*) existing as spray residue on foods and forage 
crops, as a contaminant of soils by spray residue or by deliberate addition; 
in fatty foods and tissues by absorption; in biological material of all kinds, 
and in or on foods in general. The strong suspicion that commercial ben¬ 
zene hexachloride (BHC), or some of its impurities, can cause unpleasant 
flavors in foods, directly or by starting undesirable physiological processes, 
has increased this demand. The infra-red method, applicable to the in¬ 
secticide itself, cannot be applied to the small amounts present in spray 
residues, contaminated as they are with all sorts of interferences, insecti¬ 
cidal and non-insecticidal. The recoveries with the colorimetric method, 
mentioned last year as being in the process of development, have been 
80 to 90 per cent, and in a few instances, 96 per cent. The losses appear to 
occur just prior to or during the nitration of the trichlorbenzene derived 
from the benzene hexachloride. Also too little is known about interfer¬ 
ences, and this method is not ready for publication. Another method 
based on the measurement of certain absorption peaks in the ultra-violet 
absorption spectrum of 1-2-4 trichlorbenzene (derived from benzene- 
hexachloride isomers in greater proportion than the other two possible 
trichlorbenzenes) has come to the attention of the Referee.* It is under¬ 
stood that it leaves something to be desired in the way of sensitivity and 
accuracy, and needs further development. A biological method,* with the 
house fly as the test animal, has been used with some degree of success 
for the determination principally of the gamma isomer of benzene hexa¬ 
chloride in biological material. All of these methods need further develop¬ 
ment and study of the effect of interferences before publication. This 
leaves the chlorine methods as the last recourse, but any recommendation 
for their use can be made only with a degree of hesitation and reserve in 
view of the numerous other chlorine-containing insecticides, hormones, or 
herbicides in use or in prospect. Within the next year a benzene hexa¬ 
chloride method may be developed, but the appointment of an Associate 
Referee would now be premature. 

CHLORDANE AND TOXAPHENE 

No definite methods for the determination of chlordane or toxaphene, 
other than those based on their chlorine content, has come to the atten¬ 
tion of the Referee. The chlorine methods, of course, lack specificity. 
Suggestions for methods of analysis for these products in the form of 


> Private Communication from B. Davidow, Pharm. Div., Food and Drug Administration. 

* Private Communication from Edwin P. Laug. Fliarm. Divieion, Food and Drug Administration 
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spray residues, or in biological materials of all kinds, from the manufac¬ 
turers of these products, would be much appreciated. Undoubtedly, the 
Association will have to give attention to these products and their residues 
as soon as it can, but this can hardly be done before the determinations of 
DDT and benzene hexachloride are out of the way. 

Hezaeihyltetraphosphate {HE TP) and diethylparanitrophenyU 
ihiophosphate {AATP) 

Two new phosphorus-containing insecticides, under these names, have 
come to the attention of the Referee. They are said to be very toxic to 
both insects and warm-blooded animals. Hexaethyltetraphosphate, known 
to the Germans as “Bladan,’’ is useful for the treatment of aphids and the 
mite tribe of insects in general. It is generally used as an adjunct to DDT. 
It is readily altered and loses its effectiveness as an insecticide in 24 hours. 
Apparently the decomposition products (not exactly known at present) 
do not possess any serious degree of toxicity for warm blooded animals. 
While HETP may have serious effects on careless sprayer crews, it is not 
expected to build up toxic spray residues. Hardin and Maclntire^ report 
that hexaethyltetraphosphoric, triethylphosphoric, or monoethylphos- 
phoric acids all require long treatment with aqua regia at the boiling point 
before they will hydrolyze completely to orthophosphoric acid. Whether 
reaction with alkalies is more expedient or rapid remains to be determined. 
A method for the determination of HETP and its decomposition products 
may be possible but not easy or rapid. Since its use is not expected to 
result in toxic residues, the Referee believes the Association can ignore it, 
at least for the present. 

The Referee understands that diethylparaphenylthiophosphate (AA- 
TP) will do what HETP does and be effective for the codling moth be¬ 
sides. Hence it may be expected to have wider application. Fortunately 
the manufacturers of this compound have supplied a micro method® for 
its determination simultaneously with its commercial introduction. Hence 
there need be no time lost in development of a method. Perhaps the 
Referee will be in a position to assess the extent of the commercial usage 
of AATP by the next meeting and be prepared to recommend collabora¬ 
tion on a method for its determination. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the work on the determination of cadmium, copper, mercury, 
and zinc be continued. 

(2) That the determination of DDT in canned foods and in foods in 
general be studied further. 

1 present number, p. 400. 

1 Unpublished: obtainable from American Cyanamide CJo., Stamford, Conn. 

* For report of Subcommittee C and action by The Association, see Thu Journal, 31» 52 (1948). 
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KEPORT ON COPPER IN FOODS 

By G. H. Bendix (Continental Can Company, Inc., Chicago, 

Ill.), Associate Referee 

Collaborative work on copper in foods was last conducted by Greenleaf 
(1) in 1945, at which time he described results obtained by a combined 
dithizone-carbamate method. Greenleaf recommended that the dithizone- 
carbamate method be adopted as tentative, but he also pointed out that 
serious consideration should be given to the development of an all-dithi- 
zone method. In recent years several all-dithizone methods have appeared 
in the literature (2, 3,4). The earliest of these is that of Bendix and Grab- 
enstetter, which is a single color method, i.e. the violet copper dithizonate 
is separated from the green uncombined dithizone before determining the 
optical density. The second method, that of Morrison and Paige, is essen¬ 
tially the same as that of Bendix and Grabenstetter except that the excess 
dithizone is not removed, the spectrophotometric measurements being 
made on a two-color system. Tlie most recent publication, that of Green¬ 
leaf, is also a “two-color” method and avoids objectionable features of the 
two other methods just mentioned. 

In his 1946 report on metals in foods Wichmann (5) commented on the 
advantages of the Greenleaf “two-color” method and recommended it to 
the Associate Referee. 

The method of Bendix and Grabenstetter is subject to two criticisms: 
(a) The extraction of copper, being carried out at a pH of 2.3 and in the 
presence of a high concentration of dissolved salts, requires an excessively 
long shaking time of 10 minutes and thereby necessitates a mechanical 
shaker unless only a few determinations are to be made, (b) Removal of 
the excess dithizone by extraction with dilute ammonia subjects the violet 
keto copper dithizonate to conversion to the yellow enol tautomer. This 
fact has been pointed out by Sandell (6) and by Morrison and Paige. The 
latter authors avoid the second of these objections by omitting the ex¬ 
traction with ammonia, thereby making the method a “two-color” 
method. This change, although it also simplifies the laboratory manipula¬ 
tions, is accompanied by a very appreciable decrease in sensitivity. 

The Greenleaf method avoids both of the above mentioned objections 
to the Bendix-Grabenstetter method and does so without a sacrifice of 
sensitivity which characterizes Morrison’s method. This accomplish¬ 
ment, however, was not achieved without a sacrifice of the simplicity com¬ 
mon to the other two methods. 

Although collaborative work has not been conducted during the past 
year, work has been carried out in the Associate Referee’s laboratories 
for the purpose of comparing, one with the others, the all-dithizone 
methods of Bendix-Grabenstetter, Morrison-Paige, and Greenleaf. Table 
1 shows the results obtained. 
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Table 1. —Comparison of alMUhtBone methoda for copper in foods 


HAllPUi 

BIMDIX- 

CnULBBirSTITTBB 

mggm 

araimaAr 


p.p.m. 

p.p.m. 

p.p.111. 

Dried Peas 

34.9 

31.5 

30.9 


36.2 

32.4 

Dried Corn 

14.2 

14.6 

14.0 


14.0 

13.8 

Chocolate Ovaltine 

14.7 

_♦ 

13.8 

Pea brine A (Canned) 

1.09 

1.09 

1.10 

1.10 

_• 

Pea brine B (Canned) 

1.15 

1.15 

1.15 

1.16 



* No analysis made. 


DISCUSSION OF RESULTS 

The results of Table 1 show no significant difference in the results ob¬ 
tained by the three methods and indicate that the objections to the Bendix 
method (conversion to enol tautomer) and the Morrison method (lack of 
sensitivity) are not as significant as might be expected. This fact may not 
be capable of duplication by other laboratories, since it must be admitted 
that the Associate Referee’s laboratory has extensive experience with the 
Bendix method and may have avoided the objectionable features by care¬ 
fully controlling the conditions during the extraction of excess dithizone 
with dilute ammonia. 

The various advantages and disadvantages of the three methods are 
given in the summary below, from which it may be noted each method has 
certain desirable characteristics. The method of Greenleaf, however, ap¬ 
pears to more nearly approach the ideal of a referee method. 

A COMPARISON OF THE CHARACTERISTICS OF ALL- 
DITHIZONE METHODS FOR COPPER IN FOODS 

Specificity ,—Little difference between the three methods. All methods 
probably satisfactory for most food products. All methods subject to 
interference by excessive concentrations of bismuth and noble metals. 
Sermiivity .—Morrison method appreciably inferior to those of Bendix 
and Greenleaf, the latter two having a very high sensitivity. 

Simplicity .—Greenleaf method considerably more complicated with 
respect to technique and reagents required. 

Theoretical Soundness .—Greenleaf method is best with the Morrison 
method a close second best. Bendix method open to question with re¬ 
spect to the one color technique. 






1948 ] carter: RSPOBT ON BDTIN FOODS 355 

The Associate Referee is indebted to Mr. W. C. Stammer and his asso¬ 
ciate, Mr. N. H. Strodtz, for conducting the analyses reported above and 
for their comments relative to the methods under consideration. 

RECOMMENDATIONS* 

It is recommended that the ‘^two-color” method of Greenleaf and the 
‘^one-color^^ method of Bendix and Grabenstetter be submitted to col¬ 
laborative study. 

LITERATURE CITED 

(1) Greenleaf, C. A., This Journal, 28, 269 (1945) 

(2) Bendix, G. H., and Grabenstetter, D., Ind. Eng. Chem., Anal. Ed., 15, 649 
(1943). 

(3) Morrison, S. L. and Paige, H. L., Ibid., 18, 211 (1946). 

(4) Greenleaf, C. A., This Journal, 30, 51 (1947). 

(5) Wichmann, H. U., This Journal, 30, 451 (1947). 

(6) Sandell, E. B., “Colorimetric Determination of Traces of Metals,” pp. 84, 218, 
Interscience Publishers, New York, 1944. 


REPORT ON DDT IN FOODS 

By R. H. Carter (Agricultural Research Administration, 

Bureau of Entomology and Plant Quarantine, 

Beltsville, Md.), Associate Referee 

In 1946 the Associate Referee presented a report (1) reviewing the 
methods which had been recommended or presented for the determination 
of DDT in insecticide residues and in animal products. Methods for the 
preparation of samples were discussed briefly. No samples were sent out 
for collaborative testing. 

In 1947 an apple-strip solution containing a known added amount of 
DDT was prepared, and identical samples were submitted to a number of 
collaborators who had expressed a willingness to take part in this program. 
This solution was prepared as follows: 

Samples of apples weighing approximately 2 kg. were placed in 2J- 
gallon wide-mouth pickle jars, 500 ml of benzene was added to each, and 
the jars were rotated sidewise in a tumbling machine at approximately 
4 r.p.m. for 30 minutes. This method of stripping does not bruise the ap¬ 
ples excessively, but imparts enough rolling motion with a slight abrasive 
action to insure thorough wetting of the surfaces and solution of the wax 
and DDT. At the end of the 30-minute period the machine was stopped, 
the samples were allowed to drain for a few minutes, and the benzene 
solution was decanted, the amount measured and then calculated as an 
aliquant of the original 500 ml. Approximately 10 liters of this strip solu¬ 
tion was made. No DDT-free apples were available; so a number of an¬ 
alyses were made to determine the DDT content of this solution. To this 
solution was then added enough pure p, p'-DDT and o, p'-DDT in the 


* For report of Subcommittee C and action by The Association see Thin Journal, 31, 52 (1948). 
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ratio of 3 to 1 to make a total content of 17.12 mg. per 600 ml; the ^^ol- 
ume also was adjusted so that each 500 ml represented 2 Iq;. of apples. 
Seventeen samples of 500 ml each were then sent out to the collaborators. 
The method of analysis to be used was left to the choice of the analyst. 
Unfortunately two samples were lost in transit. 

Results of the analyses by four methods with modifications are shown 
in Table 1. 


Table 1. —Results of analyses of apple-strip solutions for DDT 
by different methods {DDT present, 8.6 p.p.m.y 


OOLl*AB- 

OBATOB 

LABIUB- 

GBLOBIMB 

mraoD* 

TOTAXr 

CBLOaiMl 

mTHOD* 

ooLoanoTRic ubtbods 

IISIII 

STifr> 

CASTOIO 



p.pM. 

P.P.SI. 

p.p.si. 

A 

— 

8.7* 

— 

— 

B 

— 

— 

8.5 

— 

c 

— 


— 

8.3 

D 

9.7 

7.1 

7.8 

7.8 

E 

— 


— 

8.3 

F 

16.0 

10.7 



G 

— 

f 8.4 





\ 8.2* 



H 

14.9 

12.4 


•— 

I 

— 

— 

— 

9.1 

J 

— 

9.9 

— 

8.7 

K 

— 

/10.9 

8.6 




1 8.2* 



L 

10.4 

11.1 

— 


M 

10.6 

8.6 

— 


N 

8.8 

8.3 

— 

8.4 

Average 

11.6 

9.5 

8.3 

— 


1 Results reported are averases of 2 to 5 determinations. 

* Collaborator N used procedure 1 B, all others used 1 A» All used Volhard titration. 

* Collaborators A, Q,^ and N used prooedure 2 B, all others used 2 A. Asterisk (*) indicates deterxni* 
nations by electrometric titration; all others by Volhard titration. 


A summary of the results reported by the four methods is given in 
Table 2. 


Table 2. —Summary of the results reported in analysis of eollaborative 
apple strip solution No. 1, containing 6.6 p.p.m. of DDT 


lORBOD OP AHALTBIS 

muBMEor 

OOUiSlOBATOBS 

DDT BBPOBTao(P.P4l.) 

Kmnnm 

MAXIMUM 

ATBBAOB 

Labile chlorine 

6 

8.8 

15.0 

11.6 

Total chlorine 

10 

7.1 

12.4 

9.5 

Schechter-Haller colorimetric 

3 

7.8 

8.6 

8.3 

Stiff-Castillo colorimetric 

5 

7.8 

9.1 

8.4 
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The collaborators were as follows: 

Food and Drug Administration, Federal Security Agency: 

Robert H. Dick, L. W. Ferris, Sam D. Fine, Curtis R. Joiner, Harold F. O'Keefe, 
C. D. SchiSman, Shirley M. Walden, Louis C. Wiess. 

Bureau of Entomology and Plant Quarantine, IT. S. Department of Agriculture: 

P. E. Hubanks, L. Koblitsky, H. D. Mann, W. E. Westlake. 

California State Department of Agriculture: 

J. B. LaClair. 

Maine Agricultural Experiment Station: 

A. Stanley Getchell. 

DISCUSSION 

Most of the results reported by the labile-chlorine method were ob¬ 
tained by following the procedure (referred to as 1a) recommended by 
Wichmann et ai. (2), in which 350 ml. of the benzene strip solution is 
treated with 10 ml of 2 iV alcoholic potassium hydroxide, 250 ml of the 
benzene solution is then distilled off, the remainder of the solution is re¬ 
fluxed for 30 minutes, and the chloride is determined by standard proce¬ 
dures. 

In another procedure (2) (referred to as 1b) for labile chlorine the ben¬ 
zene is distilled off and then 1 N alcoholic alkali is added and the solution 
is refluxed for 10 minutes. The latter procedure appears to give much bet¬ 
ter results, but even 1 N alcoholic alkali gives results considerably too 
high on some commercial samples of DDT. 

The labile-chlorine method has been reported by a number of investi¬ 
gators as being the simplest and easiest for the determination of DDT 
spray residues on fruit. It is apparently in extensive use in some of the 
principal apple-producing regions. 

Some of the determinations of total organic chlorine were made by the 
method recommended by Wichmaim et al. (2). In this procedure (referred 
to as 2a) the benzene strip solution is refluxed with metallic sodium and a 
small amount of isopropanol. In another procedure (referred to as 2b1 
benzene is distilled off on a steam bath and the residue is then refluxed 
with 25 to 50 ml of isopropanol and metallic sodium. The results reported 
by this procedure generally appear to agree with the known amount 
much better than do the results by the former procedure. 

Determinations of both labile chlorine and total organic chlorine are 
rapid and well adapted for routine work. The latter are more accurate for 
small samples because of the larger amount of chlorine to be determined. 

High results in the analysis of the strip solution were reported in many 
determinations by the labile-chlorine method and to a lesser extent by 
the total-chlorine method. 

An outstanding difllculty in the chlorine determinations is the lack of 
sensitivity of the indicator, so that the analysts are unable to see the end 
point in the Volhard back titration with thiocyanate. This is especially 
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true in colored solutions. Electrometric titration apparatus obviates this 
difficulty, but trouble has been reported by some operators in using such 
apparatus. 

The colorimetric methods developed by Schechter et al. as recommended 
by Wichmann et al. (2), and by those of Stiff and Castillo as recommended 
by Clabom (3), appeared to give consistent results in the analysis of the 
standard strip solution. Measurements of the color developed were re¬ 
ported as being made by neutral wedge photometers, photoelectric 
photometers equipped with filters, and spectrophotometers. These meth¬ 
ods are of course subject to some interferences, but in general they can be 
regarded as confirmatory for the presence of DDT. 

RECOMMENDATIONS* 

(1) It is recommended that a thorough study of the labile-chlorine 
method be made to determine the optimum conditions, time, temperature, 
strength of alcoholic alkali, and other factors, including the kinds of agri¬ 
cultural products, such as fruit, vegetables, forage crops, animal products, 
and soil, to which it is applicable. 

(2) It is recommended that a study of the total-chlorine method be con¬ 
tinued to determine optimum conditions, such as time, amount of benzene 
to be left in the flask during refluxing, and other factors, and of the kinds 
of agricultural products to which it is applicable. 

(3) It is recommended that an investigation be made of other methods 
for the determination of small amounts of chloride. 

(4) It is recommended that an investigation be made to determine 
other insecticide residues that may interfere with the Schechtcr-Hallcr 
and the Stiff-Castillo colorimetric procedures. 

LITERATURE CITED 

(1) Cabtbb, R. H., This Journal, 30, 456 (1947). 

(2) Wichmann, H. J., Pattebson, W. I., Cliffobd, P. A., Klein, A. K., and 
Clabobn, H. V., lUd., 29, 188 (1946). 

(3) Clabobn, H. V., IhU., 29, 330 (1946). 


No reports were given on cadmium, zinc, mercury, or DDT in canned 
foods. 


REPORT ON OILS, FATS, AND WAXES 

By J. Fitelbon (Food and Drug Administration, Federal 
Security Agency, New York, N. Y.), Referee 

The Associate Referees have made some progress in their studies, but 
no formal reports will be submitted. The chromatographic technique for 
purification of unsaponifiable matteri has been studied as an alternative 

* For report of Subcommittee C and action by The Anooiation, see This Journal, 31, 51 (1948). 

> N. D. Bylveeter. A. N. Ainsworth, and £. B. Hughes, Analytt, 70,295 U946). 
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method to the somewhat lengthy official S.P.A, washing procedure 
(31.40). Results show very close agreement between the two methods, 
and collaborative studies are planned for the coming year. 

The tentative modified Bellier Test (31.47-31.48) has been applied to 
mixtures of peanut oil and other edible vegetable oils. Preliminary results 
indicate that an approximately quantitative relationship exists between 
the turbidity temperature and the peanut oil content. The Associate 
Referee plans to continue studies in this field. 

The recently appointed Associate Referee on antioxidants has reviewed 
the extensive literature on this subject and has also initiated a survey of 
the field to ascertain the nature of the most commonly used antioxidants. 
In view of the large number of compounds used for this purpose, it is 
planned to restrict the initial studies to the most widely used antioxidants. 

RECOMMENDATIONS* 

It is recommended: 

(1) That the official S.P.A. method for unsaponifiable matter (sec. 
31.40) be made official, final action. 

(2) That the chromatographic purification of the unsaponifiable mat¬ 
ter (1) be studied collaboratively. 

(3) That the F.A.C. method for unsaponifiable matter (31.37-31.39) be 
deleted (final action). 

(4) That the official, first action, method for squalene (31.41-31.43) be 
made official, final action. 

(5) That studies on methods for determining the stability of fats be 
discontinued for the present. 

(6) That studies on methods for the estimation of peanut oil be con¬ 
tinued. 

(7) That studies on methods for the determination of antioxodants in 
oils be continued. 


No reports were given on unsaponifiable matters, peanut oil, stability of 
fats, or antioxidants; see Referee report on oils, fats, and waxes. 


REPORT ON SOILS AND LIMING MATERIALS 

By W. H. MacIntire (University of Tennessee Agricultural 
Experiment Station, Knoxville), Referee 

The Referee has functioned mainly in suggestive capacity in obtaining 
the digests and contributions from the Associate Referees whose reports 
will be tendered individually. The one exception is the work stipulated in 
recommendation (5), ‘^That the analytical technique previously pro- 


* For report of Suboommittee C and action of the AMoeiation. eoe Thu Journal, 31, 53 (1948). 
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posed for ignition of chaige and distillation of fluorine therefrom be 
studied collaboratively.” {This Journal, 30, 43). 

A study of that technique resulted in findings to the effect that the pre¬ 
scribed extended calcination of the chaige of soil and calcium peroxide at 
900“C. is unnecessary and its deletion will be recommended. It was found 
also that substitution of calcium hydroxide for calcium peroxide is not 
admissible in calcinations at 900°C., unless the proportion of the hydroxide 
to soil be at least 10 to 1. The substitution of calcium hydroxide in 1 to 1 
proportion was found effective, however, provided the prefatory calcina¬ 
tions of the charges of soil plus calcium hydroxide are conducted at 
600®C. for periods in the range of from 6 to 60 minutes. 

RECOMMENDATIONS* 

It is recommended— 

Soils: 

(1) That the studies on the “combination dithizone-spectrographic 
method,” and on the polarographic procedure for the determination of 
zinc in soils, be continued. 

(2) That the study of the determination of copper in soils be continued. 

(3) That the utilization of carmin as an indicator in the determination 
of boron content of soils be studied further, and that p-nitrobenzeneazo-l, 
8-dihydroxynaphthalene-3, 6-disulfonic acid, or “chromotrope-B,” be 
studied as a reagent suitable for the determination of boron on soils. 

(4) That further studies of pH in soils of the arid and semi-arid regions 
be based upon soil systems of moisture content representative of air-dry 
soil. 

(6) That the analytical technique previously proposed for ignition of 
charge and distillation of fluorine therefrom be studied collaboratively. 

(6) That the present wording *‘at 900® for 30 minutes,” under Fluorine 
(p. 13, section 1.32, line 3) be made to read “at 500° for 30 minutes.” 

(7) That a study be made as to the adequacy of Ca(OH)j as a fixative 
for fluorine in soil chaiges of 1 to 1 proportion with calcination at 500°C. 
in 5 to 60 minute periods. 

(8) That the direct distillation of unignited soil with HjSO^ at 165°C., 
with sequential distillation of an aliquot at 135°C., be studied collabora¬ 
tively. 

(9) That the “2-point” titration procedure for the determination of 
exchangeable H in soils be studied further, in relation to liming practice. 

(10) That the survey and comparisons of methods for the determina¬ 
tion of phosphorus (a) that fraction in “available” state and (b) the pro¬ 
portions of organic-inorganic forms therein {This Journal, 30, 43), be 
continued. 

(11) That the survey and comparisons of methods for the determina¬ 
tion of “exchangeable” K in soils {This Journal, 30, 44), be continued. 

* For report of fioboommittee A ftnd ootion of the AMOoiAtion, see This Journals 31,43 (1948). 
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Liming materials: 

(12) That the direct titration against bromcresol green (Method II), 
This Journal, 30, 297 (1947) be adopted as optional for the determination 
of the neutralization value of blast furnace slags. 

(13) That the tentative procedures in ‘^Liming Materials” be annotated 
by the statement, “without correction for sulfide content.” 

(14) That correction for sulfide sulfur content be studied further. 

REPORT ON ZINC AND COPPER IN SOILS 

By Lewis H. Rogers (Department of Soils, Florida 

Agricultural Experiment Station, Gainesville, Fla.), 

Associate R^eree 

Additional experience has been obtained with the dithizone-spectro- 
graphic procedure for the determination of zinc extracted from soils by 
various extractants. Details are presented below. 

The procedure of Sandell* has been adapted for use \rith soil extracts. 
Reagents are prepared essentially as given by Sandell and also in section 
12.24, page 123, Methods of Analysis, sixth edition. In addition a standard 
cadmium solution containing 200 gamma cadmium per ml is prepared; 
further dilutions are prepared daily. Also a cadmium-dithizonate standard 
in ecu containing 1 gamma cadmium per ml is prepared. 

The soils are extracted with ammonium acetate or other extracting 
agent in the conventional manner. The leachate is evaporated to dryness, 
organic matter destroyed with 30% hydrogen peroxide, the residue taken 
up in a minimum of dilute hydrochloric acid, the solution diluted to 30 
ml and an aliquot transferred to a 60 ml separatory funnel. Five ml of 
10% sodium citrate solution are added, several drops of purified phenol 
red indicator solution introduced, and the solution titrated with dilute 
(1:3) ammonium hydroxide to about pH 8, and an excess of 0.5 ml is 
added. This is extracted with successive portions of 0.01% dithizone in 
carbon tetrachloride until no further color change is obtained with the 
dithizone, then one additional extraction is made. Two ml of standard 
cadmium dithizonate solution are added to the extracted dithizonates, 
evaporated to dryness on a hot plate at low temperature while air is 
blown into the beaker to hasten evaporation. The residue is taken up 
with a minimum of redistilled chloroform and transferred with a micro 
dropper to a graphite electrode which is heated in a small metal block 
resting on a hot plate. Graphite electrodes, Jin. XI in., with a shallow 
crater drilled in the lower electrode and upper electrodes pointed in a 
pencil sharpener, are used. 

Spectrograms were taken on a quartz spectrograph with a slit width 
of 40 microns. The image of the D.C.arc was focused on the collimator with 

' **Colori]ii«trie Detsrinination of Tnoot of Metala,** Inioneienoo Publiihors, p. 458 (1944). 
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a lens located at the slit of the spectrograph. A rotating step sector with 
1:1.5 ratio was used for plate calibration. An iron spectrum was made on 
each plate with the step sector running; preliminary and final plate cali¬ 
bration curves were plotted as described by Churchill.* Background and 
line intensities vrere determined from the plate calibration curves in the 
conventional manner. Eastman process plates, developed in D-19 at 
70°F. for 3 minutes and fixed in F-10 were used. Plates were evaluated 
with a non-recording microphotometer. An analytical working curve was 
prepared from several independent determinations of known amounts of 
zinc, with constant amounts of cadmium as internal standard. Working 
curves were prepared using the zinc line at 3282 A. with the cadmium line 
at 3261 A. as internal standard. 

Preliminary work has shown that with this procedure it is feasible to 
determine copper and zinc simultaneouly, since copper is concentrated 
by dithizone under the same conditions as zinc and gives suitable spectmm 
lines which can be conveniently measured simultaneously with zinc. 

It is recommended* that the study be continued. 

PRELIMINARY REPORT UPON THE COLLABO¬ 
RATIVE WORK ON THE EXCHANGEABLE 
POTASSIUM IN SOILS 

By Ivan E. Miles (North Carolina Department of 
Agriculture, Raleigh, N. C.), Associate Referee 

Realizing that there was some variance of opinion in regards to methods 
ordinarily used in determining exchangeable potassium, the officials of 
A.O.A.C, have this year initiated some work in an effort to secure a more 
complete picture of this situation. Several leading laboratories of the 
country were circularized as to their willingness to assist with a collabora¬ 
tive study of exchangeable potassium. Every worker contacted very gra¬ 
ciously agreed to assist. 

Subsequently, soils samples with extreme variance in texture, reaction, 
organic matter, and exchangeable potassium were collected. Two soils 
came from Arizona, one from New York, one from Tennessee, one from 
the Piedmont area of North Carolina, and one from the Coastal Plain 
area of North Carolina. 

These soils were air-dried, screened, and mixed thoroughly, and identi¬ 
cal samples sent to all collaborators: Brown, Irving G., in Reitemier’s 
Laboratory, U.S.D.A. Caster, A. B., in McGeorge^s Laboratory, Uni¬ 
versity of Arizona. Capp, L. C., in Fudge's Laboratory, Texas Agricultural 
and Mechanical College. Lee, C. K., in Bray's Laboratory, University of 
Illinois. Mehlich, A., in Research Laboratory, N. C. State College. Piland, 
Rodney, in Research Service Laboratory, N. C. State College. York, E, T., 

s Ind, Sng Chem.. Anal Bd., 16, 653 (1944). —— 

* For the report of Sttboommittee A and action of The Aaeooiation, see Thi$ Jcumalt 31« 43 (1948). 
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in Peech’s Laboratory, Cornell Umversity, New York. Robinson, Brooks, 
in Macintire’s and Shaw’s Laboratory, University of Tennessee. 

The collaborators were requested to use whatever method they normally 
use, but if the method used is other than the ammonium acetate method, 
to use the ammonium acetate method also for comparative purposes. 

The methods used by the collaborators can be divided into two general 
categories, namely: 1, extraction and 2, leaching. In the first method, ex¬ 
traction was made with ammonium acetate and the K precipitated as 
sodium cobalti-nitrite in all cases. Most collaborators used an extracting 
procedure similar to that described in U.S.D.A. Circular 767. Two in¬ 
vestigators used a leaching technique. After precipitating with sodium 
cobalti-nitrite, four investigators determined K volumetrically with po¬ 
tassium permanganate, whereas one investigator used ceric sulphate 
procedure. Two investigators determined the K colorimetrically, using 
nitroso-R-salt, and in one case the K was determined turbidimetrically. 
One investigator precipitated the K with sodium cobalti-nitrite and deter¬ 
mined the K gravimetrically. 

From the results obtained (see Table 1) it would seem that any one of 
the several methods used might be satisfactory in the high range, but there 
is very considerable variance in the lower or critical range. This would 
seem to indicate that further work is needed on methods. 

Therefore, the writer would recommend* that the work be continued, 
enlarging it to include other workers. Furthermore, it now seems advisable 
to have all collaborators use both a leaching and extracting method, and 
determine K by a volumetric, colorimetric, turbidimetric, or Same photom¬ 
etry procedure. 

The writer gratefully acknowledges and appreciates the fine work done, 
and the spirit of helpful cooperation manifested by all collaborators 
throughout the study. 


No reports were given on hydrogen-ion concentration of soils, boron 
and fluorine, exchangeable calcium and magnesium, exchangeable hy¬ 
drogen, or phosphorus in soils. For report on boron under “Plants,” see 
p. 284. 


REPORT ON INSECTICIDES AND FUNGICIDES 

By J. J. T. Graham, Chemist (Production and Marketing 
Administration, Livestock Branch, Beltsville, Md.), Referee 

Consideration of methods of analysis for insecticides, fungicides, 
and other economic poisons during 1947 was limited to a study of those 
applicable to rodenticides, products containing DDT, and a preliminary 
investigation of methods for pyrethrins in pyrethrum flowers. Because of 


* For roport of Suboommittoe A and action by the Aceooiation, tee This Journal, 31,43 (1948). 
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pressure of their o£5icial duties, the Associate Referees on fluorine and 
nicotine were unable to study methods for determination of these ingre¬ 
dients. The General Referee has examined the reports of the Associate 
Referees on rodenticides and DDT and concurs in their recommendations. 

METHODS FOR THE DETERMINATION OP PYRETHRINS 
IN PYRETHRUM FLOWERS 

Considerable disagreement with methods for the determination of 
pyrethrins in pyrethrum flowers has arisen between growers of pyrethrum 
and the purchasers of the flowers in this country, because results for 
pyrethrin content obtained in the country of origin have differed materi¬ 
ally from those obtained in some laboratories in this country. This differ¬ 
ence is principally due to the fact that the pyrethrum growers made their 
analyses by the official mercury reduction method, while the analyses 
made for the purchasers were in most instances made by the Seil method.^ 

In order to improve this situation, the Imperial Institute of Great 
Britain sent representatives to this country, in the latter part of 1946, to 
solicit cooperation of American chemists in a world-wide study of methods 
for determination of pyrethrins, with a view to adoption of a uniform pro¬ 
cedure for this determination. 

As a result of this solicitation, the Chemical Analysis Committee of the 
National Association of Insecticide and Disinfectant Manufacturers 
promised the cooperation of that organization; and your Referee promised 
to solicit the help of official chemists. 

The Consultative Committee on Insecticide Materials of Vegetable 
Origin, of the Imperial Institute, planned the investigation, and it ap¬ 
peared desirable to conduct a preliminary study on variations of the meth¬ 
ods in order to decide on the best procedures to be followed in the final 
tests. A number of modifications of the mercury reduction method were 
suggested and studied. 

The Referee assisted in this preliminary work and further assisted by 
reviewing and commenting on the revised procedures. A recent letter from 
Dr. G. T. Bray of the Imperial Institute states that their committee has 
decided to study the mercury reduction method, the Seil method, and the 
Ripert method. The latter method was included because it is the principal 
method used in France. 

It is not yet possible to state when the samples will be ready for dis¬ 
tribution. However, those chemists who have signified their desire to 
assist in the work will be kept informed of developments in connection 
with the investigation. If there are other members of the Association who 
desire to v^olunteer their assistance in this w^ork, the Referee will be glad 
to have their names. 


> Soap. 10,89(1034). 
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REPORT ON RODENTICIDES 

By J. W. Elmobe, (State Department of Agriculture, 
Sacramento, Calif.), Associate Referee 

Methods of analysis of rodenticides containing 1080 (sodium fluoro- 
acetate) and Antu (alpha naphthyl thiourea) have been under considera¬ 
tion. 

Reactions specific for 1080 have not come to the writer’s attention. 
Total fluorine can be determined in this compound by fusion with sodium 
peroxide in a Parr bomb followed by precipitation of lead chlorofluoride, 
as described in the official procedure for fluorine in insecticides. {Methods 
of Analysis, Sixth Edition, page 58 ct seq., sec. 6.18, 6.19). Analysis of a 
sample of technical 1080 by this method, gave 93.75 per cent. Since deter¬ 
mination of total fluorine in grain poisoned with 1080 involves ashing 
with lime or some other fi,xative, it was thought possible that some fluorine 
might be lost during ignition, due to a reaction similar to that which occurs 
on heating calcium acetate giving acetone and calcium carbonate: 

(CHaCOO)jCa=CHjCOCHj+CaCO, 

In the case of sodium fluoroacetate, this might be: 

2 CHjFCOONa^CHjFCOCHjF-l-NasCO, 

However, no evidence of this reaction has been observed. Possibly, 
fluorine is replaced by the hydroxyl group with the formation of glycollic 
acid and sodium fluoride similarly to the reaction which takes place when 
monochloracetic acid is heated with water or alkalies. {Richter Organic 
Chemistry, 1944 Edition, Vol. 1, page 334). Analysis of the above sample 
of 1080 by drying with lime hydrate slurry and distillation of the ash with 
perchloric acid gave 93.70 per cent of 1080, of which compares well with 
results by Parr bomb. 

Grains poisoned with 1080 may be analyzed for total fluorine by the 
general method for fluorine in foods {Methods of Analysis, Sixth Edition, 
page 445, sections 29.24-29.28 inch) and the result calculated to sodium 
fluoroacetate. Results so obtained are somewhat high because of the 
fluorine originally present in the grain, or possibly due to contamination 
with sodium fluosilicate used for repelling rats and mice in warehouses. 
Since baits may contain as little as 0.05 per cent of 1080 (corresponding to 
0.0095 per cent of fluorine), a considerable error may thus be introduced. 
Results of analyses of corn and wheat listed by Clifford {This Journal, 28, 
278, 1945) indicate about 1 part per million fluorine is to be expected in 
grains; but local samples analyzed by the writer were considerably higher 
than this. Further work should be done along this line. 

Total combined fluorine in 1080 poisoned grain may be determined on 
the finely ground sample by weighing 4 grams into a platinum dish and 
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continuing the analysis as directed in the general method (section 29.26 
(a)) beginning “add 25 ml of the Ca(OH )2 suspension.” 

The solubility of Antu (alpha naphthyl thiourea) in several solvents 
was determined. 


Approximate solubility of Antu, grams per 100 ml solution 


soLvsirr 

26-C. 

100*C. 

Acetone 

2.43 

— 

Acetonitrile 

1.18 

— 

Chloroform 

0.63 

— 

1,4-Dioxane 

6 

30 

Ethyl alcohol 

0.70 


Fithyl ether 

0.18 

•— 

Petroleum ether 

0.001 

— 

Triethyleno glycol 

8.6 

16 

Water 

0.006 

— 


The pure compound contains nitrogen (13.86 per cent) and sulphur 
(15.84 per cent). Examination of commercial products received to date 
has shown a higher percentage of Antu calculated from sulphur than from 
nitrogen. Representative analyses by J. B. LaClair of this laboratory are 
as follows; 


Sample A 
Sample B 


Antu 
calculated 
from nitrogen 
94.44 
97.04 


Antu 
calculated 
from sulphur 
103.07 
100.55 


In routine examination of samples of Antu for purity, it would there¬ 
fore seem preferable to determine total nitrogen rather than total sul¬ 
phur. 

The insolubility of Antu in water renders the application of common re¬ 
actions of thiourea difficult. Attempts ^^ere made to carr}" out the oxida¬ 
tion method of St. Skramovsky {Chemical Abstracts^ 38,2288) in some other 
solvent, but without success. 

Examinations of prepared Antu rat poisons have been carried out in 
the following manner: 

Weigh an amount of sample equivalent to approximtely 0.2 gm Antu and trans¬ 
fer to a 250 ml Erlcnmeyer flask. Add 50 ml acetone and digest or reflux for 15 min. 
Filter and wash with acetone. Transfer filtrate to a 500 ml Kjeldahl flask. Place on 
steam bath and evaporate acetone with an air stream. Determine total nitrogen in 
the residue by Kjeldahl method and calculate to alpha naphthyl thiourea, using the 
factor: 7.215 times percentage nitrogen equals percentage Antu. 

If much greasy material is present, the sample may be digested with a 
little petroleum ether, filtered on a dry Gooch crucible and washed with 
petroleum ether. The residue is then heated to 100®C. to remove petro- 
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leum ether and the analysis carried out as indicated above beginning 
“transfer to a 250 ml Erlenmeyer flask.” 

In case the Antu has been incorporated in material insoluble in acetone, 
such as starches or sugars, it is advisable first to digest with about 25 m 
of water, after which 150 to 200 ml of acetone are added and the analysis 
continued as above beginning “digest or reflux for 15 minutes.” 

It is recommended* that more specific methods be sought for determi¬ 
nation of 1080 and Antu in rodenticides. 

REPORT ON DDT 

By Elmer E. Fleck (Agricultural Research Administration, 
Bureau of Entomology and Plant Quarantine, 

Beltsville, Md.), Assodcde Referee 

During the past year several new methods and modifications of existing 
methods for the determination of DDT have been reported. A new colori¬ 
metric method for the determination of p,p'-DDT has been reported by 
Bradbury, Higgons, and Stoneman (1). This method is based upon the 
wine-red color developed by heating p,p'-DDT, diethyl sulfate, hydroqui- 
none, and concentrated sulfuric acid. These authors found no interference 
from o,p'-DDT or TDE, but the dehydrochloro derivatives do interfere 
if present in larger amounts than 5 per cent. The method is sensitive to 
0.1 mg of DDT, and the over-all accuracy was 1 per cent. This method is 
recommended by the authors for use in determining the p,p'-DDT con¬ 
tent of technical DDT. It has the advantage of being simple and rapid in 
operation. 

Ring and Stephenson (2) have published two variations in the produc¬ 
tion of color from nitrated DDT. One method provides for the reduction 
of the nitro groups using hydroxylamine to give an orange color, and the 
other produces a plum color by the addition of 5 per cent of potassium hy¬ 
droxide in acetone-methyl alcohol solution. The effect of the compounds 
usually encountered in DDT other than the p,p'-i8omer was not discussed. 

A new approach to the problem of determining the p,p'-DDT content 
of technical DDT, using solubility methods, has been made by Thorp 
(3). Small increments of technical DDT were added to a given volume of 
solvent, and the mixture was then shaken at 25°C. until equilibrium con¬ 
ditions were established. The total amount of DDT added after each in¬ 
crement was then plotted as an abscissa, the amount in solution at each 
stage of the addition was plotted as an ordinate. As long as all the DDT 
dissolves, a straight line is obtained. As the solution becomes saturated 
with any one component, the slope of the line is changed. A similar change 
in slope occurs as the solution becomes saturated with each component of 

* For report of Suboommittee A and notion of the Assoeiation, aee This Jaumalt $1, 42 (1948). 
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the technical DDT. When the solution is saturated with respect to all 
components, a line parallel to the abscissa is obtained. The resulting series 
of straight lines is projected to the ordinate. From the ratio of the lengths 
of the segments of the ordinate so obtained it is possible to calculate the 
percentage of each component present in the DDT. The method can be 
used to determine TDE as well as o,p'-DDT. This method works best in 
cases where the components are only moderately soluble in the solvent. 

LaClair (4) has extended the methods for determining the p,p'-DDT 
content of insecticidal mixtures based on the difference in the rate of 
dehydrochlorination of p,p'-DDT and o,p'-DDT. Dehydrochlorination 
was carried out at 25®C. in order to avoid the dehydrochlorination of o-p'- 
DDT and the hydrolysis of the trichloromethyl group to the correspond¬ 
ing acid. 

This is in line with the work of Wain and Martin (5). who showed that 
refluxing p,p'-DDT with 1 N alcoholic potassium hydroxide for 30 min¬ 
utes gave 1.04 mole of chloride ion. They were able to isolate small amounts 
of 2,2,bis (p-chlorophenyl) acetic acid from the reaction mixtures. With 
0.1 iV alkali at 23®C. the quantitative amount of chloride ion was ob¬ 
tained when the reaction was allowed to run for 30 to 60 minutes. 

The tentative A.O.A.C. method for the determination of p,p'-DDT (6) 
requires O.IN alcoholic caustic under reflux conditions for 15 minutes. The 
results from a collaborative study of this method (7) gave an over-all 
average of 1.00 mole of chloride ion, but variations on individual runs in¬ 
dicate that some hydrolysis of the trichloromeythyl group may have oc¬ 
curred. It therefore seems advisable to conduct this determination at 
25°C. 

In last year’s report (8) the recommendation was made that the method 
for the determination of total chlorine in DDT be subjected to further 
collaborative study, with pure p,p'-DDT as the test sample. The results 
of this study, given in Table 1, show that the method is satisfactory. 

W. A. Kirklin and W. W. Haden suggested that the method (1) be modi¬ 
fied by use of isopropanol instead of benzene as the diluent. Tlie weighed 
sample is placed in a 250-ml volumetric flask, 10 ml of benzene is added, 
and when solution is effected it is made to volume with 99-per cent iso¬ 
propanol. A 25-ml aliquot is then used for the determination of total 
chlorine. This modification eliminates the time-consuming step of evapo¬ 
rating the benzene from the aliquot before adding the isopropanol. The 
results in Table 1 which are indicated by asterisks C") show this method to 
be as accurate as the original method. The use of benzene in the extrac¬ 
tion of dusts in methods (2) and (3) should be retained to insure complete 
extraction of the DDT. 

The tentative methods for the analysis of insecticidal preparations con¬ 
taining DDT adopted last year (8) did not provide for the analysis of 
aqueous emtdsions. Therefore, methods used in the Bureau of Entomology 
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Table 1. —Collabarative results on p^^DUT and 10 per 
cent DDT aqueous emulsions 



p,l/-DDT 

10 P>K GBNT DDT UnjLSION 


PBS OINT OBLORINB 

PXB CBNT DDT POUND 

1 

50.66 

9.99 


49.78 

10.04 


Av. 50.17 

10.02 

2 

49.71 

9.96* 


49.78 

9.86* 


Av. 49.75 

9.91 

3 

50.16 

9.92 


49.86 

10.03 


Av. 50.01 

9.98 

4 

50.0 

10.18* 


50.1 

10.02* 


50.1 

10.19* 


50.1 

10.20* 


Av. 50.05 

10.15 

5 

49.64 

9.62 


49.47 

9.36 


49.64 

9.94 

9.94 


Av. 49.57 

9.71 

6 

49.95* 

49.85* 

50.2* 

49.9* 

50.3* 

50.0* 

Av. 50.05 


General Average 

49.93 

9.95 


* Isopropanol used as solvent. 


and Plant Quarantine by R. H. Carter and Anita C. Hazen, and in the 
Production and Marketing Administration, U. S. Department of Agricul¬ 
ture, by C. G. Donovan, were combined for collaborative testing this year. 
The combined method originally specified the use of absolute alcohol as 
the solvent for breaking the emulsion. Liater 99-per cent isopropanol was 
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found to have definite advantages in removing water from the sample, as 
the constant-boiling mixture contains 12.3 per cent by weight of water 
instead of the 7.7 per cent when ethyl alcohol is used. Since the use of ab¬ 
solute alcohol would require the addition of another reagent to the pro¬ 
cedure, the use of isopropanol is recommended. No other change was made 
in this method. 

J. B. LaClair suggests that the last traces of solvent be removed in a 
current of air after the flask has been cooled to room temperature. 

The results of collaborative tests on a 10 per cent DDT emulsion are 
shown in Table 1. Isopropanol was used in some of the determinations, 
and no significant difference in the results could be detected. 

The following method is to be added to those methods adopted in last 
year’s report: 

METHODS FOR DETERMINATION OP TOTAL CHLORmR IN EMULSIONS CONTAINING 
DDT. SOLVENT. EMULSIFTINO AGENT. AND WATER 

Weigh a quantity of well-mixed sample containing about 0.75 g of DDT in a 
tared weighing bottle. Wash into a 100-ml volumetric flask and make to volume with 
99-percent iso propanol. Transfer a 10-ml aliquot to a 250-500 ml standard tapered 
Erlenmcyer flask. Place on a steam bath, and expel the isopropanol and water in a 
current of air. Remove last traces of solvent and water from the cooled flask. If 
drops of water still remain, add 10 ml of isopropyanol and repeat the evaporation. 
Proceed as directed in method (6) This Journal^ 30, 65 (1947), line 2, beginning **Add 
25 ml of 99% isopropanol. . . . *^ 

The emtilsion sent out for analysis was made by mixing equal weights 
of water and emulsion concentrate. The concentrate contained 20 parts of 
technical DDT, 21 parts of Deobase (deodorized kerosene), 26 parts of 
xylene, 26 parts of Velsicol AR-50 (alkylated naphthalenes), and 7 parts 
of Triton X-100 (an aralkyl polycther alcohol). All parts were by weight. 

Grateful appreciation is expressed to the following collaborators who 
participated in this study: 

J. R. LaClair, California Bureau of Chemistry 

C. G. Donovan, Production and Marketing Administration, U.S.D.A. 

W. A. Kirklin and W. W, Haden, Herculcii Powder Co. 

R. H. Charter and Anita C. Hazen, Bureau of Entomology and Plant Quarantine, 
U.S.D.A. 

RECOMMENDATIONS* 

It is recommended ; 

(1) That A.O.A.C. method 6.151 for p,p'-DDT be amended as follows: 
Delete ‘Tleflux alcohol for 15 minutes," and substitute “Place in a water 
bath at 25®C. for 30 to 60 minutes." Delete “ . . . cool to room tempera¬ 
ture," and join the remainder of this sentence to the following one. 

(2) That method (1), This Journal^ 30, 64 (1947), be retained as a ten¬ 

tative method for the determination of total chlorine in DDT, with the 
following modifications: Delete “ . . . and make to volume ..." thru 
“Add 25 ml of 99-per cent isopropanol and substituting therefor 

“add 10 ml thiophene-free benzene, dissolve the sample, and then make to 

* For report of Suboommittee A and action of the Aaaooiation, see ThU /oumof, 31,42 (1948). 
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volume with 99-per cent isopropanol. Transfer a 25 ml aliquot to a 250-600 
ml standard tapered Erlenmeyer flask. Add 
That editorial changes be made in methods (2) and (3) to proVdde for 
the evaporation of benzene and in (4) to provide for the addition of iso¬ 
propanol. 

(3) That the method given above for the determination of DDT in 
aqueous emulsions in the absence of other organic chlorine-containing 
compounds be adopted as tentative. 
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No report was given on fluorine compounds, or on nicotine and nomico- 
tine. 


ANNOUNCEMENTS 

REFEREE ASSIGNMENTS, CHANGES, AND APPOINTMENTS 

James F, Guymon, Agricultural Experiment Station, CJollege of Agriculture, 
Davis, Calif., Associate Referee on Methyl Alcohol (Miscellaneous Drugs), and on 
Methanol (Alcoholic Beverages). 

William Horwitz, Food and Drug Administration, Minneapolis, Minn., Associate 
Referee on Phosphatase Test in Dairy Products, in place of George P. Sanders. 

Joseph H. Cohen, Chemical Foods Corp., Woburn, Mass., Associate Referee on 
Gelatine and Gelatine Desserts (Constituents). 

R. P. Smith, National Biscuit Company, 449 W. 14th St., New York, N. Y. 
Associate Referee on Baked Products (Moisture, Ash, Protein, Fat, Crude Fiber, 
and sugar), to succeed N. H. Walker. 

Sidney Kahan, Food and Drug Administration, New York, N. Y., Associate 
Referee on Glycerol, Vanillin, and Coumarin, in Vanilla and Imitation Vanilla. 

Sidney Williams, Food and Drug Administration, Cincinnati, Ohio, Associate 
Referee on Moisture in Self-rising Flour, and in Pancake, Waffle, and Doughnut 
hlixes. 

CORRECTIONS IN FEBRUARY Journal 

In the list of Referees, the address of H. C. Heim, given as San Francisco, 
2, Calif., should be corrected to School of Pharmacy, University of Colorado, 
Boulder, Colo.; that of S. Gottleib should be changed to Food and Drug Adminis¬ 
tration, Washington 25, D. C. 

The name of Fred Hillig should be inserted under Dairy Products (Decomposi¬ 
tion in Foods), in place of K. L. Harris. 

In the method for Indole in Shrimp, Oysters, and Crabmeat, given on page 96, 
in paragraph on Color ReagerU, **0.92 ml Phosphoric acid” should read **92 ml.** 

In par. (6) on page 81, changes in method for soybean flour, next to last line, 
**8ee 31.07,*' etc. the section should be **31.67.” 



CONTRIBUTED PAPERS 

METHOD FOR RAPID DETERMINATION OF TOTAL NITRO¬ 
GEN IN AMMONIUM NITRATE FERTILIZER* 

By Ralph D. Miller (Spencer Chemical Co., 

Jayhawk Works, Pittsburg, Kans.) 

The method presented here to the Association of Official Agricultural 
Chemists is Spencer Chemical Company's Standard Procedure N-6 for 
the determination of total nitrogen in ammonium nitrate fertilizer. This 
method is specific for ammonium salts and should not be confused with 
methods for mixed fertilizers. The method mentioned here has been thor¬ 
oughly tried and tested through the years of war as well as many years 
previous to the war. The need of such a method has been amply demon¬ 
strated by the wide variation of results from different laboratories on the 
same product. The method described herein is not a new method, but 
rather a revision of one which has been widely used for many years. The 
advantage of the method now presented over methods previously availa¬ 
ble in literature is that it is more reliable for ammonium nitrate solutions 
and ammonium nitrate fertilizer. 

There has been a great deal of work in the past year or so by the late 
Dr. W. H. Ross^ of the U. S. Dept, of Agriculture, which was presented 
in a report on ^^Nitrogen,^^ by A. L. Prince,* New Jersey Agricultural Ex¬ 
periment Station, New Brunswick, New Jersey. In this report. Prince 
gave conclusive evidence that there is definite need for a more uniform 
method for determining nitrogen in ammonium nitrate fertilizers. This 
information is further substantiated by reports received at Spencer Chem¬ 
ical Company from several State laboratories on total nitrogen content of 
products shipped from this Company. 

THE ORIGINAL METHOD 

Accurately weigh ca 1 gram sample and transfer to a 250 ml Erlenmeyer 
flask. Dilute to ca 100 ml with distilled water. Add 25 ml of neutral 20% 
formaldehyde and heat to 60°C. Cool to 30® and titrate with 0.1 A' sodium 
hydroxide using 5 drops of phenolphthalein as indicator. Continue titra¬ 
tion until pink remains for 30 seconds. 

HISTORY OF THE METHOD 

This original method is the standard accepted method for shipments 
made by contractors to the Army and Navy as covered by the joint Army- 
Navy Specification 50-11-59F and 51A23, respectively. It was used almost 
exclusively for this purpose during and since World War II. It is also the 

* Presented at The Annual Meeting of the Association of Official Agricultural Chemiste held at Wash¬ 
ington, D. C. October 20-22, 1047. 

> itetirwl. 

> Thu Journal, 30,228 (1047). 
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accepted method for inspection of ammonium nitrate manufactured by 
the Ordnance Department in the fertilizer program at present. These 
specifications and analytical procedures for the government's fertilizer 
program were established by the Tennessee Valley Authority, and are also 
used by the T.V.A. in their own plants. The estimated output of the gov¬ 
ernment operated plants in this program amounts to 72,000 tons per 
month of ammonium nitrate fertilizer. Another significant figure is the 
240,000 tons of ammonium nitrate shipped by the Jayhawk Ordnance 
Works alone during the war years. This material has had duplicate analy¬ 
ses made on each lot by this method, which amounts to about fifty-five 
thousand analyses. The fact remains that this is only a small part of the 
actual number of this type of analysis which has been made to date on 
ammonium nitrate. (When consideration is given to this information, the 
argument in favor of this basic method's thorough reliability is greatly 
strengthened.) 


REVISION OF METHOD 

During the operation of the Jayhawk Ordnance Works for the Govern¬ 
ment, the specifications and methods of analysis for ammonium nitrate 
were set up and run to conform ^"ith U. S. Army Specification PXS-898, 
dated November 24, 1942 (Picatinny Arsenal). This practice was required 
at that time because the Ordnance Department was the sole user of the 
products manufactured at this facility. Since the conversion to private 
operation in June, 1946, this method has been reviewed as a part of a gen¬ 
eral program to obtain the maximum degree of efficiency in control meth¬ 
ods without loss of accuracy. As is noted in the original procedure, the 
U. S. Ordnance specification calls for a weighed sample to be treated with 
formaldehyde (HCHO), heated to 60°C. and cooled to 30®C. before titrat¬ 
ing with a standard sodium hydroxide solution. The equation: 

6 HCH 0 + 4 NH 4 N 03 + 4 Na 0 H->C6Hi2N4+4NaNO3+10H2O 

Observation of this method indicated that approximately 33 per cent of 
the total determination time was consumed in the sample heating and 
cooling step. Therefore, the following series of tests were made at the la¬ 
boratories of Spencer Chemical Company on ammonium nitrate over a 
period of two months and covering seventy-six separate determinations. 
The comparative samples of nitrate w^ere treated by the original method, 
except that one pair of samples was heated and cooled, after the addition 
of formaldehyde and before titration, while the other pair of samples was 
not heated and was titrated at room temperature. 

COMPARISON OF HEATED AND UNHEATED SAMPLES 

The results of these analyses are completed in Table 1 of this report. 
Of the seventy-six determinations made during this work, the average 
variation was ±0.1 per cent. Thirty-three (33) analyses were lower by the 
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Table 1 .— Vartatton of **unheaied'* results from ^'heated'* 


MO. 

%NH«NOi 

UNBXATBD 

%NH«NO» 

BBATSD 

▼ABXATIOM 

IN% 

MO. 

%NH«NO> 

mCHKATlD 

%NH4N0, 

HMATBS 

TABIATIOM 

IM% 

1 

83.7 

83.8 

- 0.1 

39 

82.9 

83.0 

- 0.1 

2 

83.7 

83.6 

0.1 

40 

83.2 

83.2 

0.0 

3 

83.7 

83.8 

- 0.1 

41 

83.9 

83.8 

0.1 

4 

83.6 

83.7 

- 0.1 

42 

83.6 

83.6 

0.0 

5 

83.5 

83.6 

- 0.1 

43 

83.6 

83.5 

0.1 

6 

83.4 

83.7 

-0.3 

44 

83.4 

83.4 

0,0 

7 

83.9 

83.7 

0.2 

45 

83.5 

83.7 

- 0.2 

8 

83.6 

8:3.7 

- 0.1 

46 

83.5 

83.7 

- 0.2 

9 

83.8 

83.7 

0,1 

47 

82.9 

83.1 

- 0.2 

10 

83.5 

83.6 

- 0,1 

48 

82.8 

82.9 

- 0.1 

11 

83.3 

83.3 

0.0 

49 

83.6 

83.3 

0.3 

12 

83.4 

83.5 

- 0.1 

50 

83.4 

83.5 

- 0.1 

13 

83.0 

83.3 

-0.3 

51 

83.7 

83.8 

- 0.1 

14 

83.5 

8:3.5 

0.0 

52 

83.6 

83.4 

0.2 

15 

83.3 

83.1 

0.2 

53 

83.4 

83.4 

0.0 

16 

83.2 

83.2 

0.0 

54 

83.5 

83.5 

0.0 

17 

83.4 

83.3 

0.1 

55 

83.8 

83.8 

0.0 

18 

83.8 

83.8 

0.0 

56 

84.0 

83.9 

0.1 

19 

83.8 

8:3.8 

0.0 

57 

83.8 

83.7 

0.1 

20 

83.7 

83.7 

0.0 

58 

83.6 

83.5 

0.1 

21 

83.9 

83.9 

0.0 

59 

83.7 

83.4 

0.3 

22 

83.5 

83.6 

- 0,1 

60 

84.0 

84.1 

- 0.1 

23 

83.6 

83.6 

0.0 

61 

83.9 

83.9 

0.0 

24 

83.5 

83.5 

0.0 

62 

85.0 

85.0 

0.0 

25 

8:1.8 

83.8 

0.0 

63 

85.1 

84.9 

0.2 

26 

83.8 

83.9 

- 0.1 

64 

84.2 

84.2 

0.0 

27 

83.8 

83.7 

0.1 

65 

83.9 

84.0 

- 0.1 

28 

8;i,6 

83.8 

- 0.2 

66 

84.2 

84.3 

- 0.1 

29 

83.7 

83.7 

0.0 

67 

84.0 

84.2 

-0.2 

30 

83.6 

83.7 

- 0.1 

1 68 

83.7 

83.6 

0.1 

31 

83.7 

83.6 

0.1 

69 

83.9 

83.8 

0.1 

32 

83.5 

83,6 

- 0.1 

70 

83.3 

83.4 

-O.l 

33 

83.5 

83.6 

- 0.1 

71 

82.7 

82.7 

0.0 

34 

83.6 

84.0 

-0.4 

72 

82.4 

82.7 

-0.3 

35 

83.3 

83.7 

-0.4 

73 

82.6 

82.2 

0.4 

36 

83.4 

83.7 

-0.3 

74 

83.4 

83.4 

0.0 

37 

83.6 

83.6 

0.0 

75 

83.2 

83.4 

- 0.2 

38 

83.4 

83.4 

0.0 

76 

83.7 

83.9 

- 0.2 


No, of 

Variation 

% of Total 

Cumulative % 

A nalyses 

per cent 

of Total 

24 

0.0 (Equal) 

31.58 

31.58 

32 

±0.1 

42.11 

73.69 

11 

±0.2 

14.47 

88.16 

6 

±0.3 

7.89 


3 

±0.4 

3.95 



76 


100.00 
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unheated method, nineteen (19) were higher, and twenty-four (24) were 
equal. Of the seventy-six (76) analyses, thirty-two (32) determinations 
were ±0.1 per cent; eleven (11) determinations were ±0.2 per cent; six 
(6) were ±0.3 per cent; three 0) were ±0.4 per cent. Table 1 gives the 
number of analyses in each variation range and the per cent of the total 
that each represents. 

Table 1 shows that 88 per cent of the determinations agree within 0.2 
per cent or better, and 74 per cent with 0.1 per cent or better. From the 
previous experience on nitrate determinations here, it has been found that 
0.2 per cent is a reasonable deviation for check samples on the same ma¬ 
terial. It would appear that the agreement between the two methods is 
very satisfactory for nitrate determinations since it may be expected to 
find as much as 1 per cent, or even greater, between two Kjeldahl analyses 
(using Devarda alloy) on the same material. The method under test was, 
of course, different from that recommended by the Army. However, in 
regard to the heating and cooling of these samples nothing could be found 
in literature giving the formaldehyde reaction with ammonium nitrate 
where heating and cooling of the sample was specified. On the other hand, 
the text, “Formaldehyde,” by Walker (Reinhold Publishing Company, 
1944, page 121), states: “Addition of formaldehyde to ammonium salt 
solution at room temperature results in the liberation of an acid. When 
this acid is neutralized or removed, hexamethylenetetramine is obtained. 
When excess alkali is added to solutions containing ammonium salts, and 
strong acids plus an excess of formaldehyde, the acid which was originally 
combined with ammonia may be accurately determined by measuring the 
amount of alkali consumed. A volumetric method for the determination of 
NH 4 NOj is based on the reaction given, 

6 HCHOH-4NH«NO,+4 NaOH-►C.H«N4-}-4NaNO,-|-10 H,0. 

Also in the Journal of Chemical Education (November, 1946, Vol. 23, No. 

II, page 552), the formaldehyde reaction with NH» requires no heating 
and cooling, and from Allen’s Commercial Organic Analysis (5th Ed., Vol. 

III, page 612), the formal titration does not call for the heating and cool¬ 
ing of the sample, but a titration at room temperature. From these data 
and from the literature cited, there is believed to be adequate e\'idence 
that the analysis of ammonium nitrate can be determined accurately by 
eliminatii^ the heating and cooling of the sample after the addition of 
formaldehyde. This change has saved a great deal of time in Spencer labo¬ 
ratories, and with the addition of another slight change, good reproducible 
results have been obtained. 

MODIFICATION OF END POINT 

Instead of titration to the first pink color remaining for 30 seconds, the 
procedure has been changed to continue titration until one drop of .25 
normal NaOH produces no perceptible color change at the point of con- 
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tact. This end point has been found to give better and more consistent re¬ 
sults and has been used on all analyses cited in this proposal. It was also 
used during operation for the Government; therefore, this group has had 
a great deal of experience with its usage. To use this end point, it is neces¬ 
sary to standardize the sodiiun hydroxide against C.P. ammonium ni¬ 
trate with the same end point. It is believed that the pH obtained with 
this end point corresponds to absolute completion of the reaction. 

COMPARISON OF STANDARD PROCEDURE N-6 VS. 

KJELDAHL METHOD 

To further test Standard Procedure N-6, the laboratories of Spencer 
Chemical Company have done a great deal of experimental work in check- 


Table 2. —Comparison of results by Standard Procedure and the 
Kjeldahl method (using Devarda alloy) for determination 
of total nitrogen in ammonium nitrate fertilizer 


•AMPLI NO. 

STD. PBO. H*6 

DBVABDA WITH TRAP 

1 KJELDAHL 


perctnt 

ptrctnt 

1 

33.7 

33.6 

2 

33.7 

33.7 

3 

33.6 

33.8 

4 

33.3 

33.3 

5 

33.9 

34.0 

6 

33.4 

33.3 

7 

33.5 

33.7 

8 

33.4 

33.3 

9 

33.5 

33.3 

10 

33.7 

33.8 

11 

33.3 

33.1 

12 

33.1 

33.0 

13 

33.2 

33.4 

14 

33.1 

33.2 

15 

33.2 

33.3 


ing this procedure by the various other known analytical procedures. 
Since the Association of Official Agricultural Chemists at present only 
recognizes the Kjeldahl method (with various modifications), this was the 
first to be used in comparing results. It was decided to check various sam¬ 
ples from Spencer Chemical Company’s graining plants. These samples 
were taken from shipments and retained in sealed quart fruit jars. The 
results found in Table 2 are somewhat closer between the two different 
methods than can be normally expected between two different Kjeldahl 
tests run on the same sample. This fact was adequately demonstrated in 
the report by A. L. Prince.* Table 1 of his report gave some 31 determina- 


* Loe, eit. 
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tions on Sample #1 ammonium nitrate with results ranging from 33.92 per 
cent to 35.18 per cent as found by the collaborators using various modifi¬ 
cations of the Kjeldahl method. 

COMPARISON OF STANDARD PROCEDURE N-6 VS. 

FOG POINT METHOD 

The next set of comparisons was made using the Fog Point determina¬ 
tion which is a standard control method on pure ammonium nitrate solu¬ 
tions made at the Jayhawk Works of Spencer Chemical Company. This 
determination is based on the freezing point of the concentrated NH 4 NO* 
solutions manufactured at this facility. A brief description of this proce¬ 
dure is as follows: 

The equipment used consists of a variable speed motor with a glass stir¬ 
rer; this attached to a solid base to prevent excessive vibration. To the 
same base a centigrade or fahrenheit thermometer is suspended vertically 
and fastened rigidly just far enough from the stirrer to prevent breaking. 
A 150 ml beaker for holding the hot solution is used, and just behind it is 
placed a light to enable close observance of the transparency of the solu¬ 
tion. The hot ammonium nitrate solution is poured into the 150 ml beaker, 
being careful that no nitrate is crystallized on the sides of the beaker. The 
amount of solution is about 90 ml. The stirrer is started and the speed 
controlled to prevent splashing of the solution from the beaker. As the 
temperature drops and the freezing point is approached, a scum will form 
on the surface of the warm liquid, which serves to speed the freezing 
and prevent supersaturation. The “Fog Point” is the point where the 
clear solution changes to opaque. A temperature reading is taken at this 
point. 

This method was established as a quick control method for operations 
and has been found to be very accurate and satisfactory for calculations 
on blending of various solutions and mixes made in the nitrate division. 
This method was established only after much work had been done in the 
establishment of its reliability. The complete report on this work is given 
in a technical report of Spencer Chemical Company No. 904AN-4, by 
Paul E. Wachter. In order to check the fog point method, a graph was 
prepared, using information taken from Seidell “Solubilities of Inor¬ 
ganic and Organic Compounds in Water,” (page 1043, Vol. II, 2nd Ed.), 
along with authoritative information published by N. I. Rauich, U.S.S.R. 
1933. Our established Fog Point results compare very well with this 
information, as shown on Graph #1. This Fog Point method has proven 
superior in every respect for control purposes to the specific gravity deter¬ 
minations used previously. With this confidence in our method, it was 
felt that the formaldehyde (Standard Procedure N-6) method should be 
compared with it as a test for reliability. Table 3 shows a comparison 
of the fog point against the formaldehyde (Standard Procedure N-6) 
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method on prepared samples, using C.P. ammonium nitrate in distilled 
water. The samples No. 1, No. 2, and No. 3, were analyzed by the formal¬ 
dehyde (Standard Procedure N-6) method in three different laboratories 
by three different analysts. The results are given in percentage ammonium 
nitrate. It should be noted, on Table 3, the good comparison between the 
two different methods and the excellent reproducibility of results by the 
Standard Procedure N-6. 


CONCLUSIONS 


The Standard Procedure N-6 of the Technical Department of Spencer 
Chemical Company has been thoroughly tested on ammonium nitrate 
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detenninations; it is satisfactory for reproducible results and has the dis- 
tinct advantage of saving time in the laboratory. It is specific for ammo- 
niiun salts, and its time requirement is hardly longer than that of deter- 


Tabud 3.— Corrdation of Fog Point analysis along vnth three separate analyses by 
different analysts tn different laboratories using the formaldehyde method 
(Results are in percentage ammonium nitrate (NH 4 NQi)* 


BAMPUirO. 

rOG POINT 

NO. 1 

NO. 2 

IIO.I 

1 

— 

76.64 

76.58 

76.60 

2 

77.77 

77.93 

77.89 

78.12 

3 

77.81 

77.67 

77.88 

78.10 

4 

79.00 

78.98 

— 

78.86 

5 

79.39 

79.55 

79.46 

79.14 

6 

79.62 

79.33 

79.56 

79.39 

7 

79.96 

79.72 

79.74 

79.72 

8 

80.14 

79.92 

79.83 

79.92 

9 

80.66 

80.66 

80.76 

80.85 

10 

81.18 

80.91 

80.93 

80.77 

11 

81.71 

81.59 

81.65 

81.94 

12 

81.88 

81.91 

81.74 

82.04 

13 

81.88 

81.48 

81.78 

81.88 

14 

82.23 

82.27 

82.09 

82.03 

15 

82.72 

82.73 

82.96 

82.95 

16 

82.84 

83.03 

83.01 

83.00 

17 

83.19 

83.12 

83.33 

83.27 

18 

83.49 

83.33 

83.35 

83.63 

19 

83.63 

— 

83.78 

83.43 

20 

83.81 

84.09 

83.79 

83.66 

21 

83.90 

83.80 

83.91 

84.10 

22 

84.33 

84.46 

84.34 

84.44 

23 

84.60 

84.47 

84.42 

84.38 

24 

84.74 

84.60 

84.39 

84.49 


* It ia to b« noted the food oomjMtriaon between two different methoda and the excellent re|>roduoibility 
over reeulta by the formaldehyde method. 


mining the strength of nitric'dcid. The possible argument that mixed 
acids might have been us^ during neutralization is eliminated in Stand¬ 
ard Procedure N-6 by the colorimetric tests for chlorides and sulfates; 
these being the salts of the only acids believed capable of entering this 
type of manufacture. 

Standard Procedure N-6 is herewith submitted for consideration by the 
Association of Official Agricultural Chemists as a standard method for 
determination of total nitrogen in fertilizer grade ammonium nitrate, 
and of pure ammonium nitrate (solid or in aqueous solutions). 

TOTAL HTTBOOBH IB AHMOHIini RITSATB FBRTILIZBKS 

(Taken from Spencer Chemical Company’s Standard Procedure N-6) 
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BEAOENTS 

Chemicals Required for Analysis: 

tO% Formaldehyde Soln. —Prepared from C.P. or Reagent Grade Formaldehyde. 
O.tS Normal Sodium Hydroxide Soln. —Standardized against C.P. NH 4 NOt. 
Phenolphlhalein Indicator. 

Distilled Water. 

C.P. Ammonium Nitrate. 


DETERMINATION 

Total Nitrogen; 

Place approximately 1.6 gm of sample into a previously weighed 50 ml beaker. 
The weight of nitrate may be obtained by reweighing the beaker on an analytical 
balance. The sample thus weighed is dissolved in distilled water and transferred to a 
250 ml Erlenmeyer flask. Add 30 ml of 20 per cent formaldehyde (neutral to 
phenolphthalein) then titrate with 0.25 N sodium hydroxide, using phcnolphthalein 
indicator, until the addition of one drop of NaOH produces no perceptible color 
change at the point of contact. 


CALCULATION 

Ml NaOHXNormality of NaOHX2.802 


Wt. of Sample 


% Nitrogen 


COMPOSITION AND FERTILIZER VALUE OF PHOS¬ 
PHATE ROCK-MAGNESIUM SILICATE GLASSES* 

By W. L. Hill, F. N. Ward, W. H. Armigsr, and K. D. Jacob (Division 
of Fertilizer and Agricultural Lime, Bureau of Plant Industry, 
Soils, and Agricultural Engineering, Agricultural Re¬ 
search Administration, U. S. Department of 
Agriculture, Beltsville, Maryland) 

The production of soluble phosphates by heating mixtures of phosphate 
rock and siliceous materials, such as blast-furnace slag, calcium and mag¬ 
nesium silicates, magnesium salts and silica, and the like, has been pro¬ 
posed in patents several times during the present century (7, 9, 10, 12, 
13). Until recently this type of process attracted little serious attention. 
Since the publication in 1943 of an article by Walthall and Bridger (11) 
describing experiments with the production of available phosphate in 
the form of a glass by fusing phosphate rock nith olivine, a growing inter¬ 
est has been aroused in this type of product (2-4,6, 8). Such a material 

^ Presented at the Annual Meeting of the Assooiation of Official Agricultural Chemists held at Wash* 
ington, D. C., October 20-22,1047. 
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has recently been put on the market in California under the name Thermo- 
Pho8, which is being used both for direct application and in mixed fer¬ 
tilizer (3). The fertilizer possibilities of soluble glasses have recently been 
emphasized by Badger and Bray (5). This laboratory has investigated 
samples of experimental and commercial materials produced at various 
places by fusing phosphate rock with olivine or serpentine with a view 
towards establishing the physical and chemical composition of these prod¬ 
ucts and determining their nutrient values by means of greenhouse tests. 
The results of the study are summarized in this report. 

MATERIALS 

Phosphate rock-magnesium silicate glass (Thermo-Phos) now available 
in commercial quantities is produced by the Permanente Metals Corpora- 


Table 1 .—Chemical analytes of phosphate-silicate glasses 



TTPB OP MATBRIAL 








8AMPLX 

NO. 

PBOBPHATK 

BOCK pnOBD 

WrTH— 

PRODUCTION 

PiO. 

CaO 

MgO 

AliOi 

FeO*» 

SiO,® 

F 

•2497-a 

Serpentine 

Large-flcale 

% 

20.04 

% 

32.4** 

% 

17.1** 

% 

1.8** 

% 

3.6** 

% 

23.2** 

% 

1.70 

•2463 

Serpentine 

Experimental 

19 76 

31.60 

18.53 

1.95 

2.52 

22.78 

1.65 

•2488 

Olivine 

Experimental 

22.74 

33.76 

11.51 

2.64 

3.82 

22.59 

2.22 

•2483 

Olivine 

Experimental 

22.18 

31.65 

11.98 

3.73 

3.81 

21 66 

2.08 

2481 

Olivine 

Experimental 

23.61 

34.43 

11.96 

0.59 

2.59 

22.97 

2.21 

2489 

Olivine 

Experimental 

19.94 

28.33 

18.02 

2.95 

2.38 

23.80 

1.89 

2527 

Olivine 

Experimental 

22.92 

35.55 

17.82 

1.40 

1.96 

19.24 

1.82 

— 

• 

Laboratory 

13.8 

47.0 

— 

— 

— 

39.2 

— 


^ Material used in greenhouse experiments. 

^ Total Fe. 

^ Without regard for the effect of the presence of fluorine. 

” Pztxluoer’s analysis. 

® A fusion of pure calcium pyrophosphate, calcium carbonate, and cristobalite. 


tion, Permanente, California, by fusing a proportioned mixture of Idaho 
phosphate rock and serpentine at temperatures approaching 1500°C. in 
electric-arc furnaces formerly used for ferrosilicon production (3) and 
quenching the melt in a violent spray of water. The dried granular prod¬ 
uct is ground to finenesses thought to be appropriate for the market—a 
—6-mesh material for direct application and a — lOO-mesh material for use 
in mixed fertilizers. Samples 2497-a (Table 1) and 2497-b, received in De¬ 
cember 1946, are materials of these finenesses, respectively. Apart from 
fineness the two samples were identical. Sample 2463, received in July 
1946 from the same concern, is presumed to be an experimental product. 
Samples 2497-c and 2533 are regrinds of commercial —6-mesh materials. 

The other numbered samples are experimental products. No. 2481 and 
2483 were produced in the State of Washington with the use of Montana 
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phosphate rock and olivine. No. 2489 was prepared some years ago by 
Walthall and Bridger (11) of the Tennessee Valley Authority. No. 2527 
was prepared in Sweden.^ The laboratory preparation is a homogeneous 
glass that was prepared several years ago in coimection with a phase-rule 
study. The basic slag (No. 2507) is an imported material that contains 
16.9 per cent of total PjO*. The alpha phosphate (No. 2496) is the Fused 
Tricalcium Phosphate produced by the Tennessee Valley Authority and 
contains 27.68 per cent of total Pi06, of which 80.9 per cent was soluble 
in neutral ammonium citrate and 83.2 per cent in 2 per cent citric acid. 

METHODS OF ANALYSIS 

Chemical analynis .—The samples (-80- or — 100-mesh) were analyzed 
with the use of standard procedures and appropriate precautions to insure 
complete solution of the constituent sought. Calcium, magnesium, alumi¬ 
num, iron and silica were determined in solutions obtained by digesting 
the sample with hydrofluoric and sulfuric acids and evaporating the di¬ 
gestion until copious fumes of sulfuric acid appeared. Fluorine was deter¬ 
mined by distilling the sample with perchloric acid at 125°C. at a rate of 
100 ml of distillate per hour and titrating the distillate with thorium ni¬ 
trate. Since the phosphate glasses do not give up fluorine readily and also 
vary considerably in this respect, the distillation was prolonged (up to 3 
hours) until the titers of successive 50-ml distillates showed that the 
evolution of fluorine had ceased. Total phosphorus was determined in the 
solution obtained by treating the sample with aqua regia, evaporating the 
mixture to dryness to dehydrate the bulky gelatinous silica and dissolving 
the soluble salts in nitric acid. In order to minimize troublesome caking of 
the material, the sample was wetted with sufficient water to cover it be¬ 
fore the acid was added. 

Analyses for citrate-insoluble and citric acid-soluble phosphorus were 
made in accordance with the official methods for fertilizers (1). Because of 
the tendency of the material to cake upon the addition of reagents, it was 
found necessary to shake the flask vigorously immediately after the addi¬ 
tion of the sample to the solvent. The citrate-insoluble residue was ig¬ 
nited with magnesium nitrate to destroy the large amount of filter paper 
and then treated with hydrochloric acid to dehydrate the silica. 

Screen analysis .—A sample of 50 grams was used, and the sieves were 
shaken for 20 minutes on a Ro-Tap machine. The error from dust losses, 
which ranged from 0 to 1.5 per cent, was usually less than 0.5 per cent and 
was applied to the finest fraction. 

CHEMICAL AND PHYSICAL CHARACTERISTICS OF GLASSES 

Chemical composition .—Chemical analyses of eight materials are given 
in Table 1. Aside from the laboratory preparation of calcium-phosphate- 

1 The sample was furnished by P. Gunnar Brundell, Vargon, Sweden. 
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silicste glass, the phosphorus content of the materials ranges from about 
19.7 to 23.6 per cent of PtOi, and the silica varies more or less independ¬ 
ently of the phosphorus from about 19.2 to 23.8 per cent. The greatest 
variation occurs in the magnesium content (11.5 to 18.5% MgO). The 
observation that the small amounts of sulfur in the glasses are present as 
sulfide, indicating reducing conditions during fusion, is the basis for re- 
portii^ the iron as ferrous oxide. Since the larger part of the fluorine of 
the phosphate rock remains in the finished product, these furnace mate¬ 
rials cannot be viewed as defluorinated phosphates. The presence of fluo¬ 
rine makes fluorapatite a probable crystalline constituent of the product 
obtained when the furnace charge is allowed to crystallize during slow 

Table 2. — **Solubility'* of phosphate^ailicaie glasses in neutral 
ammonium citrate and citric acid solutions 



TTPB OF MATBBIAL 


TOTAL 

PlO. 

FBACmON or PBOSPHORUe 

BXTRACTBO 

■AMFXiB 

KO. 

PHOtPBATB 

BOCK FU8XD 

WITH— 

FBODUCnON 

FXKBMBM 

BT 

CITRATB 

BT 

CITBIC 

ACin 

DTPFBB- 

BNCB 

•2497-a 

Serpentine 

Large*Boale 

me»h 

- 

per cent 
20.04 

per cent 
62.8 

per cent 
99.0 


•2497-b 

Serpentine 

Lftrge-eoale 

-100*> 

20.17 

83.8 

98.3 


2497>c 

Serpentine 

Large-scale 

- 80 

20.04 

66.3 

98.0 


•2463 

Serpentine 

Experimental 

- 80 

19.76 

72.0 

99.6 


2633-c 

Serpentine 

Large-scale 

- 26 

19.60 

76.7 

98.9 


•2488 

Olivine 

Experimental 

- 80 

22.74 

84.1 

87.0 


•2483 

Olivine 

Experimental 

- 80 

22.18 

78.2 

93.0 


2483 

Olivine 

Experimental 

- 10 

22.18 

32.7 

66.3 

32.6 

2481 

Olivine 

Experimental 

- 80 

23.61 

67.6 


11.6 

2489 

Olivine 

Experimental 

- 80 

19.94 

84.2 


11.4 

2627 

Olivine 

Experimental 

-100 

22.92 

95.6 


2.6 

— 

d 

Laboratory 

- 80 

13.83 


ESI 

28.0 


Material need in greenhouse experiments. 

" As ground by the producer for the market. 

* Marketed —d>mesh material refund W the California Bureau of Chemistry for chemicalHx>ntrol 
analysis. The sample was kindly supplied by F. D. Fowler, Permanents Metals Corporation, Permanente, 
Calimmia. 

" A fusion of pure oaloium pyrophosphate, calcium carbonate and cristobalite. 


cooling. Apatite has been identified in the crystallized glass and in poorly 
quenched products. 

Phosphorus solubility .—The “solubilities” of several phosphate-silicate 
glasses in neutral ammonium citrate and 2 'per cent citric acid solutions 
are given in Table 2. Considering first the materials with a fineness of 80 
mesh or finer, the citric acid solubilities are with two exceptions (No. 2481 
and 2488) well into the nineties, whereas the citrate solubilities range 
from about 65 to 96. A noteworthy observation (Table 2) has to do with 
the effect of fineness on the solubility of phosphate rock-magnesium sili¬ 
cate glass. The greater sensitivity of citrate solubility to fineness is further 
illustrated by the series of results obtained on glass No. 2497-c given in 
Figure 1, where results obtained on fused alpha phosphate and on im- 
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Fio. 1.—Effect of fineness on “solubility” of glass, 
fused alpha phosphate and basic slag. 

ported basic slag are also shown for purposes of comparison. The “solu¬ 
bility” curves for the basic slag lie surprisingly close together. The curves 
for l^th the slag and the alpha phosphate fall between the widely sepa¬ 
rated curves for the phosphate rock-olivine glass. The effect of fineness on 
the “solubility” of the basic slag is negligible beyond —100 mesh, whereas 
the citrate solubility of the glass is apparently still increasing markedly at 
—300 mesh. The decrease in the citric acid solubility of the glass with in¬ 
crease in fineness is attributed to the tendency, already mentioned, of 
this material to cake under the action of acid. 
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Screen analyses of the fineness series of phosphate rock-olivine glass 
included in Figure 1, and of three other similar glasses, are shown in Table 
3. Special significance attaches to the two commercially-ground materials 
with nominal finenesses of — 6- and — 100-mesh. In these materials the par¬ 
ticle-size distribution is such that approximately 80 per cent of the one is 
.coarser than 60 mesh whereas 80 per cent of the other is finer than 300 
mesh—a condition that vitiates a comparison of the solubilities of these 
samples with those of laboratory grinds of similar material. For example, 
the commercial — 100-mesh material showed a citrate solubility of 83.8 

Table 3 .—Screen analytes of phosphate roek^magnesium silicate 
glasses, alpha phosphate, and haste slag 


BAMPUI 

NO. 

MiBHsnai 

OF 

BAHPU 


PIBCXNTAOI or BAMPIA PABBINO BCItUN^ 0 



35mb8H 

60IIISB 

SOlOBB 

lOOlIBBB 

160 MIBB 

200iaBB 

SOOUBBB 

•2497-a 

~ 6« 

53.6 

17.8 1 

7.8 

4.0 

1.6 

0.4 

0.2 

•2497-b 

-lOQo 

99.8 

99.6 

99.4 

99.2 

97.4 

90.4 

80.4 

2533<» 

- 25 

98.3 

66.2« 

— 

49.6 

38.1 

28.3 

11.0' 

•2497-c 

- 35 

100.0 

44.4 

27.0 

19.0 

13.0 

7.8 

5.8 

ft 

- 60 

— 

100.0 

76.2 

60.2 

46.2 

33.2 

26.4 


- 80 

— 

— 

100.0 

85.2 

68.6 

53.4 

44.6 


-100 

— 

— 

— 

100.0 

91.4 

70.2 

51.6 

ft 

-150 

— 

— 

— 

— 

100.0 

80.0 

60.0 


-200 

— 

— 

— 

— 

— 

100.0 

83.0 

•2496 

-100 

— 

— 

— 

100.0 

80.4 

50.4 

35.8 

2507 

-100 

— 

— 

— 

100.0 

93.0 

80.8 

57.4 


* Material used in greenhouse experiments. 

” Screen openings in sieve series were 420, 250, 177, 149, 104, 74 and 46 microns, respectively. 

" As ground by the producer for the market. 

** Marketed —6-mesh material reground by the California Bureau of Chemistry for analysis. Sample 
and screen analysis were kindly supplied by F. D. Fowler, Permanente Metals Corporation, Permanente, 
California. 

* A 65-meBh sieve was used. 

' A 325*meBh sieve was used. 


per cent (Table 2) in comparison with 67.5 per cent for a — 100-mesh sam¬ 
ple (Fig. 1) prepared by the authors by grinding the —6-mesh miateral of 
practically identical chemical composition. 

Optical and thermal properties .—The phosphate rock-magnesium silicate 
fusion products included in this study are essentially all-glass materials. 
The small amounts of crystalline material often present are mainly quartz, 
unreacted magnesium silicate and perhaps apatite. To the naked eye the 
glasses range in color from light green (No. 2527) through brownish grey 
to black. Observations made on some of the samples under the petro¬ 
graphic microscope* are given in Table 4. 

All of the iron-bearing materials assume a dirty brown color when they 
are heated in air for some time below the temperature of complete fusion. 


* Examinations were made by J. Q. Cady, of this Bureau. 
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They vary considerably in ease of crystallization in the temperature range 
of 1000 to ISOO^C. For example, No. 2463 annealed at 1200° for 4 hours 
contained abundant crystals, whereas No. 2483 had not begun to crystal¬ 
lize with 48 hours of heating at this temperature. Determined fusion tem¬ 
peratures lie between 1300 and 1400°C.—1320°, 1335°, 1370° and 1400° 
(all ± 5°) for Nos. 2463, 2497, 2527, and the laboratory preparation, re¬ 
spectively. A few' scattered observations indicate that apatite is not 
always the compound that first crystallizes from the melt, but it is appar¬ 
ently always present in materials that crystallize at temperatures some- 


Table 4. —Optical properties of phosphate rock-magnesium silicate glasses^ 
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glass towards superphosphate was determined by analysing glassHSuper- 
phosphate mixtures containing 20, 40, 60 and 80 per cent of superphos¬ 
phate (20.8% PsOt, 1.46% F) at the end of storage periods of 14,28,56, 
and 84 days at 30® and 79.2 per cent relative humidity. All mixtures 
showed a continuous decrease in water-soluble phosphorus. Nevertheless, 
no progressive change in citrate-insoluble phosphorus was observed. The 
insoluble phosphorus at the end of the 14-day period was less than the 
value calculated from the phosphorus solubility of the initial ingredients 
by about 1 per cent of P20j, and thereafter showed little change. The 
mixtures were dry and dusty at the end of the storage period, which indi¬ 
cates lack of moisture, rather than a property of the glass, as the factor 
that limited reversion of the soluble phosphorus. Mixtures at high mois¬ 
ture contents will, therefore, need to be studied in order to arrive at a def¬ 
inite conclusion as to the compatibility of the glass with superphosphate. 

GREENHOUSE PROCEDURE 

Millet was grown on three soils (—14-mesh) in two-gallon glazed earthen¬ 
ware pots, namely: an Evesboro loamy sand (pH 4.8) from Beltsville 
Maryland, kno^vn to be responsive to applied phosphorus, the optimum 
moisture content of which was found to be 16 per cent of the oven-dry 
weight of soil; a Nunn,* alluvial clay loam soil (pH 8.0) from the Experi¬ 
mental Field at Huntley, Montana, which proved to be moderately re¬ 
sponsive to applied phosphorus; and Superstition sand (pH 8.5), a cal¬ 
careous soil from Yuma, Arizona, that is known to be highly responsive to 
applied water-soluble phosphates. 

Each pot of Evesboro soil received an application of calcium hydroxide 
equivalent to 2240 pounds of calcium carbonate per acre, which previous 
tests had indicated as the lime requirement for an initial pH of 6.5. The 
lime was mixed with all the soil about 3 weeks prior to planting, and during 
the interim the soil was watered to the optimum moisture content and 
allowed to air-dry once. 

Minor elements were applied in the form of a solution to the Evesboro 
and Superstition sand soils. The elements applied and their amounts in 
parts per million parts of soil were: B 1, Cu 0.5, Zn 0.1, Mn 0.1, Fe 0.5, and 
Mg 10. 

All pots were given a basal treatment of nitrogen and potash—nitrogen 
at the rate of 75 pounds per acre with equal quantities as ammonium sul¬ 
fate (21.20% N) and sodium nitrate (16.48% N), and potash in the form 
of potassium sulfate (54.06% K*0) at the rate of 150 pounds of E[jO per 
acre. The phosphorus carriers were applied in the top 3-inch layer of soil 
by removing the requisite weight of soil from the pot, breaking up the 
lumps, and then mixing in the fertilizer. 

Tlie greenhouse tests, comprising four of the glasses (one at six fine- 

* Tentative olaaeifioation pending broader study of area in which it oocors. 
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nesBes), a fused alpha phosphate and double superphosphate at two and 
three rates of application, were conducted in three experiments (I, II, 
III), each of which was designed in a manner that would permit statistical 
treatment of the yield data. 

Experiment I. Twelve phosphate materials were used in this experiment, 
but only six are pertinent to this discussion. Siberian millet was grown on 
Evesboro soil. Four of the glasses (one at two finenesses) and double 
superphosphate were the phosphorus carriers; the rates of application 
were 50 and 100 pounds of total PjOs per acre; and the design was a ran¬ 
domized block with four replicates. The basal treatment (mixed with all 
the soil) was applied 22 days prior to seeding, the phosphorus carriers two 
days before, and the minor elements one day before planting. 

The seed (95% germination) was planted March 7, 1947, at the rate of 
32 equally-spaced seeds per pot and thinned to 12 plants per pot on March 
26. The over-all stand was 90 per cent on the sixth day after planting. The 
plants, in full head, were harvested on April 11 after a growth period of 
31 days. 

Experiment II, Golden millet was grown on Evesboro, Nunn, and Super¬ 
stition sand soils. One glass (two finenesses), a fused alpha phosphate and 
double superphosphate were the phosphorus carriers, and the rates of 
application were 50,100, and 200 pounds of total PjOsper acre. The design 
(3 replicates) consisted of three randomized split-plot blocks of 39 pots 
each with all three soils in each block. 

The basal treatment and minor elements, both in the form of solutions, 
were applied to the Evesboro soil and Superstition sand 7 days prior to 
planting, whereas the basal treatment (solution) without minor elements 
was applied to the Nunn soil 13 days after seeding. The phosphorus ap¬ 
plications were made 8 days prior to seeding. 

The millet was planted May 27, 1947, at the rate of 33 equally-spaced 
seeds per pot and thinned to 10 plants per pot on June 13. Plants were up 
in all pots in the late afternoon of the second day. The plants, in the boot 
stage, were harvested on July 8 after a growth period of 42 days. 

As early as June 12 the plants growing on Superstition sand showed 
marked signs of nutrient deficiency—light stripes extending the full 
length of the leaves were readily apparent. The stripes persisted through¬ 
out the growth period and at harvest time were very marked in the plants 
growing in pots treated with the glass and double superphosphate. On the 
other hand, pots treated with fused alpha phosphate showed the striping 
only to a slight extent. 

Experiment III. Golden Millet was grown on Superstition sand treated 
in the manner described for this soil in Experiment II. The dates of plant¬ 
ing, thinning, and harvesting were also the same as in the preceding ex¬ 
periment. A glass at four finenesses and double superphosphate was used 
as phosphorus carriers at 50, 100, and 200 pound rates of application. 
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The pots (3 replicates) were arranged in a randomized block. Striping of 
the plant leaves was very pronounced in pots treated with double super¬ 
phosphate and to a variable extent in pots treated with the glass. 

NUTRIENT VALUE OF GLASSES 

Statistical analysis of the yields of millet (Tables 5, 6, and 7) show very 
high significance (Table 8) to variations arising from soil differences, 
phosphorus carrier, fineness of carrier, and rate of application. 

Evesboro Soil. —In greenhouse experiments (I and II) on acid soil the 
growth response of millet (Tables 5 and 6) to phosphate rock-magnesium 
silicate glasses ground to -80 mesh or finer was greater than that to double 
superphosphate in 9 of the 11 instances (Table 9). The coarse material 
was definitely inferior in both experiments. Statistical significance was 
attained in all cases at the 100- and 200-pound rates of application. The 
results show a trend towards lower efficiency of olivine glasses. 


Table 5. —Yields of millet on Evesboro soil treated with phosphate rock-^magnesium 
silicate glasses and double superphosphate {Experiment I) 


PB08PH0BUB CAJfcmiBB 

DBT W'BIOBT OP PLAMTB IM OBAMB PBB POT 

AT PtOi APPLICATIONB OP— 

BAMPLB 



50 LB PER ACRB 

100 LB. PER ACRB 

MATCRUL 

IIBBH 





MO. 

BUB 

RANGB 

AVBR- 

AQB* 

BANOB 

AVBR- 

AOB* 


Double superphosphate 

- 40 

2.55-3.54 

3.11*» 

2 76-4.51 

3.69 

2497-a 

Phoephate rock-serpentine glass 

- 6 

1.08-1.56 

1.23 

1.19-2.00 

1.42 

2497-b 

Phosphate rock-serpentine glan 

-100 

2.84-3.90 

3.54 

5.01-6.51 

5.56 

2463 

Phoephate rock-serpentine glass 

- 80 

3.23-5.65 

4.07 

4.69-5.76 

5.33 

2488 

Phosphate rock-olivine glass 

- 80 

3.00-3.60 

3.39 

4.40-5.70 

5 16 

2483 

Phosphate rock-olivine glass 

- 80 

2.35-3.51 

3.00 

4.32-5.43 

4.67 


* Differences in average dry weights reauired for significance are 0.80 at 5% level and 1.05 at 1% level. 
** Dry weights of plants without applied phosphorus were 0.40 to 0.51 with average of 0.44. 


Nunn Soil. —The growth responses (Tables 6 and 9), in general, parallel 
those on Evesboro soil. The 100-mesh glass gave higher responses at the 
100- and 200-pound rates of application, whereas the coarse material 
again was inferior to double superphosphate. 

Superstition Sand. —Growth responses of millet (Tables 6 and 7) to the 
glass are on the average significantly lower than those to double super¬ 
phosphate (Table 9). Again finely-ground material is superior to coarse 
material. It would appear from these results that a fineness exceeding 
fiO-mesh is necessary for the glass to compare favorably with double 
superphosphate. It should be remembered in this connection, however, 
that the plants growing on this soil showed deficiency s 3 Tnptom 8 , which 
lends some uncertainty to the comparisons. 

Hariselis Fine Sandy Loam and FuUerton Silt Loam. —In greenhouse 
experiments reported by Walthall and Bridger (11) the responses of Sudan 
grass to a phosphate rock-olivine glass on Hartsells fine sandy loam (pH 






Table ^.—YitUs of millet on soils treated tvith phosphate rock-magnesium silicate glass, 
fused alpha phosphate, and double superphosphate (Experiment II) 
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TabiiE 8. —AnalytU of variance 


BODIOI OV VAUATIOir ' 

PBBBDOM 

KBAN BQUABB 

raOUEBSOf 

PBBBDOII 

MBAN BQUABB 

•AHOoionD Biocg izmncBVTg on xvbsbobo boil 


axpsaimiiT x. 

60- AND 100-Ui. EATBB 

PBOK BXPT. n. 60- TO 200-LB. KATBB 

Total 

95 

— 

63 

— 

Block 

3 

2.31t 

3 

5.lit 

Phosphorus carrier* 

11 

11.72t 

3 

19.08t 

Rate of application 

1 

24.9St 

3 

18.50t 

Error 

80 

0.33 

54 

0.38 

BiPBEiMBirr 11. tnrMtm block izrasuiBirr on btibbobo. nunn» and BUPBBBTmoH band boilb 

WBOLB plot: 


bob-plot: 


Total 

8 

— 

107 

— 

Soil 

2 

1955.02t 

— 

— 

Replicates 

2 

3.79 

— 

— 

Phosphorus carrier 

— 

— 

3 

146.lot 

Rate of Application 

— 

— 

2 

37.67t 

Rate X carrier 

— 

— 

6 

6.37: 

Rate X soil 

— 

— 

4 

3.88t 

Soil X carrier 

— 

— 

6 

36.99t 

Soil X carrier X rate 

— 

— 

12 

29.28t 

Error 

4 

21.84 

66 

0.14 

BiPBanoEirr HI. i 

PINBNBSS BIRIBB ON BUPBBBTXTION BAND 


Total 

44 

— 



Block 

2 

2.74 



Phosphorus carrier 

4 

40.60t 



Rate of application 

2 

25.84t 



Rale X carrier 

8 

10.OO^ 



Error 

28 

3.63 




* Of the twelve meterials used only aix are pertinent to the discueeion in this article. 

* Significant at 5% level, 
t Significant at 1% level. 

t Siipiificant at 0.1% level. 

4.9) and Fullerton silt loam (pH 5.3) were as good as those to double su¬ 
perphosphate. 

GLASSES COMPARED WITH FUSED ALPHA PHOSPHATE 

Fused alpha phosphate was used as a source of phosphorus for millet 
growing on Evesboro, Nunn, and Superstition sand soils (Table 6). The 
growth responses to this phosphorus carrier were in nearly all cases sig¬ 
nificantly less (Table 9) than those to glasses of comparable fineness. 

SOLUBILITY OF PHOSPHORUS COMPARED WITH 
GROWTH RESPONSE 

When the increases in growth response to the glasses in comparison 
with double superphosphate are set alongside the "solubility” results 
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Table 10 .—Availability of Phosphate Rock-magnesium Silicate Glasses 
by Solubility** and Growth-response Methods 
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(Table 10), one noteworthy comparison stands in bold relief. The differ¬ 
ence between the fineness of the -6- and — 100-mesh materials, which is 
reflected markedly in growth response, is indicated to a moderate extent 
by citrate solubility and is not shown at all by citric acid solubility. The 
trend of the results for the fineness series applied to Superstition sand at 
50- add 100-pound rates indicate similar relationships. It would appear 
therefore that, as concerns immediate utilization of the phosphorus by 
plants, citric acid solubility, and perhaps also citrate solubility, overrates 
the availability of coarse glass. 

It has been suggested that in the case of the coarse material, which 
probably consists of granules as they come from the quenching operation, 
the nature of the surface rather than its extent may be the factor that 
limited the utilization of this material by growing plants. Actually the 
—6-mesh material does consist of rods and spherical and vesicular gran¬ 
ules, many with attached filament, with mirror-like surfaces, all of which 
indicates a quenched surface little disturbed by grinding. The considera¬ 
tion is, then, a quenched surface in comparison with a surface of fracture. 
The data at hand do not permit a decision on this question. 

SUMMARY 

Seven commercial phosphate rock-magnesium silicate glasses, including 
one sample of large-scale production and experimental glasses produced 
with the use of both serpentine and olivine, were analyzed for PjOe, CaO, 
MgO, AlsOs, FeO, and F, and their solubilities in neutral ammonium 
citrate and 2 per cent citric acid were determined. 

Selected glasses were subjected to screen analysis, to a study of fineness- 
solubility relationships, to petrographic examination, to crystallization 
tests, to reactivity tests in mixtures, and to plant-response tests on Eves- 
boro, Nunn, and Superstition sand soils in the greenhouse, with the use of 
fused alpha phosphate and double superphosphate as comparison mate¬ 
rials. 

The major constituents of the glasses are PjOs (19.75-23.61%), SiOj 
(19.24-23.80%), CaO (28.33-35.55%), and MgO (11.51-18.53%); other 
important constituents are Al20» (0.59-3.73%), FeO (1.96-3.82%) and F 
(1.65-2.22%). 

The effect of fineness on citrate solubility is much more pronounced in 
the case of these glasses than in the cases of basic slag and fused alpha 
phosphate. The citrate solubilities of a glass at finenesses of — 60 and — 300 
mesh, respectively, were 52.8 and 86.8 per cent in comparison with 86.7 
and 91.0 for a basic slag at the same finenesses. Citric acid solubility did 
not change markedly over this range of fineness. 

The glasses vary considerably in rate of crystallization when they are 
annealed at temperatures below the melting point (1300 to 1400°C.). 
Apatite is always an important constituent of crystallized samples, and 
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the lowered phosphorus solubility accompanying crystallization is at¬ 
tributable to apatite formation. 

The glass caused a marked loss of ammonia when it was suspended in 
an aqueous solution of ammonium nitrate. Glass-superphosphate mixtures 
(20 to 80% superphosphate) in indecisive tests showed continuous de¬ 
creases in water-soluble phosphorus without progressive changes in ci¬ 
trate-insoluble phosphorus. 

In greenhouse tests on Evesboro (pH>»4.8) and Nunn (pH = 8.0) soils, 
the growth response of millet to the glasses (-80-meBh or finer) was greater 
than that to double superphosphate in twelve of the twenty cases, whereas 
on Superstition sand (pH = 8.5) the response was usually less than that 
to double superphosphate. Coarse glass was inferior to finely-ground 
glass on all three soils, and a fineness exceeding 60 mesh is indicated as 
necessary for favorable comparison of the glass with double superphos¬ 
phate. 
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EFFECT OF ALCOHOL CONCENTRATION AND SAT¬ 
URATION OF THE ACID ALCOHOL WITH K,PtCU 
IN THE ANALYSIS OF POTASH IN FERTILIZERS* 

By E. D. ScHALL and O. W. Ford (Purdue University, 
Lafayette, Ind.)* 

In the official A.O.A.C. method for determining potash in fertilizers 
the KjPtCl* is treated with acid alcohol and washed with 80% alcohol 
(1). Ford and Hughes (2) showed that an increase in the concentra¬ 
tion of the alcohol and acid alcohol resulted in an increase in the amount 

* Presented at the Annual Meeting of the Assooiatton of Official Agricultural Chemiate, held at Washing* 
ton, D. Cm October 20-22, 1947. 

1 Journal Paper No. 317 of the Purdue University Agricultural Erperiment Station. 
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of potash obtained in the determination of potash in fertilisers. Mitchell 
and Ford (3) showed that in the case of potash determined from pure 
potassium chloride the increases obtained with the higher alcohol con¬ 
centrations were due to true potash. Ewan, Ford, and Schall (4) showed 
that the increases in potash obtained in analyzing mixed fertilizers when 
95% alcohol was used in place of 80% alcohol were also true potash. The 


Table 1 . —Effect of concentration of ethanol and saturation of 
acid alcohol with K^PtCU on KtO values 



85% ACID ALCOHOL 
^ALCOHOL 

90% ACID ALCOHOL 
+ALCOHOL 

BAMPLI 

%KzO 

%K,0 


High 

Low 

At. 

High 

Low 

Af. 

A. (0-12-12) 







Unsat. 

13.09 

13.00 

13.05* 

13.19 

13.12 

13.16* 

Sat. 

13.36 

13.25 

13.33 

13.31 

13.26 

13.29 

B. (0-20-20) 







Unsat. 

21.18 

21.11 

21.15 

21.30 

21.20 

21.26 

Sat. 

21.70 

21.51 

21 .58 

21 .42 

21.40 

21.41 

C. (0-9-27) 







Unsat. 

28.20 

27.88 

28.00 

27.88 

27.88 

27.88 

Sat. 

1 28.24 

28.16 

28.20 

28.20 

28.13 

28.15 

D. (8-8-8) 







Unsat. 

8.12 

8.09 

8.11 

8.37 

8.19 

8.30 

Sat. 

8.56 

8.45 

8.50 

8.42 

8.34 

8.37 

E. (4-12-8) 







Unsat. 

8.60 

8.48 

8.54 

8.58 

8.45 

8.52 

Sat. 

9.05 

8.68 

8.86 

8.70 

8.59 

8.65 


* Averftge in each case is the result of 3 analyses 


same workers also reported a large increase of potash when the 80% acid 
alcohol was saturated with KjPtCl# and a smaller increase when the 95% 
acid alcohol was saturated with KjPtCl*. In each case, however, the in¬ 
creases were found to be true potash. 

The purpose of this work was to supplement that of Ewan, Ford, and 
Schall (4) by determining the influence of 85 and 90% ethanol with and 
without prior saturation with K*PtCl» upon the potash values and the 
purity of the precipitate obtained. 

To test the purity of the KjPtCh obtained, the weighed salt in each 
case was reduced for platinum recovery and estimation of the chloride by 
a Volhard titration. To facilitate the reduction the salt in each case was 
dissolved in hot water, transferred to a new, unscratched 250 ml. beaker, 
and if necessary concentrated to a volume of about 75 ml. While boiling. 
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2-5 ml. of 40% formic acid was added and as soon as reduction started a 
piece of filter paper on a glass rod was used to prevent sticking. As soon as 
the reduction was complete, the reduced platinum black together with the 
filter paper was filtered on a tared asbestos-padded Gooch, dried at 100“C., 
ashed in a muffle at 600“C. for about 5 hours, cooled, and weighed. The 
filtrate from the reduction in each case was collected, made to volume and 
aliquots taken for the estimation of the chloride by the Volhard titration 
method. The endpoint of the titration was sharpened by coagulating the 
precipitated silver chloride by shaking it with 1-2 ml. of nitrobenzene and 
filtering it off before the final titration was made. 

RESULTS 

The results of this work (Table 1) confirm and extend those of Ewan, 
Ford, and Schall (4) in showing that the increases in potash are smaller 
with the higher concentrations of alcohol. On the other hand, saturation 
of the 85% acid alcohol with K*PtCl« gave larger increases than saturation 
of 90% acid alcohol. 


Table 2. —Effect of ethanol concentration and saturation of the 
acid alcohol on the purity of the KtPiCU 




PLATIKUM (ORAMS) 


CaLOETDB (OBAMa) 



THKOBtTlCAL 

rOOND 

DIPFBRBHCB 

THsoarricAi, 

fOCMD 

DXPFBmBMCB 

A. 

.0676 

.0674* 

85 % 
- .0002 

U nsaturated 
.0737 

.0737* 

.0000 

B. 

.1097 

.1093 

- .0004 

.1195 

.1193 

-.0002 

C , 

.1453 

.1453 

.0000 

.1582 

.1581 

-.0001 

D. 

.0420 

.0417 

- .0003 

.0458 

.0465 

+ .0007 

E. 

.0441 

.0438 

-.0003 

.0483 

.0485 

+ .0002 

A. ! 

.0690 

.0687 

8o % Saturated 
- .0003 . 0753 

.0748 

-.0005 

B. 

,1117 

.1115 

-.0002 

.1220 

.1207 

- .0013 

C . 

.1461 

.1460 

- .0001 

.1582 

.1579 

-.0003 

D. 

.0447 

.0452 

4* .0005 

.0491 

.0488 

-.0003 

E. 

.0459 

.0458 

-.0001 

.0501 

.0500 

- .0001 

A. 

.0681 

.0680 

00% 
- .0001 

U nsaturated 
.0743 

.0746 

+ .0003 

B. 

.1101 

.1098 

- .0003 

.1201 

.1201 

.0000 

C . 

.1444 

.1441 

-.0003 

.1575 

.1557 

-.0018 

D. 

.0430 

.0428 

-.0002 

.0469 

.0473 

+ .0004 

E. 

.0442 

.0449 

-f.0007 

.0482 

.0483 

+ .0001 

A. 

.0689 

.0688 

90% Saturated 
- .0001 .0751 

.0744 

-.0007 

B. 

.1109 

.1110 

-f .0001 

.1210 

.1204 

-.0006 

C. 

.1459 

.1459 

.0000 

.1590 

.1572 

-.0018 

D. 

.0434 

.0432 

-.0002 

.0472 

.0472 

.0000 

E. 

.0448 

.0442 

-.0006 

.0488 

.0489 

+ .0001 


* Each value ia the average of 3 analyees. 
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The analysis of the EiPtCh residues for platinum and chbride indicate 
that within the limits of experimental error the potash obtained is true 
potash whether obtained by an increase in alcohol concentration or by 
saturation of the corresponding acid alcohol with KiPtCU (Table 2). 
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A PROCEDURE FOR THE DETERMINATION OF THE 
PHOSPHORUS CONTENT OF HEXAETHYL TETRA- 
PHOSPHATE AND OF CERTAIN OTHER ORGANIC 
PHOSPHATES* 

By L. J. Hardin and W. H. MacIntire, Knoxville, Tenn.t 

Hexaethyl tetraphosphate, CuHmOuPs, has been reported to be an 
ideal contact insecticide for the control of aphids and spider mites. 
“Known in Germany under the trade name Bladan, the compound is used 
as a contact insecticide in either liquid or dust formulations. It has been 
found effective as a spray in liquid dilutions ranging from 1:1000 to 1:4000 
and in concentrations of from 3 to 5 per cent when incorporated with dust 
carriers. 

Several questions arose when this organic phosphate was suggested as 
an ideal means of insect control in the greenhouse in which plant cultures 
were being used to establish the fertilizer effectiveness of certain new 
types of phosphorus compounds—Would the spray residues register to 
enhance the true phosphorus content of the crops; would the contamina¬ 
tion affect plant response through a direct intake of phosphorus into the 
above-ground growth, or through an uptake from the soil? An additional 
consideration was whether substantial inputs of the organic phosphate 
would persist in un-ionized form in the soil and thus provide an effective 
phosphorus carrier resistant to fixation. Therefore, it was necessary to de¬ 
termine the phosphorus content of the hexaethyl tetraphosphate and its 
hydrolytic behavior tmder laboratory treatments and after incorporation 
into the soil. In the initial analysis of the first sample of that compound, 
the digestions were those imposed in the determination of the phosphorus 


* Bated upon findinct obtained in a study eondueted in the Cooperative Chemioal Reaearoh Xjabora* 
tory of the Department of Chemieal Engineering, Tenneteee Valley Authority, at the Agrioultural Experi¬ 
ment Station of The University of Tenneesee. 

t Fronted at the Annual Meeting of the Attodation of Official Agrioultural Chemittt held at Wash¬ 
ington, D. C., Oetobtf 20-22, 1047. 

i Ind. Bng. Chem.t News Sditimt 25,1000, April 1047. 




194S\ HABDIN AND MACINTIBIi: PHOSFHOBtm IN TBTBAPH08PHATB 401 

content of metaphosphate fertilizers, since those digestions had been found 
adequate to bring into ortho form all of the other inoi^anic phosphates 
used in earlier experiments.* In exploratory pot culture trials of the fer¬ 
tilizer effectiveness of the first sample of hexaethyl tetraphosphate, the 
soil incorporations were based upon the PjOs equivalences indicated by the 
initial analysis. Upon that basis, crop response to the hexaethyl tetra- 
phosphate exceeded the response to the inorganic phosphates, when 
phosphorus input was 80 pounds of PaOi per acre surface, half-depth in¬ 
corporation. This apparent superiority was nullified, however, by the 
revelation that organically integrated phosphorus was not converted to 
PO 4 by the conventional prefatory acid digestion of aliquots. Conse¬ 
quently, the organic phosphate incorporations supplied the soil with 
quantities of phosphorus far greater than those intended, and greater 
than those supplied by the inorganic ortho phosphate controls. 

ANALYTICAL STUDIES 

Preliminary observations indicated that the analysis of the liquid 
hexaethyl tetraphosphate called for both oxidation and ionization, pref¬ 
atory to the molybdate precipitation. The dual objective was sought 
through a nitric acid -I- perchloric acid digestion of a 10-ml. aliquot of a 
250-ml. solution of a 1 -gm. charge of the organic phosphate. This aliquot 
had a PjO» equivalence of approximately 20 mgm. Extended to 5 hours, 
the combined acid digestion gave a phosphorus recovery of only 40 per 
cent, which was about two-thirds of the recovery obtained through a com¬ 
parable digestion with aqua regia. Further analytical studies established 
the fact that the assumed requirement for oxidative treatment was not 
essential. Comparisons demonstrated that complete transition of the 
phosphorus content of the organic phosphate into ionized form could be 
effected by prolonged digestion in relatively concentrated hydrochloric 
acid, in concentrated nitric acid and in aqua regia. The analytical results 
shown in Table 1 were obtained when the first sample of hexaethyl tetra¬ 
phosphate and the two other samples of that compound were subjected 
to the described analytical treatments and durations. 

Ionization had not occurred in the aqueous medium after the solution 
had stood quiescent 48 hours at room temperature, and but little ioniza¬ 
tion was induced when a 1 -gm. charge of the sample S-1275 was diluted 
with 150 ml. of water and boiled 3 hours, down to 10 ml. After 24 hours of 
standing in the aqua regia system at room temperature, a mere trace of 
phosphorus transition to ortho form had occurred. Moreover, only small 
fractions of the potential transitions toere induced by corwentional digestions 
in either HNO% or HCl at even when the digestions were for periods 

8 to 10 times longer than those ordinarily imposed. The quantity of gener- 


• Ind. Eng. Chm., 29,224 (1937). 
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ated PO4 showed a progressive increase when 10-ml. aliquots of the or¬ 
ganic phosphate were digested in aqua regia at 120°C. up to 24 hours. The 
transitions then registered were apparently absolute, since they were 
virtually identical with those registered by 20-, 24-, and 28-hour diges¬ 
tions. Upon basis of those determinations, sample S-1275 was a 98.75 per 
cent product in relation to formula. 

Since the sample of hexaethyl tetraphosphate yielded a distinct odor, it 


Table 1 . —Effect of various ionization treatments upon the conversion 
of the phosphorus content of three commercial hexaethyl 
tetraphosphates into ortho form 
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phate was evaporated to dryness, the result was a black charry mass, 
which contained a white substance that was insoluble in dilute nitric acid. 
Aliquots of the 250-ml. solution of a 1-gm. charge of that phosphate also 
were subjected to treatments with the peroxides of hydrogen, calcium, 
sodium, and barium, prefatory to the presently prescribed acid digestion, 
but none of these efifected the desired transition of the organic phosphorus 
into ortho form. The period of digestion requisite for the complete transi¬ 
tion of sample S-1275 was diminished by several hours when 10-ml. ali¬ 
quots were processed by evaporation with a like volume of a saturated 
solution of magnesium nitrate, cautious incineration, and dissolution of 
the incinerate in dilute nitric acid. Although such processing served to 
effect complete transitions of the phosphorus content of 10-ml. aliquots of 
certain organic phosphates, it did not induce complete transitions in some 
cases. Moreover, such processing of aliquots introduces undesirable me¬ 
chanical features, and is not recommended presently. The prescribed 
‘‘Analytical Technique” is the only direct digestion procedure yet found to 
meet fully the requirement for the determination of the PiO»-equivalences 
of those samples of hexaethyl tetraphosphate that have been subjected 
to the present analytical evaluations. 

ANALYTICAL TECHNIQUE FOLLOWED IN THE DETERMINA¬ 
TION OF THE PHOSPHORUS CONTENT OF 
HEXAETHYL TETRAPHOSPHATE 

The following steps proved requisite for the conversion of the highly 
stable hexaethyl tetraphosphate to the form essential for full phosphorus 
recovery through precipitation as ammonium phosphomolybdate; 

A 1-gm. charge of the sirupy organic phosphate was weighed into a 
250-ml. flask, diluted to volume and mixed. A 10-ml. aliquot was trans¬ 
ferred to a 200-ml. Erlenmeyer flask fitted with tube for air refluxing. 
Additions of 5 ml. each of concentrated hydrochloric and nitric acids were 
made and the solution was digested at least 16 hours at 120“C. The diges- 
tate was allowed to cool and the sides of the flask and the reflux tube were 
washed with a small volume of water. The diluted digestate was boiled in 
an open flask to expel free chlorine. The sohition was allowed to cool, 
made slightly alkaline by means of ammonium hydroxide (l-hl), and 
again allowed to cool. A few drops of meth}d orange were added and the 
system was made slightly acidic through addition of nitric acid (1 + 1). 
Phosphorus content was determined as in the A.O.A.C. volumetric pro¬ 
cedure for fertilizers.* 

OBSERVATIONS CONCERNING OTHER ORGANIC PHOSPHATES 

Since hexaethyl tetraphosphate and similar organics may be used ex¬ 
tensively, there should be an analytical procedure adapted to the verifica- 


* A.O.A.C. OMcial and Tentative MetKode of Analyeu, Sixth Edition, 1945. 
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tion of the phosphoras content indicated by the formula. The experience 
uith the hexaethyl tetraphosphate was applied in the analytical evaluation 
of certain other organic phosphates, several of which were subjected to the 
conditions detailed in Table 2. The P20i values obtained by the procedure 
prescribed for a 24-hour digestion of the hexaethyl tetraphosphate were 
in accord with those computed from the formulas attributed to three of 
the samples, whereas only partial PiOt values were registered in the case 

Table 2. —The progressive conversion of the phosphorus of certain organic 
phosphates into ionised ortho form by means of Aqua Regia digestion* 


DXGK8TI0N 

PXBIOO 



DITXBMINSD 

Pt(X TALUIB^—RXCINTAOBS 


8-127I«'<* 

a-wTs*-** 

S-1280*** 

B.127fl^« 

S-1277'*^ 

s-1278'’‘ 

8-1279^.1 

Hr«. 








i 

7.0 

3.9 

— 

— 

— 

— 

k 

i 

8.6 

5.0 

— 

— 

— 

— 

— 

1 

11.4 

7.4 

None 

None 

None 

None 

17.10 

2 

15.6 

11.4 

— 

Trace 

None 

None 

— 

3 

25.4 

17.1 

— 

2.8 

None 

None 

— 

4 

27.6 

22.2 

None 

3.2 

None 

None 

36.0 

5 

1 35.6 

30.6 

— 

9.4 

— 

— 

— 

6 

40.1 

38.6 

— 

— 

— 

— 

— 

7 

47.6 

44.6 

— 

— 

— 


— 

16 

53.7 

54.8 

23.7 

— 

3.0 

11.9 

57.2 

20 

57.0 

54.8 

— 

37.4 

— 

— 

— 

24 

57,5 

55.1 

28.7 

37.3 

4.9 

18.1 

57.5 

28 

— 

55.3 

— 

— 

— 

— 

— 


* 10 ml. aliquots of 1 gm. to 250 ml. of sample solutioD digested with 10 ml. aqua regia in flask with air 
reflujc at 120^ C., the temperature just below boiling point. 

” Determined volumetrically idter neutralisation of digested aliquot. 

* Aqueous solution. 

” Theoretical PaOi content 56%, upon basis of formula CnHicOuPi for hexaethyl tetraphosphate. 

* Same as (d), but labelled as containing ‘*50% active ingredients.*' 

^ Alcoholic solution. 

s Theoretical PiO» content 38.6%, upon basis of formula (CiH»)jDiPO for triethvl phosphate. 

^ Theoretical PiOi content 19.2^ upon basis of formula (CtH«CHi)iOiPO for tncresyl phosphate. 

I Theoretical PiOi content 21.75%, upon basis of formula ^sHiJiOtPO for trinhenyl phosphate. 

I Theoretical PiOi content 56.3%, upon basis of formula for monoetnyl orthophosphate 

* An untreated aqueous aliquot gave 8.75% PiOi through molybdate precipitation, as indicative of the 
amount in the ionised ortho form. 


of samples S-1277 and S-1278 purported to be tricresyl phosphate and 
triphenyl phosphate, respectively. 

To determine the phosphorus content of organics by means of the con¬ 
ventional molybdate precipitation, that content must be converted into 
the ionized ortho form through prefatory treatment known to be specifi¬ 
cally adequate. Although the described analjrtical technique was found 
applicable for the exact determination of the phosphorus content of the 
particular hexaethyl tetraphosphate used in the greenhouse studies, and 
for a like determination upon certain other organic phosphates, that tech¬ 
nique did not induce absolute ionization of the phosphorus content of the 
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tricresyl and triphenyl phosphates. Until the evolution of an analytical 
procedure that will induce complete ionization of the phosphorus content 
of all organic phosphates, it seems imperative that each new product be 
analyzed by a procedure of proved specific applicability and adequacy. 

Note: Subsequent to the submittal of the foregoing findings, the fol¬ 
lowing notation was carried by Chemical and Engineering News, p. 2926, 
October 6,1947: 

“The compound prepared by the reaction of triethyl phosphate and phosphorus 
oxychloride and sold commercially as "hexaethyl tetraphosphate does not, according 
to J. W. Hansen, California Spray Chemical Corporation, Richmond, exist in this 
form, but is a fortuitous mixture of organic phosphates which has an average molec¬ 
ular weight and combustion analysis percentages agreeing with the assigned for¬ 
mula. Chemical analyses of fractions obtained by distillation have shown that the 
active agent is a tetraethyl phosphate, probably tetraethyl peroxydiphosphate.” 


A PROCEDURE FOR THE DETERMINATION OF THE “AVAIIv- 
ABLE” MAGNESIUM ENGENDERED IN MIXTURES 
OF SUPERPHOSPHATE WITH OLIVINE, SERPEN¬ 
TINE, MAGNESITE, AND THEIR CALCINES* 

By L. J. Hardin, W. H. MacIntire, and H. S. Johnson, Jr., 
Knoxville, Tennesseef 

The role of magnesium in plant nutrition has been the objective of 
much research and the importance of this element as a fertilizer component 
is being accorded increasing recognition (6, 7, 12, 14, 27, 28, 37, 40). The 
soils of extensive areas are deficient in magnesium and this deficiency is 
registered by crops through visual symptoms that are well known. With 
recognition of the need for nutrient magnesium, the manufacture of mag¬ 
nesium-fortified fertilizers was a logical sequence. 

PREVIOUS PRACTICES 

The inclusion of dolomite as a source of nutrient magnesium in phos- 
phatic fertilizers, and as a conditioner and neutralizer, was begun indus¬ 
trially in 1919, upon recommendation of the Tennessee Experiment 
Station. The PjOi transitions that are induced by such inclusions and by 
admixtures of selectively calcined dolomite were dealt with in several 
papers (10, 17, 18, 24, 26). When the fertilizer effectiveness of dolomited 
phosphate had been demonstrated, and after Gamer’s classical experi¬ 
ments had established the need for magnesium in the growing of tobacco 
(7), the practice of the inclusion of dolomite in mixed fertilizers became 


* A itudy oonduoted in the Cooperative Chemieal Research Laboratory of the Department of Chemical 
Engineering, Tennenee Vidley Authority, at the Tenneesee Ajnicultural Experiment Station. 

t Presented at the Annual Meeting of the Assoctation of Official Agricultural Chemists, held at Wash- 
ington, D. C.. October 20-23,1347. 
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widespread in the South Atlantic Coast States. Some 15 years ago, how¬ 
ever, the ‘'tobacco fertilizer group” contended that an adequate supply of 
nutrient magnesium was not developed with suflBcient rapidity from in¬ 
cluded dolomite, and that tobacco fertilizers should contain magnesium 
sulfates. 

Substantial proportions of ‘‘available” magnesia may be engendered 
when adequately moistened mixtures of acidic phosphates and finely 
ground dolomite are aged. In the formulation of higher analysis mixtures, 
however, the admissible quantity of included dolomite does not provide 
an adequate percentage of “available” magnesium. This difficulty would 
be overcome by the use of a low-cost magnesic material of such form and 
concentration that its inclusion in “high analysis” goods will meet the 
requirements for nutrient magnesium. 

In correspondence with one of the present authors, the late G. H. 
Holford revealed that, because of the scarcity of dolomite in New Zealand, 
the mineral magnesium silicates were tried as conditioners of superphos¬ 
phate. The resultant mixtures were of good physical condition and chem¬ 
ical composition and proved to be effective fertilizers. According to An¬ 
drews (1), the early New Zealand practice of neutralization of the H 8 PO 4 
of superphosphate by 8 to 10 per cent additions of dunite (MgSi 04 ) was 
superseded by the use of serpentine (Mg, Fe) 8 Si 207 - 21120 . The attendant 
reactions were dealt with by Askew (2), who concluded that Ca 8 (P 04)2 
was the preponderant end-product in the mixtures and that the “available” 
P208 content was not lessened. Similar benefits had been claimed in an 
early patent (31). 

Extensive formations of olivine and serpentine occur in Western North 
Carolina and Northern Georgia and have been mapped through surveys 
conducted by the State of North Carolina in collaboration with the Ten¬ 
nessee Valley Authority (9). When incorporated into soils directly in 
amounts beyond those requisite for saturation with magnesium, a mineral 
magnesium silicate was found effective (27), but in more recent pot culture 
studies the initial crop gave virtually no response to incorporation of 
olivine at conventional liming rates. Findings by the present authors (15) 
served to demonstrate that adequate contents of “available” magnesium 
were generated in moistened mixtures of concentrated superphosphate 
with olivine and with serpentine, and without diminution in P 2 O 8 avail¬ 
ability. 

PREVIOUS ANALYTICAL PROPOSALS 

When calcined Kieserite was included in mixed fertilizers to provide 
immediately available magnesium, there arose the demand for an analyt¬ 
ical procedure for the determination of water-soluble magnesium con¬ 
tent. Pursuant to a request by the tobacco fertilizer group, L. G. Willis 
(38) proposed an analytical procedure to register that content. It was 
found, however, that the proposed aqueous extraction did not effect full 
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recovery of the magnesium that was inmixed as magnesium sulfate. More¬ 
over, a fertilizer fortified with MgO, or with selectively calcined dolomite, 
might be virtually devoid of water-soluble magnesium before analysis and 
yet the stipulated aqueous extraction would register a substantial per¬ 
centage of magnesium as being in water-soluble form, because of the mag¬ 
nesium phosphates that develop during analysis (18). 

Several helpful analytical procedures have been proposed for the deter¬ 
mination of the ''available'^ magnesium contained in mixed fertilizers 
(11, 30, 29, 33, 34, 35, 36). An acceptable procedure should effect full 
recovery of the magnesium present in the '^available” forms of oxide, 
hydroxide, carbonate, sulfate, and phosphate, without appreciable con¬ 
comitant dissolution of any incorporated magnesic or dolomitic materials, 
the chemical nature and particle size of which would delimit their reactiv¬ 
ity in mixed fertilizers, even though such materials undergo disintegration 
slowly after incorporation into the soil and thus ultimately afford nutrient 
magnesium. However, the only official procedure for the determination of 
the magnesium carried by mixed fertilizers is the one prescribed for the 
acid-soluble content (3). 

OBJECTIVE 

The objective of the present study was to develop a much-needed method 
for the determination of the magnesium present as ‘Wailable'’ in mag¬ 
nesium-fortified fertilizers. The designation ‘^available’^ is deemed to in¬ 
clude magnesium content attributable to mono-, di-, trimagnesium phos¬ 
phates, to magnesium ammonium phosphate, to the oxide, hydroxide, 
carbonate, or sulfate. Excluded from that designation would be the com¬ 
ponent magnesium of materials whose inactivity in adequately moist 
phosphatic mixtures indicate that magnesium nutrition to plants would be 
slight and delayed. 

EXPERIMENTAL 

The several magnesium materials that were admixed with the concen¬ 
trated superphosphate and the mixtures of Tables 1 and 2 were used in 
the exploratory analyses that led to the present proposal. The reactions 
that occurred in those mixtures are indicated by the following equations: 

(1) CaH4(P04)2 H20+MgSi03+3Il2()-^CaHP04 2H,0+ 

MgHP04 3H20+Si02 

(2) CaH 4 (P 04 )* H2()+MgC03+3H20-^raHP04 2 H 2 O+ 

MgHP04 3 H 2 O+CO 2 . 

The several reagents and techniques used in the early digestions of 
1-gm charges, and comments upon the results, are summarized as follows: 

1. With 1 per cent citric acid—direct digestion 

(a) 30 minutes, 100 ml @ 30°C. 

This solution was found to exert little effect upon separate 1-gm. 



Table 1. —Compariaan of PtO% transitions and engendered MqHPOa'SH tO in mixtures* of Wilson Dam 
triple superphosphate with olivine^ serpentine^ and magnesite 
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Tabi^ 2 .—Comparison of PjOi iransUions and engendered MgHPO^ • SHtO in mixtures^ of Wilson Dam 
triple superphosphate with calcines of olivine, serpentine, and magnesite 
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P-1284 4+1 36. 

P-1285 9+1 41 
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charges of the magnesic minerals, but it did not dissolve like charges of 
MgHP 04 - 3 H 20 , and hence this reagent was rejected. 

2. With 1 per cent ammonium citrate, pH 4-0—direct digestion 

« 



Minnies 

Volume 

Degrees C. 

(a) 

30 

100 ml 

30 

(b) 

60 

100 ml 

30 

(c) 

30 

100 ml 

50 

(d) 

30 

100 ml 

30 

(e) 

60 

200 ml 

30 


3. With 1 per cent ammonium citrate, pH 4-0—extraction and digestion 

(a) Leached with 100 ml of reagent at room temperature and residue 
digested through end-over-end agitation 30 minutes with 100 ml @ 30°C. 

(b) Ditto, 60-minute agitation 

(c) Ditto, 30-minute agitation, at 50°C. 

When used under the several conditions listed under 2 and 3 the acid¬ 
ulated ammonium citrate reagent effected complete dissolution of a 
0.95-gm charge of MgHP 04 - 3 Hj 0 , a 1-gm. charge of MgO, and a 
0.90-gm charge of MgNH 4 P 04 ' 3 Hj 0 , yet it registered only meager re¬ 
activity upon 1-gm charges of the magnesic minerals. However, when the 
conditions detailed under 2 and 3 were imposed upon the phosphatic 
mixtures of Tables 1 and 2, the acidulated 1 per cent ammonium citrate 
reagent did not effect complete recovery of the PjOs present as “available,” 
and therefore did not dissolve all of the MgHP 04 ' 3 Hj 0 that had been 
engendered in those mixtures. 

4. With 2 per cent ammonium citrate, pH 4-0—direct digestion 

The more concentrated reagent also effected complete dissolution of 
1-gm. charges of MgO, dimagnesium phosphate, and magnesium ammo¬ 
nium phosphate, and likewise was relatively inert upon the magnesium 
minerals. Nevertheless, this reagent did not effect complete recovery of 
the “available” P20» content of the phosphatic mixtures of Tables 1 and 
2 , and hence was rejected. 

5. With S per cent citric acid—direct digestion 

Charges were digested as in a, b, c, d, and e of procedure 2, and also 
after being leached with 100 ml of the reagent at room temperature, as in 
a, b, and c of procedure 3. 

The 2 per cent citric acid reagent was tested for its capacity to dissolve 
the magnesium content of several representative magnesic materials and 
the magnesium phosphate content of the mixtures of Tables 1 and 2, under 
the conditions specified in a, b, c, d, and e of procedure 2, and in a, b, and 
c of procedure 3. Upon basis of the analytical results, the use of the 2 per 
cent citric reagent, with prefatory leaching and digestion with continuous 
agitation 30 minutes at 50°C., was decided upon as being the only pro¬ 
cedure found to meet all requirements. 
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THE PROPOSED EXTRACTION PROCEDURE 

The foregoing observations indicate the progressively severe conditions, 
including trials with more concentrated solvents, that were imposed 
throughout the studies. The severe conditions of the exploratory studies 
were applied until it was found that the '^'available^^ P 20 § values obtained 
through the technique of the proposed procedure were in accord with those 
registered by the **bfficiar* method (3). This criterion was adopted for two 
reasons. Obviously the determination of phosphorus is more expeditious 
than that of magnesium and the values for the P 2 OB recoveries register the 
extent to which the engendered magnesium phosphates undergo dissolu¬ 
tion. After the effectiveness of the procedure had been indicated through 
the P 2 O 6 determinations, the applicability of the procedure was substanti¬ 
ated through direct determinations of the extracted magnesium. 

Although MgHP ()4 3 H 2 O is appreciably dissolvable by water, that 
compotmd is not removed quantitatively by the aqueous extraction pre¬ 
scribed as “official’^ for the removal of water-soluble P 2 O 5 . This serves to 
explain the differences between the values obtained by the direct determi¬ 
nation of the MgO content of the 250-ml leachings of 1-gm charges of 
Table 3 and the corresponding values that were computed from the de¬ 
termined phosphate transitions that occurred in the mixtures of Tables 1 
and 2. Transition to di-magnesium phosphate was computed upon basis 
of the difference bet ween initial and final water-soluble P 2 OB values, with 
appropriate correction for the P 20 b associated with the magnesium that 
was extracted concurrently from the engendered magnesium phosphate. 

As the result of the findings obtained in the several approaches, the 
following technique is proposed: 

Leach a 1-gm charge of a 50-mcsh sample with 100 ml of 2% citric acid at room 
tem[>erature, by means of successive decantations thru a Shimer filter. Digest the 
residue and filter pad with an additional 100 ml of the reagent in a 250-ml fertilizer 
flask 30 min. at 50®C., by means of the end-over-end rotator in a constant-tempera¬ 
ture apparatus (16). Filter by suction and wash the residue five times with 5-ml por¬ 
tions of water at 65®C. Combine this digestate with the leachate in a 250-ml fertilizer 
flask, dilute to volume, and mix. Transfer a 10- or 25-ml aliquot of this soln into a 
400-ml l)eaker; separate calcium content by double precipitation as oxalate, and 
determine the extracted magnesium by the conventional magnesium ammonium 
phosphate procedure. Pertinent suggestions and precautions for that determination 
will be included under ‘‘discussion.” 

REAGENT CAPACITY FOR THE COMPLETE DISSOLUTION OF THE 
ENGENDERED MAGNESIUM PHOSPHATES 

As noted, the primary objective of the analytical studies was to develop 
a procedure whereby engendered magnesium phosphates and other mag¬ 
nesium compounds of recognised “availability” would be extracted quan¬ 
titatively from fertilizer mixtures, but with meager dissolution of any resi¬ 
dues of the admixed magncsic materials. 
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Table 3.— ^^Amilable** magnesia altnbulUd to engendered phoephatee in mixtures of 
concentrated superphosphate and earioue magnesic materialst as determined 
by the proposed procedure and as comptUed from phosphate transitions 


mXTUBIB 

MgO occuBBSMOia m na wamme 

At ACID- 
BOLUglii^ 

IN WATNB- 
IXTSACTB^ 

OOMrUTaO AB 

MgHP0«*3H.(F 

AS 2% omao 
ACSIHMsUSUfi 


peremt 

ptrenU 

ptreetU 

ptreeni 

T.S.P. with: 





Olivine 





1+1 

23.58 

1.42 

5.54 

5.69 

4+1 

9.11 

2.20 

5.32 

5.56 

9+1 

4.67 

1.75 

3.86 

3.78 

Calc, olivine 





1+1 

23.54 

1.76 

4.88 

5.83 

4+1 

8.16 

2.85 

5.28 

5.29 

»+l 

4.57 

1.94 

3.26 

2.92 

Serpentine 





1+1 

16.34 

1.66 

4.75 

5.45 

4+1 

7.09 

2.67 

5.33 

5.13 

9+1 

3.56 

2.56 

4.27 

3.42 

Calc, terpentine 





1+1 

20.57 

1.28 

4.95 

9.88 

4+1 

8.41 

1.31 

4.94 

6.41 

9+1 

4.43 

2.05 

4.63 

4.25 

Magnesite 





1+1 

21.65 

0.68 

2.62 

3.87 

4+1 

8.36 

1.42 

3.61 

2.83 

9+1 

4.18 

2.19 

2.39 

2.06 

Calc, magnesite 





1+1 

22.82 

0.83 

5.41 

22.73 

4+1 

9.50 

1.35 

7.07 

9.52 

9+1 

4.85 

2.21 

4.60 

4.65 

Calc. magisetUe* ■ 





1+1 

21.60 

1.13 

4.90 

20.99 

4+1 

8.90 

1.52 

7.07 

8.96 

9+1 

4.86 

2.61 

4.96 

4.99 


J By A.O.A.C. procedure. 

" Charge of Ijpn leached with 250 ml. HtO fapproxiiiiately 5 times the amount neoeeeary to dissolve 
the maxima! MgHPOi * 3HtO content of the samples). 

* Computed from the PiO» transitions. 

° Charge of 1 gm was leached with 100 ml 2 per cent citric add and the residue was digested in ad¬ 
ditional 100 ml 2 Mr cent dtrio add, with end-over-end agitation 30 minutes at 50^. 

* At 750^C. virtually all of the magnesium content was as MgO. 

* At 900**C. Virtually all of the magnesium content was as MgO. 


A sample of each of the 21 experimental mixtures of Tables 1 and 2 was 
extracted by the proposed procedure to establish its capacity to effect 
complete dissolution of engendered magnesivun phosphates. The resultant 
values for “available’TjOi content were in accord with those registered 
by the “official" neutral citrate digestion procedure. There were twelve 
minus variations in range between 0.02 per cent and 0.70 per cent and 
eig^t plus deviations in range between 0.05 per cent and 0.37 per cent. The 
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mean of the the minus deviations was 0.34 per cent and 0.37 per cent for 
the plus values, with an average deviation of minus 0.06 per cent. 

Since the proposed 2 per cent citric acid dissolved all of the contained 
PiOf, other than that in the residues of raw rock, it follows that it also 
effected complete dissolution of the engendered magnesium phosphates. 
This was sutetantiated by the parallels of direct determination of the 
magnesium content of the extracts. 

THE ANALYTICAL DETERMINATION OF THE MAGNESIUM OF THE 
2 PER CENT CITRIC ACID EXTRACTS 

The following precautionary measures were taken in the determination 
of magnesium carried by the 2 per cent citric acid extracts: 

1. The aliquot should be such that its contained calcium will be as little 
as possible, but its magnesium content should be such as to assure a suit¬ 
able precipitate of magnesium ammonium phosphate, regardless of the 
proportion of calcium. Aliquots of 10 or 26 ml from a 250-ml extract of a 
1-gm charge are recommended, since the magnesium contained therein 
was found to produce a calcine of from 20 to 50 mgm of pyrophosphate. 

2. The initial precipitation of calcium was made by the oxalic acid- 
ammonium oxalate procedure. It is important that the precipitation be 
made in a solution of near 200 ml that contains the NH4CI formed by the 
neutralization of at least 10 ml of concentrated HCl. The second calcium 
precipitation was made in similar manner from a solution of 150-175 ml. 

3. After filtration of the second percipitate of calcium-oxalate, the 
ammonium salts contained in the combined filtrates were metatbesized 
with HNO* and the resultant residue was brought into dilute HCl solu¬ 
tion. Necessity for removal of iron and aluminum is obviated through the 
addition of 2 to 3 grams of citric acid to that solution prior to the mag¬ 
nesium ammonium phosphate precipitation. In case high degree of ac¬ 
curacy is essential, any appreciable manganese content should be removed. 
To assure that the precipitating reagents effect a complete throw-dowm 
of magnesium ammonium phosphate in the initial precipitation, 25 ml of 
concentrated NH4OH should be added and a quiescent period of 30 min¬ 
utes should be allowed, after which the solution should be stirred vigor¬ 
ously and then allowed to stand 4 hours before filtration. 

4. The incomplete precipitation of calcium in the oxalate procedure 
would induce an inadmissible contamination in the subsequent mag¬ 
nesium ammonium phosphate precipitate. Such a contamination would be 
serious, especially when the solute magnesium is relatively low. The 
MgjPjOi calcines from 14 representative determinations by the prescribed 
procedure were examined for this source of error. In every instance, ab¬ 
sence of calcium was indicated by the ammonium oxalate test and also by 
Wolf’s photometric method (39). 

5. Other sources of error in the determination of magnesium is through 
loss as a co-precipitate in the calcium oxalate precipitation and its occlu- 
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sion by the calcium oxalate precipitate. Therefore, twelve of the second 
calcium oxalate precipitates were analyzed by the modified Stolberg pro¬ 
cedure (8) and were found devoid of magnesium. 

6 . The removal of solvated silicia from the citric acid extracts necessi¬ 
tates a long and tedious procedure. Hence, to ascertain whether such re¬ 
moval is essential for analytical accuracy, magnesium determinations 
were made upon the extracts of 12 samples, with and without prior re¬ 
moval of silica. The results demonstrated that the presence of solvated 
silica did not induce higher values for magnesium. Hence, the tedious step 
of silica removal is not included in the directions for the analysis of the 
2 per cent citric acid extracts of ordinary fertilizer mixtures. 

Oxidation of the citric acid of the extracts, and the dehydration of the 
silica content, was effected by means of digestions with HNOs and HCIO4. 
Although oxidation of the organic matter of the filtrates with HCIO4 
alone is precarious, the operation can be effectuated safely by starting it 
wdth a mixture of HNOs and HCIO4 in the cold, gradually increasing the 
temperature, and then boiling until the oxidation is completed. 

7. To prevent carbonization of the citrate during the metathesis of the 
fiiltrates prefatory to the precipitation of MgNH4P04, the solution should 
not be allowed to go to dryness. In case of carbonization, how^ever, re¬ 
clarification of the solution can be effected by another addition of HNOs 
and further digestion. 

Utility of the Proposed Procedure: 

In the development of the proposed procedure, the primary objective 
was to determine the quantity of magnesium generated as “available” by 
concentrated superphosphate in its mixtures w ith the relatively insoluble 
magnesium minerals—olivine, serpentine, and the crystalline type of mag¬ 
nesite. 

The citric acid extractions and digestions of olivine, serpentine, or 
magnesite served to establish the fact that the described procedure 
effected only meager dissolution of either of those three minerals, as such, 
or when they were components of the phosphatic mixtures. It should be 
noted, however, that the prescribed volume of the 2 per cent citric acid is 
capable of effecting complete dissolution of the magnesium that may be 
present as a residue of MgO in a 1-gm charge along wdth any magnesium 
phosphate content. The MgO values determined directly by the 2 per 
cent citric acid digestion procedure were usually in close agreement with 
the MgO values that were computed from corresponding phosphate- 
transition values. In general, the directly determined “available” MgO 
values were higher than those computed from the PjOe transitions, but in 
most cases the differences were within tolerance. The occasional lack of 
concordance may have been caused by a slight dissolution of the residues 
of the minerals in the charges. It may be, however, that the differences 
between the MgO values obtained by the two approaches were due as 
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much to cumulative errors in the computations based upon the P^Ofi 
transitions as to any inadequacy inherent to the proposed procedure. 

Upon basis of the agreement between the values that were computed for 
magnesium from the PjOs transitions of Table 3 and the values obtained 
by the direct determination of the magnesium content of the extracts, 
the proposed extraction-digestion procedure appears well adapted to the 
determination of “available” magnesium content of such phosphatic 
mixtures as those of Tables 1 and 2. 

Effect of the Proposed Procedure upon Undecomposed Dolomite Residues: 

After it had been found suitable for the extraction of “available” mag¬ 
nesium compounds derived from the several magnesic materials, the ques- 


Table 4. —The applicability of the proposed leaching^digestion procedure^ for the 
determination of the **available** magnesium content of several magnesic 
materialsf dolomite^ and their phosphatic mixtures 


MrXTUEKS 

omnonitio MgO taluks 

TOTAL 

ATAILABLI BT TBl PKOPOBBD 
PSOCBDUBB* 

ACTUAL 

OP TBX 

TOTAL 



per e«ni 

per unt 

per eeiU 

Mineral Material Separates 




Olivine, —100 

49.30 

1.34 

2.7 

Serpentine, —100 

38.90 

1.67 

4.3 

Magnesite, —100 

43.80 

2.55 

5.5 

C"alc. olivine, —100 

50.00 

1.66 

3.3 

Calc, serpentine, —100 

43.50 

3.42 

7.8 

Calc, magnesite, —100 

89.80 

89.80 

100.0 

Dolomite (W. Va.), —100 

21.25 

12.55 

59.0 


-60+70 

21 .25 

9.81 

40.4 


-50-t-60 

21.25 

8.97 

42.2 


-30+50 

21.25 

6.95 

32.2 


-20+30 

21.25 

4.90 

23.0 

Prepared Materials 




MgHP04 • 3H,0, C.P. 

23.12 

23.12 

100.0 

MgNH4P04, Powd. 

20,74 

20.74 

100.0 

MgO, Powd. 

99.00 

99.00 

100.0 

Calc.-Serp.-Phos.*» 

21.27 

21.02 

98.8 

Calc.-Olivine-Phos.*^ 

16.38 

16.25 

99.2 

MgS04 • 7H,0, Cryst. 

16.36 

16.36 

100.0 

Kieserite 

23.50 

23.50 

100.0 

Mixtures 





[0.25 Dolomite, —100 





10.25 T.S.P. 

10.59 




10.25 CaHP04-2H,0 

(5.62)< 

10.47 

98.8 


[0.25 MgHP04*3H,0 
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Tablb 4 .—ConUntted 



1 0.25 Dolomite, —100 
0.25 Quarts 
0.25 CaHP04-2H,0 
0.25 MgHP04-3H,0 

0.15 Dolomite, —100 
0.3 MgHP04-3H,0 

0.3 CaHP04*2H,0 

,0.25 T.S.P. 

0.25 Dolomite, -60-1-70 
0.25 T.S.P. 

0.25 CaHP04*2H,0 
0.25 MgHP04-3H,0 

1 0.25 Dolomite, —60-h70 
0.25 Quartz 
0.25 CaHP04-2H,0 
0.25 MgHP04-3H,0 

0.15 Dolomite, —60+70 
0.3 MgHP04-3H,0 

0.3 CaHP04-2H20 

0.25 T.S.P. 

0.3 MgS04-7H,0 

0.3 MgHP04-3H,0 

0.3 CaHP04-2H20 

,0.1 T.S.P. 

0.75 g. P.1280* 

0.25 g. MgO 

Cora. Fert., dolomited^ 


0iTasiaiti» MgO talvm 


TOTAL 


▲TAILiBUB BT TBB fBOTOBlD 
PBOOBOUBI* 


ACTUAL 


or TBB 
TOTAL 


jMrMfU 

pWMSf 

pireffif 

10.59 

(5.62)-‘ 

10.01 

94.5 

10.73 

(6.94)<‘ 

9.65 

89.9 

10.59 

(5.62)^ 

10.01 

94.5 

10.59 

(5.62)** 

8.52 

80.4 

10.73 

(6.94)** 

8.62 

80.3 

11.85 

12.12 

102.3 

41.79 

41.22 

98.6 

3.98 

3.50 

90.0 


* CharzM of l-(pn. were leached with 100 ml. of 2% dtrie add and the residuee digested with 100 ml 
additional for 30 min. at 60^. 

" Commercial product. 

” Wilson Dam product. 

° The amount from sources other than dolomite. 

* Three parts of the 1 +1 mixtures of MgO and superphosphate, F-1280 of Table 1, were supplemented 
by 1 j>art of MgO, reagent grade. 

'a **4-54'’^product. 
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tion was raised as to whether the procedure would register “availability" 
for the magnesium content of mixed fertilisers attributable to residues of 
dolomite, the coarse particles of which show limited dissolvability. Al¬ 
though the answer to that question was not a primary objective in the 
study of a procedure for the quantitative recovery of “’available" mag¬ 
nesium engendered in mixtures of superphosphate and magnesium silicate 
minerals, certain exploratory and integrated studies afforded the findings 
that are presented in Table 4. 

The data show that the prescribed reagent and procedure exerted (a) 
complete dissolution of MgO, of MgS 04 - 7 H 20 , of Kieserite, of MgHP 04 
■3HiO, of MgNbUPOi, alone and as inclusions, and near-complete extrac¬ 
tion of the magnesium contained in fused Ca-Mg phosphates, (b) only 
slight dissolvent action upon the separate charges of olivine, serpentine, 
and crystalline magnesite. Moreover, the proposed procedure did effect 
differential dissolution of a representative dolomite, in relation to its par¬ 
ticle size. This is shown by the limited attack upon charges of the 
—20+30-mesh separate alone (and as an inclusion in phosphate mixtures), 
and by the near-complete dissolution of the — 100-mesh separate inclusion 
in the experimental phosphatic mixtures. Because of the foregoing find¬ 
ings and in view of the demonstrated dissolubility and rapidity with which 
100-mesh dolomite undergoes disintegration in acidic soils, in contrast 
with the persistence of its larger separates (4, 5, 13, 19, 20, 21, 22, 23, 25, 
32), it seems logical and equitable to accord “availability" to magnesium 
that fertilizers may contain as residues of dolomite fiines that are extract- 
able by the proposed procedure. 

CONCLUSION 

Through interpretation of the present data, and upon basis of related 
findings as to rate of reactivity of dolomite separates in fertilizers, and 
after incorporation into soils (9,18,4, 5), it is concluded that the proposed 
procedure provides the means for the direct and accurate determination 
of any contained magnesium that is entitled to classification as “avail¬ 
able," in the chemical control evaluation of commercial fertilizers. 

In presenting their findings, the authors hope that the procedure pro¬ 
posed for the determination of available magnesium content of fertilizers 
will be found applicable for that objective and that their findings and 
conclusions will be substantiated through collaborative studies. 
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THE DETERMINATION OF FLUORINE ATTRIBUTABLE 
TO SOIL INCORPORATIONS OF CALCIUM FLUORIDE* 

By W. H. MacIntire and George Palmer (The University of 
Tennessee Agricultural Experiment Station, Knoxville, Tenn.) 

The 1945 Edition of the Book of Methods contains the first prescribed 
procedure for the determination of the florine content of soils (1). Until 
1933, there had been no analytical technique for the titrative determina¬ 
tion of the fluorine in concentrations so meager as those obtained in soil 


* Presented at the Annual Meeting ol the Association of Official Agricultural Chemists, held at Wash¬ 
ington, D. C., October 20-22, 1947. 
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distillates. After the thoriiun-oitrate titration procedure had been devel¬ 
oped by Willard and Winter (11), however, determination of the fluorine 
content of soil became mainly the problem of a complete transposition of 
that content into a distillate that could be titrated. 

The prefatory incineration and fixative treatment of soil charges for 
perchloric acid distillations was evolved mainly from studies conducted 
in the laboratory of the Association’s Referee on Soils and Liming 
Materials (6, 8), and after proof of the inadequacy of fusions with 
NatCOs—KiCOi and incinerations with magnesic materials—peroxide, 
carbonate, nitrate. Passage of a current of steam throughout the per¬ 
chloric acid digestion, as advocated by Macintire, Shaw, and Hardin for 
purge of liberated NHt (9), also was adopted. That technique served to 
eliminate bumping during distillation and diminished by half the time 
requisite for the complete expulsion of the fluorine from the HCIO 4 di- 
gestate. In a contribution based upon the findings in the Referee’s labora¬ 
tory, it was stated: “Prerequisites for the distUlation of entire fluorine 
content of soils are (a) preparatory fixation of the element and its conver¬ 
sion to compounds that undergo dissolution during digestion and yield 
the element to the distillates, (b) elimination of ‘volatiles’ that would pass 
into the distillates and vitiate their titration, (c) proper temperature con¬ 
trol, and absence of colloidal silica and the prevention of bumping during 
distillation” (7, p. 107). 

In the original directions (1), the prescribed ratio of soil charge to ad¬ 
mixed CaOs was 1 to 3. Fluorine-free peroxide was not always obtainable, 
however, and Clifford substituted Ca(OH)t in his directions for the fixa¬ 
tion of fluorine in the prefatory incineration of organic materials (2). In 
a subsequent presentation, the present senior author noted the alternative 
adopted by Clifford and prescribed, '‘Mix the charge intimately with 
either the peroxide or the hydroxide of calcium in a nickel or a platinum 
crucible. Incinerate thoroughly in an electric furnace below 500®C., and 
then ignite 30 minutes at 900C°.” (7, p. 108). 

It was assumed that the hydroxide would be as efficacious as the per¬ 
oxide in the prevention of fluorine escape during incineration of the soil 
charges and in the fixation of component fluorine in forms from which 
complete evolution would be effected by the HCIO 4 distillation. The pres¬ 
ent contribution stems from studies as to the admissibility of Ca(OH)* 
as a substitute for the prescribed CaO*, and as to appropriateness of cal¬ 
cination temperature above 500®C. 

PRESENT STUDIES 

When soils of known content of additive fluorine were subjected to the 
prefatory incineration with Ca(OH)j, in lieu of CaOj, then to 30-minute 
calcination at 900“C., and then to three successive 100-ml perchloric acid 
distillations, the recoveries of fluorine were only fractional and as little 
as 6 per cent of the quantity that had been incorporated as CaFj in pre- 
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Table 1. —Comjmruan of ihreo dUHUation procedures for recovery of fluorine from 
experimentally phoephated eoile that contained added fluorides, 
tvith and without limestone and dolomite 





fLuoims XS 00 VIBII 8 noil 1-ox. csabow 




UBTHODl* 

ICITBOD n** 

KITflOOtll* 

•on* 

HO. 

OfBIJJUb 

inOOVOlJLTIOltS 

fLuomixs 

[ 

tZMOLI DlfTlL- 

latios with 
HCIOiat 
136*C. 

DOUBUI DISTIL- 

LATIOM FBOM 

HCIO^AT 

1 166*A135*C. 

DXBICT OUTlli- 

LATION nOM 

H»SO«at165* 

AND HClOt 

AT 136*C. 

337 

None 

p-p.*. 

None 

p.o.ai. 

60 

p.p.». 

68 

p.p.«l. 

88 

338 

Rock phosphate^ 
Alone 

! 64 

62 

i 

133 

163 

339 

plus limestone 

64 

81 

109 

163 

423 

plus dolomite 

64 

124 

101 

150 

424 

plus MgCOt 

64 

120 

109 

150 

425 

TriCa phosphate^ 
Alone 

None 

58 

85 

94 

426 

plus CaFi 

1200 

79 

135 

1250 

427 

plus CaF*-fL.S. 

1200 

129 

170 

1265 

428 

plus CaFi-|-Dol. 

1200 

88 

168 

1288 

i 

429 i 

DiCa phosphate 
Alone 

None ! 

77 

1 

60 

110 

430 1 

plus CaFs 

1200 

82 

119 

1287 

431 

plus CaF,-hL.S. 

1200 

77 

118 

1265 

432 ; 

plus CaFf-fDol. 

1200 

71 

129 

1288 

! 

433 

Ca(PO,), 

Alone 

None 

73 

33 

103 

434 

plus CaFs 

1200 

113 

124 

1250 

435 

plus CaFs-hL.S. 

1200 

116 

101 

1254 

436 

plus CaFf-hDol. 

1200 

116 

1 

97 

1288 

437 

plus L.8. 

None 

55 

33 

103 

438 

plus L.8. 

None 

59 

34 

100 

439 1 

plus Dol. 

None 

81 

38 

100 


* Agcregati 

* Double diatilUtion with HC10« eoil at 1M*C. 4^iquot at 135®C. irom calcine aa in (a). ^ 

* From aulfurio acid dhitillation from •oil, without additive Ca(OH)t and with HiSO« and 

HC1Q« distillation of an aliquot. 

^ The 2-ton per acre inoorporationc of rock phosphate were made 10 years previously and they enriched 
thesoilby 64 p.p.m. of fluorine. 

* The other phsophated soils had been enriched with eight incorporations of CaFt that gave a 1200 
p.p.m. enrichment of fluorine in 10 years 


viouB years. The dependability of Ca(OH)i as a fixative agent for fluorine 
in the ashing of organics had been questioned by Cox, et al. (3), by Dahle 
(4), and by Clifford (2), who believed that “the danger of loss of fluo¬ 
rine , . . through ‘wetting’ by a fixative solution” could be eliminated 
through distillation with HtS 04 at I65'’C. and a HCIO 4 distillation of the 
evaporated distillate at 136®C., as proposed by Wichmann and Dahle (10). 
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Therefoie, the 2-acid distillation was tested as to the recovery of fluorine 
from 10-gm charges of unignited soil and 0.0120-gm and 0.0240-gm addi¬ 
tions of F as CaFj. The distillations with HtSOt were at 165®C. and the 
succeeding perchloric acid distillations of aliquots were at 135°C. This 


Tabu: 2. —The effectiveness of the direct double distillation of fluorine- 
fortified* soils of known history in lysimeter experiments 



OTiBiU 

INCOUOBATIOItl 


ILPOBINI AODITlONi AND AMALTTICAL BXOOriBltS 


•OIL 

MO. 

AOOBO 

LBACBBD 

BUmCAL 

rauND 

1 BXCOVSRT or 

BX8IDOAL rLOORlinB^ 

337 

None 

ttf. 

Ibi. 

ths. 

Iht. 

176 

lbs. 

pfrmt 

338 

Rock phosphate 
Alone 

128 

5 

123 

306 

130 

106 

339 

plus limestone 

128 

5 

123 

306 

130 

106 

423 

plus dolomite 

128 

6 

122 

300 

124 

102 

424 

plus MgCOi 

128 


121 

300 

124 

102 

425 

TriCa phosphate 
Alone 

None 

H 

■ - 

188 

■ 

_ 

426 

plus CaFi 

mm 

56 

2344 

2500 

2312 

99 

427 

plus CaF,4*L.S. 

BSB 

63 

2337 

2530 

2342 

100 

428 

plus CaFi-fDol. 

Bl 

64 

2336 

2576 

2388 

102 

429 

DiCa phosphate 
Alone 

None 

_ 


220 

_ 


430 

plus CaFj 

2400 

40 

2360 

2574 

2354 

100 

431 

plus CaFj-fL.vS. 

2400 

38 

2362 

2530 

2310 

98 

432 

plus CaFj-f Dol. 

2400 

41 

2359 

2576 

2356 

100 

433 

CaiPOih 

Alone 

None 

_ 


206 



434 

plus CaFj 

2400 

51 

2350 

2500 

2294 

98 

435 

plus CaFj-fL.S. 

2400 

35 

2365 

2508 

2302 

98 

436 

plus CaFj-f Dol. 

2400 

40 

2360 

2576 

2370 

100 

437 

plus L.S. 

None 

H 


206 


_ 

438 

plus L.S. 

None 


— 

200 

— 

— 

439 

plus Dol. 

None 

If 

— 

200 

— 

— 


* Throiigh 8 iscorporationa of CaFi that suppliod 2400 pounds of fluorine per 2.000,000 pounds of 

•oil. 

^From the quantities computed as differenoee between the amounts of fluorine incorporated and 
those found in the rain-water leaohings. 


procedure effected 100 per cent recoveries of the two fluorine additions. 

The comparisons were extended through the use of the four soils that 
had received rock phosphate at the 2-ton rate 10 years previously, and 12 
other soils that had been enriched in fluorine through 8 incorporations of 
CaFj during the 10 years. The data of Table 1 register low fluorine re¬ 
coveries from the 900®C. calcines of the mixtures of fluorine-onriehed 
soils and Ca(OH)j by means of the single and double perchloric distilla- 
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tions, in contrast to the higher recoveries obtained by H2SO4 and HCIO4 
distillations of the unignited soil. 

The recoveries by the HCIO4 distillations from the soils that contained 
rock phosphate were erratic, but all recoveries were much larger percent- 
agely than any recovery from the common input of CaFa that supplied 
more than 18 times the 64 p.p.m. enrichment that was supplied by the 
apatite of the single incorporation of rock phosphate. 

The procedure used in the direct distillation of fluorine from unignited 
soil was as follows: 

A charge of either 0.5 gm or 1 gm of 325*ine8h soil was distilled from 20 ml of 
fluorine-free H 4 SO 4 (1-fl) in a current of steam at 165®C., until a distillate of 
250 ml was obtained. A 25-ml aliquot of that distillate then was likewise distilled at 
135®C. with 15 ml of 60 per cent HCIO 4 that contained 0.2 gm of Ag 2 S 04 » to obtain a 
100 -ml distillate. The acidity of 20 ml of this distillate was determined by titra¬ 
tion with 0,05 N NaOH and the acidity of the remaining 80 ml was adjusted to 
contain the equivalent of 4 ml of 0.05 N HCIO 4 . This sodium-free 80-ml aliquot then 
was titrated with Th(NOi )4 ( 0.20 gm Th(NOi )4 * 41120 per liter] that had been stand¬ 
ardized against the double distillates obtained from known amounts of NaF, as pre¬ 
scribed. 


Table 3. — The effect of variance in proportion of Ca(OH)i in soil charge 
upon recovery of fluorine from coLcinee^ of a flagged eoil^ 


SOIL 

t ATIO Of BOIL TO 
Cs(OH)i ni CBABQB 

CALCIMiLTIOlf or CHARQB 

fLUORINR 

RBCOTRRT*’ 

TBlIf. 

DURATION 



•c. 

Minviu 

p.p.si. 

Alone 

None 

— 

None 

1 

1108 

With Ca(OH), 

1:0.5 

900 

30 

63 

With Ca(OH), 

1 : 2.0 

900 

30 

150 

With Ca(OH), 

1:7.0 

900 

30 

875 

With Ca(OH )2 

1:9.3 

900 


925 


* Of 0.5 gm. of aoil. 

" One that had received inoorporatione of quenched calcium ailicate slag 6 years previously. 
^ By double (UiSOi and UC10«) diaUllationa. 


The 2-acid distillation procedure then was checked further for accuracy 
and for reproducibility of results through the comparative analyses of a 
series of fluorine-enriched soils, records of which had been kept in a 10- 
year lysimeter experiment. Respective incidences of fluorine were com¬ 
puted as the differences of the amounts incorporated and the quantities 
found in the leachings per annum. In terms of pounds of fluorine per 
2,000,000 pounds of soil, and as percentage of the quantities computed to 
be residual from the incorporations of CaFj, the analytical values of Table 
2 demonstrate that fluorine content of soils is registered accurately by the 
direct distillation of unignited charges by HtS 04 and HCIO. in succession, 
at respective temperatures of lOS^C. and 135°C. 
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THE REASON FOR THE FRACTIONAL RECOVERIES BY THE Ha04 
DISTILLATES FROM THE CHARGES OF SOIL4-C»(OH), 

An explanation then was sought as to why the recoveries of fluorine 
obtained by the HCIO4 distillations from calcined charges of lime-plus* 
soil were far from complete, as shown in Table 1, although full recoveries 
of additive fluorine had been registered by the HCIO4 distillations of soils 


Table 4. —The effect of variance in the temperature, and in the duration, 
of calcination of soU+Ca(OH)i upon recovery of fluorine 
through double distillation* 



incinerated with CaO* and ignited at 900°C., as reported by Macintite 
and Hammond (8). It was assumed that the deficiency in recovery might 
be a question of (a) adequacy in the proportion of the fixative Ca(OH)i 
in the analjrtical charge and (b) the temperature and duration of the 
prefatory calcination. 

To test its adequacy, the hydroxide fixative was admixed with a soil of 
high fluorine content in the four proportions listed in Table 3, and the 
respective mixtures were calcined 30 minutes at 900°C. It is obvious that 
all of the resultant recoveries of fluorine were fractional and that disparity 
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between content and recovery became less as the proportion of Ca(OH)i 
per soil-charge was increased. But, even with a 1 to 9 ratio of soil to 
Ca(OH)s—^which is thrice the ratio of 1:3 that had proved adequate for 
additive CaOj—the maximal recovery of fluorine from the 900®C. cal¬ 
cines did not equal the one obtained by the direct H 1 SO 4 and HCIO 4 
distillation of the unignited soil. This disparity might be attributable to 
two factors, singly or jointly. The hydroxide may not have prevented the 
loss of fluorine during the prefatory incineration and calcination, or it may 
not have prevented the formation of those alumino combinations of fluo¬ 
rine that do not undergo dissolution and yield fluorine to the perchloric 
acid distillations. 

The volatility of CaFi at OOO^C., alone and in mixtures with quartz, 
was determined. When charges of 0.2 gm were heated alone 60 minutes at 
900®C. and then distilled with HCIO4 at 135°C., fluorine recovery was 
complete. But when identical charges of CaF* were mixed with pulverized 
quartz and the mixture heated 60 minutes at only 500°C., the recoveries 
were only 39 per cent, as shown in Table 4. When the heating of compan¬ 
ion charges at 500®C. was followed by 15-minute and 30-minute calci¬ 
nations at 900®C., there were further losses of fluorine, up to 50 per cent 
of content. Obviously, an adequate proportion of a protective additive, 
such as CaOi. or the hydroxide of calcium in much larger proportion, is 
essential to prevent volatilization of fluorine when an analytical charge of 
CaFj is heated to flOO^C. in contact with quartz. 

The near-recovery from the 900°C. calcine of soil with 9 parts Ca(OH)* 
serves to explain the disparities between full recoveries from the 500°C. 
calcines of the Ca(OH)*-fortified charges and the fractional recoveries 
from corresponding 900°C. calcines. 

An experimental soil of known history (No. 426 of Table 2) and a de¬ 
termined fluorine content of 1250 p.p.m. then was used in the four 500°C. 
heatings and those extended to 900°C., as detailed in Table 4. Each 1-gm 
charge of soil was impregnated with a slurry of calcium hydroxide that 
provided 0.3 gm of Ca(OH)j. Four of the slurried charges were dried and 
calcined at 500°C. for periods of 5, 15, 30, and 60 minutes, and then sub¬ 
jected to the HjS 04 and HCIO4 distillation. Four identical charges were 
heated 60 minutes at 500®C. with further respective heating periods of 
5,15,30, and 60 minutes at 900“C. The values registered by direct distilla¬ 
tion of the unheated charge and by the distillations of the 500°C. calcines 
can be rated as identical. In contrast, the additional heatings at 900°C. 
caused progressive diminution in fluorine recoveries with increased dura¬ 
tion, and even no recovery from the calcine that was subjected to the 60- 
minute experimental heating. Hence, when the 1 to 1 mixtures of soil and 
Ca(OH)j were calcined at 600®C. for periods between 5 and 60 minutes, 
the hydroxide proved adequate as a feative that allowed full release of 
component fluorine in the double distillations. 
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SUMMARY AND CONCLUSIONS 

A correlation of the earlier Referee studies with those now reported 
serves to establish the following conclusions. 

Fluorine present as apatite in the soil is recoverable far more readily 
than fluorine supplied by inputs of CaFj, when calcined charges of soil 
are subjected to distillation with either H2SO4 or HCIO4. 

The prefatory incineration and calcination of soil charge with CaOj, 
as now prescri^d in the Book of Methods, has been found adequate to 
prevent loss of fluorine from the analytical charge and to assure full re¬ 
lease of fluorine content by the prescribed perchloric acid distillation in a 
current of steam. Also, the further calcination at 900®C. was proved un¬ 
necessary, and even unadmissible. 

Used in the proportion of at least 10 parts to one part of soil, Ca(OH )2 
can be substituted for Ca 02 in calcination at 900°C., but such large propor¬ 
tion and high temperature are not advocated. 

The findings establish the adequacy of Ca(OH )2 as a fixative for the 
fluorine content of an equal weight of soil, when the calcination of the 
mixture is at 500®C. for a period so brief as 5 minutes. 

It is established also that full recovery of fluorine content of rock- 
derived soils is effected by direct H 2 SO 4 distillation of the charge of unig- 
nited soil at 165°C., with sequential HCIO 4 distillation and with titration 
against a thorium nitrate solution, standardized through identical double 
distillation, as prescribed in the foregoing procedure. 

Since it assures (a) full recovery of fluorine, (b) obviates the use of a 
fixative, (c) eliminates incineration and calcination, and (d) is more ex¬ 
peditious than the peroxide procedure, the direct distillation technique is 
deemed as meritorious and even preferable to the present accepted pro¬ 
cedure, which prescribes that a mixture of soil and Ca 02 be calcined at 
500°C., and further at 900®C., as prefatory to the distillation with HCIO 4 . 
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THE DETERMINATION OF TOTAL BORON IN PLANT 
MATERIAL WITH “CHROMOTROPE-B”* ! 

By Calvin M. Austin and J. S. McHargue, Kentucky Agricultural 
Experiment Station, Lexington, Kentucky 

The role of boron in living plants is being investigated in this laboratory. 
To facilitate this study a rapid method for the determination of boron 
was required. A search of the literature revealed only three types of meth¬ 
ods that might be applicable. These were examined critically. 

The electrometric titration of boric acid used by Wilcox (8), McCormick 
(3) and others which requires 5-25 gm. samples lacks the sensitivity re¬ 
quired. The Naftel procedure (6) was eliminated on the basis of previous 
work at this laboratory (4) and elsewhere (1). The quinalizarin method 
described in Methods of Analysis^ A.O.A.C. (6th Edition) is subject to 
several disadvantages. Particularly objectionable are the hazardous use 
of fuming sulfuric acid in the process and the diflSculty experienced in 
maintaining the critical sulfuric acid concentration. The above methods 
all require long ignitions at 450°C. or less. This is a serious disadvantage 
w hen a considerable number of samples are to be analyzed. 

The addition of a base is reported unnecessary by the above workers. 
Piper (7), however, describes tw'o different ignition procedures; in one 
sodium hydroxide is added to the sample and in the other calcium hy¬ 
droxide. Both procedures entail complicated manipulative detail and are 
time consuming and inconvenient. 

These disadvantages are reduced to a minimum in the method de¬ 
scribed. The ignition lasts for tw’o hours and is made at 600° C. w ith barium 
hydroxide added to the sample. The reagent, p-nitrobenzeneazo-1, 8- 
dihydroxynapthalene-3, 6-disulfonic acid (“Chromotrope-B”) is used as 
a 0.005 per cent solution in concentrated (95.5 per cent) sulfuric acid. 
Feigl (2) has recorded the use of the reagent for the detection of boron, 
but its use for the determination has not been previously reported. 

METHOD 

AFFARATUS 

Coleman Model 11 Universal spectrophotometer with 1 inch square cuvettes. In 
this determination no filter is used. 

10 ml automatic burette protected from atmospheric moisture with calcium 
chloride tubes. 

15 ml centrifuge tubes—pyrex glass tubes are satisfactory. 

125 ml flat bottom boiling flasks of '‘Corning^' Brand Alkali Resistant (boron 
free) glass. 

Platinum dishes. 

REAGENTS 

Acetic acid—70 per cent —Made by dilution of glacial acetic acid (Reagent 
grade). 

* The inveetiftation reported in thui paper is in connection with a project of the Kentucky Asriwiltural 
Experiment Station and is pubUsbed by permission of the Director. 

t Presented at the Annual Meeting of the Association of OiBctal Agricultural Chemists held at Washing¬ 
ton, D. C.. October 20-22. 1047. 
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ConeefUraied aulfune add (Reagent grade, 95.5 per cent H 1 SO 4 ).—^^Baker’e 
Analysed” acid has been used satisfactorily without analysis. 

Saturated solution of recrystalized barium hydroxide, 

A 0,006 per cent solution by weight of p^nitro-hensenazo^l, S^ihydroxynaphtha^ 
lene^S, S^dusilfonic acid {Eastman Organic Chemicals No, 44tl)^ **Chrofnotrope-B*^ in 
concentreUed sulfuric acid, 

PBEPARATION OP 8TANDAKD CURVE 

Dissolve 0.0930 g anhydrous NasB 407 in several hundred ml of 70% acetic acid. 
Add 100 g of recrystallized Ba(OH)i • 8 H 2 O and allow to dissolve. Dilute to one liter 
with 70% acetic acid. This solution contains 20 mmg of boron per ml. Dilute por¬ 
tions of this stock solution so that a series of standards containing 0 to 15 mmg of 
boron per ml is obtained. Treat one mi of each solution as described below and deter¬ 
mine per cent transmission at a convenient but reproducible temperature between 
20** and 30^0. Draw a concentration vs. transmission curve from these data. 


PROCEDURE 

Place a 0.2-0.5 g sample of plant tissue (air-dried and 60-mesh) in a platinum 
dish. Determine the moisture content on a separate sample by drying for four hours 
at lOO^’C. Add 5 ml of a saturated soln of barium hydroxide and place the dish in a 
cool muffle furnace. Raise the temperature to 600®C. and ignite for two hours. Re¬ 
move the dish from the furnace, cool, and add 5.0 ml of 70% acetic acid (10.0 ml may 
be necessary when large amounts of boron are present). Triturate with a rubber 
policeman and pour the suspension into a 15 ml centrifuge tube. After centrifuging 
transfer 1.0 ml of the clear supernatant liquid to a 125 ml flask (boron-free glass) 
and add 10.0 ml of the 0.005% solution of ”Chromotrope-B” in concentrated sul¬ 
furic acid. Mix and allow the soln at least 30 min. for color development and for 
cooling to the same temperature used in preparing the standard curve. Using | inch 
square cuvettes, determine the per cent transmission at 620 mu against a reference 
soln prepared similarly but with 1 ml of 70% acetic acid instead, of the boron soln. 
(Contrary to the usual practice no filter is used while making transmission readings.) 
Determine micrograms of boron in the aliquot from the standard curve and calcu¬ 
late total boron in the sample by the equation: 


p.p.m. boron«> 
(dry basis) 


ml acetic acid added to ash X micrograms boron found/ml 
oven dry weight of sample 


Duplicate analyses can be easily completed in about three hours. 


EXPERIMENTAL 

Interfering Elements and Ions: 

Tests were made on 28 cations and 21 anions for interference with the 
reaction. A small quantity (five to 10 milligrams) of a compound of the 
ion to be tested was added to the boron solution on the spot plate and the 
reagent added. Silver, lead, and strontium interfered somewhat with 
color development. With smaller amounts of these ions no interference 
could be detected. Several organic anions interfered by modification of the 
boron ‘‘Chromotrope-B” color, but as such ions are absent after ignition 
this is not significant. The inorganic anions NOb, NOi, CrjO?, and Se 04 
interfere with the test by reacting with the reagent to form a red compound. 
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Fluorides prevent color development by forming the stable fluoboric acid 
or boron fluoride. No ion tested gave a false positive test. 

Effect of Drying Procedure on Boron Recovery: 

A sample of wild cherry leaves was collected, finely shredded, and well 
mixed. Random samples were taken from the main sample and treated 
as shown in Table 1. Analytical results are based on total dry matter. 


Table 1. —Boron recovery ae infitionced by pre-iynition drying 


THATiairT 

BOMntfomp 

(DBTBASn) 

■BOOTIBT 

Air dried, 48 hours 

22.9 

1 

ptremt 

100.0 

Air dried, 48 hours then dried 3 hrs. at 100®C. 

21.2 

92.6 

Dried 70® for 24 hours 

19.9 

86.9 

Dried 4 hours (to constant weight) at 100®C. 

19.8 

86.5 


Effect of Variations in Temperature of Ignition and in Base Added: 

The procedure was the same as that described previously except that 
the ignition temperature and the base added were varied. Results obtained 
are shown in Table 2. The time of ignition was two hours. 


Table 2. —Effect of varying ignition temperature and base added on boron recovered 
from the synthetic sample (97.S p.p.m. of boron) as anhydrous NotB^i 


lOmnON TSMPBKATUU 

■ABB AODBO 

BOBON VOUlfD 

500®C. (placed in cool furnace) 

None 

P.P.BI. 

11 

500®C. (placed in cool furnace) 

Ba(OH)t (said, soln) 

92.0 

500®C. (placed in cool furnace) 

K,COi (soUd) 

89.0 

600®C. (placed in cool furnace) 

K,CO, (20% soln) 

49.0 

500®C. (placed in cool furnace) 

CaCOi (solid) 

69.0 

600®C. (placed in cool furnace) 

Ba(OH)i (said, soln) 

92.7 

760®C. (placed in cool furnace) 

Ba(OH)t (satd. soln) 

89.5 

900®C. (placed in cool furnace) 

Ba(OH)t (satd. soln) 

82.7 

4(X)®C. (placed in cool furnace) 

Ba(OH)t (satd. soln) 

87.8 

600®C. (placed in cool furnace) 

Ba(OH), (soUd) 

89.8 

600®C. (placed in hot furnace) 

Ba(OH)a (satd. soln) 

84.1 


Similar results were obtained with kelp and bean seed samples. The 
hipest result obtained was considered the most accurate, and in each 
case this was obtained uith the 600° ignition. 

There is some loss of boron on ignition of the sample. This is minimized 
in the recommended procedure. For example, the sample of kelp had been 
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previously analyzed by the quinalizarin method and the boron content 
reported as 270 p.p.m. (5). This result is 14 per cent lower than the 314.5 
p.p.m. of boron foimd by the method herein described. 

Small variations in temperature of the solutions when reading per cent 
transmission are inconsequential. Variations of as much as 1 per cent in 
the concentration of the sulfuric acid do not affect results. 

RESULTS 

The results of anlyases of several plant samples and a synthetic sample 
containing 97.2 p.p.m. of boron as anhydrous NajBiOr are shown in Table 
3. A number of analyses were run on each sample. The average deviation 
of a single observation indicates the precision of the method. 


Table 3. —Results of Analyses 


6A¥PLI 

BOBON 

ADDBO 

NOMBBB 

oroBTim- 

MIMATIONB 

MBAN 

BOBON 

rOUNB 

AVERAOB 

OBVIATION 

or SINOLB 

OBSBRVATION 

BBOOVBRT 




p.p.m. 

p.p.w. 

percent 

Synthetic 

97.2 

9 

92.7 

1 .1 


Bean Seed 


6 

21.8 

.4 


White Pine Needles (N) 




1.1 


White Pine Needles (D) 



1 42.6 

1.1 


Wild Cherry Leaves (1) 



17.1 

.2 


Wild Cherry Leaves (2) 


3 

22.9 

.4 


Kelp 


6 

314.5 

2.8 



The color does not strictly obey Beer’s law. It is, however, reproducible 
with different batches of the reagent solution. The standard curve is 
shown in Figure 1. The concentration versus per cent transmission curve 
for the quinalizarin method is also shown for comparative purposes. 

SUMMARY 

A method for the determination of boron in plant materials is pro¬ 
posed based on the colored complex or ester of boric acid and "Chromo- 
trope-B” (p-nitrobenzeneazo-1, 8-dihydroxynapthalene-3, 6-disulfonic 
acid). 

Oxidizing agents, nitrates, nitrites, and fluorides interfere with the re¬ 
action. 

The method of drying the sample has been shown to have a significant 
effect on the amount of boron recovered. 

The ignition of the sample is carried out at 600®C. after the addition 
of barium hydroxide. It is essential that the sample be placed in a cool 
furnace and the temperature then raised to 60(FC. 

Several plant samples as well as a synthetic sample have been analyzed 
by the method. In the synthetic sample, recovery was 96.4 per cent. 
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MICROGRAMS OF BORON/ML 

Fia. 1.—ConceDtration vs. per cent transmission for 
chromotrope-B and quinalizarin 


The authors wish to express their appreciation to Dr. L. K. Wood of 
this Department for his helpful suggestions and criticisms in the prepara¬ 
tion of this manuscript. 
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NOTES ON THE DISTILLATION OF AMMONIA IN THE 
KJELDAHL DETERMINATION. A NEW 
CONNECTING BULB* 

By C. 0. WiLUTS, H. J. John, and L. R. Rosa (Eastern Regional 
Research Laboratory, f Philadelphia 18, Pennsylvania) 

In a study to modify the Kjeldahl method for nitrogen so that it would 
be suitable for all t 3 rpes of nitrogenous organic compounds, inconsistent 
“blank” values were obtained even when the same reagents were used. 
Since the nitrogen “blank” values should be constant for any set of rea¬ 
gents, this inconsistency could be accounted for only by assuming that 
droplets of the alkaline reaction mixture were entrained in the vapors and 
carried through the Kjeldahl connecting bulb. The same difficulty was 
experienced with several commonly used connecting bulbs which have 
either been described in the literature (1,3,4,) or listed as catalc^e items. 
This “distillation” of nonvolatile alkali had been recognized previously 
by Davisson (1) and by Lovecy (4). The variation of the “blank” depends 
upon the efficiency of the bulb in removing droplets of entrained alkali 
from the vapor stream and upon the concentration of the droplets in the 
vapor caused by the reagent or by the rate of distillation. The blank, there¬ 
fore, becomes a possibly serious source of error in the Kjeldahl method 
for the determination of nitrogen. Obviously, with a varying blank, the 
selection of the correct blank becomes impossible. It does not necessarily 
follow that reproducible blank values are correct, since the conditions of 
the distillation of the samples and blank may be different. To eliminate 
this nonvolatile alkali error and still permit complete recovery of am¬ 
monia, a new connecting bulb has been designed, and has been used 
satisfactorily during the past year as part of a 24-unit Kjeldahl apparatus 
in which a lai^e number of nitrogen determinations were made. 

Description of bvJb .—The new connecting bulb (Fig. 1) is unique in 
that it has two wire screens, which serve as condensers to form water 
films at the beginning of the distillation, as plates to support the condensed 
water, and as diffusors of the distilled vapors. 

The application of the countercurrent extraction principle to Kjeldahl 
connecting bulbs is not new. Davisson (1) made use of this principle, but 
his bulb failed in that it did not start to scrub the vapors until sufficient 
distillate had collected in the bulb to cover the holes in the small inner 
bulb. During this time any droplets that occurred in the vapor were free 
to be carried through the bulb by the vapor stream. Lovecy (4) also made 
use of this principle, but unless the distillation rate was kept slow the 
scrubbing action was not effective and the condensate was carried over 
into the receiver. 

* Prwented at the Annual Meeting of the Aasoeiation of Official Agricultural Cbemiste. held at Waih- 
ington, D. C., October 20-22, 1047. 

t One of the Laboretoriee of the Bureau of Agricultural and Industrial Chemietry, Agricultural Re- 
searoh Administration, United States Department of Agriculture, 
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The experimental connecting bulb scrubs all the vapors passing through 
it, since a water film forms on the wire screen plates the instant water 
vapor reaches them, and these films are maintained throughout the dis¬ 
tillation. In passing through the layer of water condensate built up on the 
upper screen plate, the vapors carry water into the bulb vapor trap. The 
amount of condensate carried into the bulb seldom exceeds 35 ml., even 
with long distillation times. 

The condensate in the bulb is maintained above pH 7 by the nonvola¬ 
tile alkali scrubbed from the vapor, and it is kept at or near the boiling 
point by the passing steam. Under these conditions, no ammonia should 
be retained in the condensate in the connecting bulb. That no ammonia 
was retained was confirmed by collecting the bulb condensate at the end 
of a nitrogen determination and testing it with Nessler’s reagent. 

A comparison was made of four of the commonly used Kjeldahl con¬ 
necting bulbs with the experimental bulb. The Lovecy bulb was not con¬ 
sidered in these tests because of its fragile structure and because of the 
care that must be exercised in controlling the necessarily slow distillation 
rate. 

The distillation mixture consisted of 100 ml of 50 per cent sodium hy¬ 
droxide, which had been boiled to remove any ammonia, 250 ml of water 
and 10 grams of mossy zinc. Two hundred milliliters of distillate were 
collected in receivers containing 50 ml of 0.0100 N hydrochloric acid at 
the rate of 100 ml in 30 minutes for the slow distillation and 200 ml in 
30 minutes for the rapid distillation. This test mixture, which is similar 
to that used by Davisson, produces a heavy spray rich in nonvolatile 
alkali. The results are given in Table 1. 

The zinc was responsible for the large amounts of sodium hydroxide in 
the vapor, since when no zinc was used in the distillation mixture, the 
amount of sodium hydroxide carried over was small and nearly inde¬ 
pendent of the type of bulb used. The form of the zinc was also an impor¬ 
tant factor, since mossy zinc caused almost twice as much sodium hy¬ 
droxide to be carried over as did an equal weight of 20-me8h zinc. 

In these tests, those bulbs which did not provide for scrubbing the dis¬ 
tilled vapors (the Hopkins, Iowa State and the Kjeldahl) passed the 
largest amount of sodium hydroxide. The poorest duplicate check results 
were obtained with the bulbs which passed the most sodium hydroxide. 
Of the nonscrubbing-type connecting bulbs the Hopkins bulb allowed 
the greatest amount of sodium hydroxide to pass and the Kjeldahl bulb 
the least. Much less nonvolatile alkali passed through the two scrubbing- 
type bulbs. The experimental bulb was more than three times as effective 
as the Davisson and more than thirteen times as effective as the best non¬ 
scrubbing type. These data indicate that bulbs having only baffles are 
ineffective, and when used, the conditions of the distillation must be con¬ 
trolled to give a minimum amount of droplets in the vapor stream. Only 
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those bulbs which scrab the vapors will perform satisfactorily independent 
of the distillation conditions. 

Using the Davisson scrubber, the best of the common connecting bulbs, 
as shown by the preceding experiment, the blank values obtained under 
ordinary Kjeldahi conditions ranged from a low of 0.2 ml to a high of 0.6 
ml of 0.1 hydrochloric acid. The experimental connecting bulb under 


Table 1. —ComparUon of varioun types of Kjeldahi connecting bulbs for 
removal of entrained nonvolatile alkali 


BVU 

OUTILLATtOH Of 200 ML. PIB 30 MIN. 

DIBTILLiTIOM Of 100 
ML PBB 30 MIN. 

WITH M0B8T EtNC 

WITB 20-mibb unc 

WITBOUT BINC 

WITH M088T EIMC 

Scrubber Type 





Experimental bulb 

1.82* 

1.30 

1.33 

1.40* 


1.89 

1.12 

1.06 

j 1.68 


Ave. 1.9 

Ave. 1.2 

Ave. 1.2 

Ave. 1.5 

Davisson bulb 

5.69 

3.00* 

1.57* 

2.79 

! 

6.45 

2.60 

1.72 

3.67 


Ave. 6.1 

Ave. 2.8 

Ave. 1.7 

Ave. 3.2 

Nonscrubber Type 


1 



Kjeldahi bulb 

23.02 

2.16 i 


19.4 


26.92 

1.36 


24.0 


Ave. 24.9 

Ave. 1.8 


Ave. 21.7 

Iowa State bulb 

56.96 

91.14 

1.67 

77.0 


69.93 

36.89 

1.83 

61.0 


Ave. 63.5 

Ave. 64 

Ave. 1.8 

Ave. 69.0 

Hopkins bulb 

152.0 

164.0 


64.0 


161.0 

187.0 


210.0 


Ave. 156 

Ave. 176 


Ave. 137 


* Aniount of nonvolAtile alkali carriod to the receiver exprcNsed an miUilitera of 0 01 S HCl 


the same conditions gave a blank value of 0.0 to 0.04 ml of 0.1 N hydro¬ 
chloric acid. 

An attempt was made to evaluate the two parts of the new bulb, the 
screen plates and the bulb trap, but it was found that the values obtained 
by independent measurements of each part were of little significance and 
that the bulb could be considered only as a whole. The bulb was especially 
useful as an antifoam trap. In this respect it was far superior to the other 
bulbs tested. 

The rate at which ammonia w’as distilled into the receiver was deter¬ 
mined by preparing several Kjeldahi flasks, all containing the same 
amounts of reagents and sample. After digestion, alkali was added, and 
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the ammonia distilled into boric acid. The rate of distillation, 200 ml per 
30 minutes, was the same for all flasks. The receiving flasks were then 
withdrawn at different time intervals, beginning at minutes from the 
start of boiling. The results are given in Table 2. At the rate of 200 ml 
per 30 minutes, essentially all the nitrogen as ammonia was distilled duiv 
ing the first 22.5 minutes, and a prolonged distillation did not yield ap¬ 
preciably higher values. 


Table 2. —Rate of diatiUation of ammonia from KjeldaU digestion mixtures 


DISTILLATION TIHB 

(min.) 

▼oLma msTiujBD 

ML. (APPBOX.) 

NITBOOBN FOUND, PSB CBNT 

PXII CBNT or TOTAL 
(tbbobt) NTTBOOBN 
DIBTILIJBD 

7.5 

50 


[7.96 

7.93 

[ Ave. 7.94 

95.9 

15.0 

100 


[8.19 

8.12 

[Avc. 8.16 

98.6 

22.5 

150 

1 

1 

[8.25 

8.26 

[Ave. 8.26 

99.8 

30.0 

200 


[8.26 

8.31 

[Ave. 8.29 

100.1 

37.6 

250 


[8.25 

'8.23 

[Ave. 8.24 

99.5 


Tests were also made to determine whether any ammonia was lost 
during the initial heating period by being carried through the trapping 
liquid in the large bubbles of the displaced air. Using distilled water and 
indicator, we demonstrated that no ammonia was carried by the displaced 
air, since the indicator did not change color until condensed water vapor 
had reached the receiver. Loss of ammonia by this cause is therefore 
improbable. 

Although the new bulb made it possible to measure accurately the ni¬ 
trogen blank of the reagents, it did not account for the slightly low ni¬ 
trogen values obtained on analysis of pure nitrogenous compounds. This 
loss could be accounted for only by assuming that all the ammonia was 
not being caught by the trapping liquid. In an attempt to eliminate this 
source of error, a Goessman trap (2) was used on the receiver. Results of 
analyses of S-benzyl thiuronium chloride with the new coimecting bulb, 
with and without the Goessman trap, are given in Table 3. The Goessman 
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trap caused an inciease of 0.6 per cent of the total nitrogen found when 
boric acid was the trapping liquid and 0.7 per cent when 0.1 JV hydro¬ 
chloric acid was used. Results most closely approximating the theoretical 
were obtained when boric acid was used. 

Of the many mixed indicators proposed in the past few years, a mixture 
of methyl red and methylene blue is often used in Kjeldahl nitrogen titra¬ 
tions. This indicator has been used in many proportions of methyl red to 
methylene blue, but 4 parts of methyl red to 1 part of methylene blue, 
with a final concentration of methyl red of 0.1 per cent wt./vol. in 95% 
alcohol was the most satisfactory with boric acid. Under these conditions 


Tabi.B 3. —Nitrogen analyeit of S-beneyt thiuronium chloride* by 
the Kjeldahl method with a new connecting btdb 



ammonium hydroxide is titrated aith the mineral acid, usually hydro¬ 
chloric. The grey, neutral color of this mixed indicator coincides exactly 
with the stoichiometric end point (pH 4.7). A 4% boric acid solution, 
however, is acid to the above mixed indicator, and a correction must be 
made for this in the determination. By the use of the proposed connecting 
bulb, or by observing the necessary precautions with reagents suitable for 
Kjeldahl nitrogen analysis, the alkali distilled in the blank is not sufficient 
to neutralize the boric acid. The acidity of the boric acid of the blank may 
be neutralized by back titration with a standard base, but a standard 
base tends to nullify most of the advantages of boric acid as the trapping 
liquid. The standard base can be omitted if the color of the indicator in 
the partially neutralized boric acid of the blank is taken as the end¬ 
point color. It will be found that this slightly acid shade of the indicator 
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(pH 4.2) is easily matched, and in the analysis of a sample the titration 
will be carried through indicator color changes from green to grey to 
li^t piuple (end point shade). The grey shade serves as a warning of the 
approach to the end point. By taking the sample titration to the same 
investor color as that developed in the blank, no blank correction need 
be used in the calculation, since this procedure automatically corrects 
for the reagent nitrogen and the boric acid acidity. 

SUMMARY 

Some of the sources of errors which occur during distillation in the 
Kjeldahl method for determination of nitrogen have been pointed out. 
Chief among these is the carry-over of nonvolatile alkali from the alkaline 
distilling mixture to the trapping liquid in the receiver. By the use of a 
new connecting bulb, the carry-over of non-volatile alkali is greatly re¬ 
duced, practically eliminating this source of error. A titration technique 
is proposed with the mixed indicator, methyl red-methylene blue, which 
eliminates the standard base and simultaneously corrects for any base 
from the reagents as well as for the acidity of the boric acid. 

LITERATURE CITED 

(1) Davisson, B. S., Ind. Eng. Chem., 11, 465 (1919). 

(2) Gobssuan, C. I., Mass. Agric. Expt. Sts. Bulletin 54 (1898). 

(3) Hopkins, C. G., J. Am. Chem. Soc., 18, 227 (1896). 

(4) Lovect, a., J. Soc. Chem. Ind., 65, 224 (1946). 


ADDITION OF SELENIUM TO WET-ASH PROCEDURIC 
FOR THE DETERMINATION OF MERCURY 
IN APPLE PEEL* 

By Frieda M. Kunze (Division of Pharmacology, Food and Drug 
Administration, Federal Security Agency, 

Washington, D. C.) 

The method reported by Laug and Nelson' for the determination of 
mercury in biological material was investigated for its adaptability to 
the mercury analyses of apples sprayed with phenyl mercuric ammonium 
lactate. It was found that the recovery of mercury added to animal diet, 
tissues, or excreta in an order of 0.2 p.p.m. could be effected with ease 
and accuracy, but that the recovery of much larger quantities of mercury 
added to apple peel or pulp was uniformly poor. Complete recovery of 
mercury could be obtained, however, if the mercury was added to the 


* PreMutod at the Annual Meeting of The Aasociation of Official Agricultural Chemiete, held at Waah- 
ington. D. Cm October 20-22,1947. 

^ Laug, E. P., and Nelioii, K. W., This Journal, XZV, 400 (1942). 
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acid apple digest subsequent to the wet-ashing procedure, indicating that 
in the instances of low recoveries the mercury was either complexed during 
the oxidation procedure or that it was lost through volatilization. Analy¬ 
sis of the acid contained in a trap fitted to a Friedrichs extraction con¬ 
denser showed that no loss of mercury occurred by refluxing if the oxi¬ 
dizing mixture was added cautiously during the violent frothing period. 
To minimize the diluting effect, wet apple peel was dried overnight on a 
flat plate in an oven under forced draft at 50“C. This step increased the 
eflScacy of the oxidizing mixture, but appreciable loss of mercury occurred 
by volatilization during the drying. 

An adaptation of Hubbard’s method* * essentially a sulfuric-nitric di¬ 
gestion followed by KMn 04 , was rejected because of a variable mercury 
blank due, no doubt, to impure KMn 04 . Cognizance of the use of selenium 
as a catalyst in nitrogen determinations and of the fixative properties of 
mercuric oxide in selenium determinations* prompted an investigation of 
its use here. Selenium was added either as the metallic powder or as an 
aqueous solution of sodium selenite. Both effected quantitative recovery 
of mercury from apple peel. 

PREPARATION OF SAMPLE 

The modifications in the ashing method of Laug and Nelson are detailed 
below. In every other respect the procedure is unchanged. 

RBAOENTS 

(1) Metallic selenium or sodium selenite^ reagent grade. 

(2) NaOHj ^0% Wax.s .—Prepare a stock supply and store in a paraffin- 
lined bottle. 

(3) Superoxol. —Hydrogen Peroxide, 30%, c.p. 

(4) All other reagents listed by Laug and Nelson. 

Transfer 50 grams wet apple pt^el to the distilling flasks; add co. 0.1 gram metal¬ 
lic selenium or an equivalent amount of sodium selenite and shake until the selenium 
is well equalized throughout the sample. Over an interval of 5-10 min., add cau¬ 
tiously, through the drip funnel, 15 ml of concentrated sulfuric acid and 5 ml of con¬ 
centrated nitric acid. (An initial 3:1 sulfuric nitric ratio reduces frothing and de¬ 
creases the reflux time. Considerable variation will be found in the amount of acid 
necessary to complete digestion. Usually 50 grams of wet apple peel require 20 ml 
of sulfuric and 30-40 ml of nitric acid.) Whenever charring occurs add small amount 
of nitric acid. As the frothing abates, increase the heat and reflux at full flame for 
about 2J hours or until the soln is clear; cool; add 10 ml HsO*; reflux for another half 
hour. Since relatively large amounts of acid and small amounts of mercury are in¬ 
volved and in order to prevent oxidation of dithizone during the extraction pro¬ 
cedure, neutralize the acid digest with 50% NaOH to a pH of 1 to 1.5, or use 
an aliquot containing no more than 2.5 ml of HtSOi. (Over-neutralization will result 
in mercury loss.) Proceed with the determination of Hg as outlined by Laug and 
Nelson.* 

* Cholak, J.. and Hubbard. D.. Ind. Eng. Chtm., Anal. Ed., 12,768-771 (1940); Hubbard, D.. Ind. Eng. 
Cham., Anal. Ed., 18, 149 (1946). 

* Unpublished experiments. Food Division, Food and Drug Administration, Federal Security Agency. 

« Klein, A. K., Thta Journal, XXVI, 347 (1943). 
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Acid digestion will not destroy completely the wax present in the sample. Filter 
through glass wool and make up to suitable volume (100-200 ml). The sample or 
aliquot to be analysed must be cooled before extraction to prevent precipitation of 
Se by NHiOH ■ HCl. A rust-red color which sometimes appears in the stem of the 
funnel, however, docs not interfere with mercury determination. 

DISCUSSION 

The neutralization procedure introduces a small blank. After the in¬ 
soluble matter in the NaOH solution had settled, however, this blank 
became constant. For instance, 50 ml of 50% sodium hydroxide contrib¬ 
uted 0.85 microgram of mercury. 

There is evidence that selenium exerts a fixative action on mercury; 
therefore, a study was undertaken to determine the feasibility of a Kjel- 
dahl digestion procedure. Under carefully controlled conditions fairly good 
recoveries were obtained from apple peel, but the same procedure applied 
to rat diet and beef liver yielded low results. The time and care required 
and the questionable reproducibility invalidates the open Kjeldahl di¬ 
gestion. 

RESULTS 

Table 1 shows the recoveries obtained when the apple peel was ashed 
by three different methods. The addition of selenium to sulfuric-nitric 
oxidizing mixtures effected quantitative recovery without contributing to 
the blank. Neutralization of the ash with 50% NaOH adds an analytical 
blank. 

The author wishes to thank Edwin P. Laug, Alfred K. Klein, and Hugo 
J. Wichmann, Food and Drug Administration, for their suggestions and 
comments. 


SEPARATION OF THE SATURATED STRAIGHT-CHAIN 
FATTY ACIDS Cj, TO C,,* 


By L. L. Ramset and W. I. Patterson (Food Division,! Food and 
Drug Administration, Federal Security Agency, Washington 25, D. C.) 


For analysis of fats, the fatty acids are usually separated by the frac¬ 
tional distillation of their methyl or ethyl esters, and apparatus is availa¬ 
ble for separating less than a gram of the mixed esters (1). Low' temperature 
crystallization is also being used more frequently for fatty acid purifica¬ 
tion and separation, but this technique is not readily adapted to micro 
quantities. Both distillation and crystallization are either time consuming 
or else require special apparatus. In a search for a more reliable and 
simpler procedure for small quantities of fatty acids the technique termed 
“partition chromatography” (2) was investigated. The relatively easy 


* PreMQted ftt the Annual Meetinf of the Aaeoolation of Official Agricultural Chcmiota, held at Wash' 
ington, D. C., October 20-22, 1947. 
t W. B. White, Chief. 
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quantitative separation of the fatty acids with less than 11 carbon atoms 
by partition chromatography (3) suggested that the same principle might 
apply to the higher fatty acids. Earlier use of adsorption chromatography 
for complete separation of these fatty acids was not too promising, al¬ 
though the separation of the higher acids, including palmitic from myris- 
tic, was achieved (4). 

Whereas water was used as the immobile solvent for the lower acids 
(5), the low solubility of the higher acids in water precluded its use in a 
partition system for their separation. Nitromethane had already been 
used as the immobile solvent, with n-hexane as the mobile solvent, for 
the separation of some isomers of hexachlorocyclohexane ( 6 ), but these 
solvents were not suitable for separating the higher fatty acids. Methanol 
and 2,2,4-trimethylpentane were an acceptable combination for the acids 
through capric (3), but again were unsuitable for the higher acids. 

In the further search for a suitable pair of immiscible solvents for 
separating the higher fatty acids, preliminary experiments indicated that 
furfural, furfuryl alcohol, tetrahydrofurfuryl alcohol, or / 8 -hydroxyethyl 
pyridine as the immobile solvent, with 2,2,4-trimethylpentane or n-hexane 
as the mobile solvent, would separate lauric from palmitic acid, but 
would not separate palmitic from stearic acid completely. Finally, a mix¬ 
ture of furfuryl alcohol and 2 -aminopyridine as the immobile solvent, 
with n-hexane as the other solvent, gave a satisfactory separation of 
palmitic and stearic acids, and a mixture of the even-numbered acids 
CijrCis. 

The synthetic acids containing an odd number of carbon atoms from 
Cii through Ci 9 were also tested on this column and found to separate in 
a manner similar to that of the even-numbered acids. When the Ci® acid 
(stearic) was mixed with the Ci» acid (nonadecanoic) in equal amount, 
separation was only partial; however, the first portion of the percolate con¬ 
taining ca i of the eluted acids was pure C 19 within the limits of detection. 
Suitable refractionation of the remaining eluate results in recovery of 
more of the pure C 19 acid, and also of part of the Cu acid. Tims a single 
passage through the column is capable of completely separating from each 
other, wdthin the limits of detection, only the even-numbered members 
of the series C 12 -C 18 , and only the odd-numbered members of the series 
C11--C19. The purity of the separated acids is rather difficult to establish, 
since by the usual criteria of purity even 1 per cent of a homolog, present 
as an impurity in one of these acids, is difficult to detect. 

The identification of each acid may be made tentatively by measuring 
its threshold volume as w'as described in an earlier paper, for the Cs to Cio 
acids (3), This tentative identification may be confirmed by a melting 
point determination or by ascertaining the chromatographic homogeneity 
of a mixture of the unknown with an approximately equal amount of an 
authentic sample of the suspected acid. 

With the weakly basic 2 -aminopyridine as an essential part of this 
solvent system, an equilibrium of the free fatty acids with their 2 -amino- 
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pyridine salts is probable, and this may contribute to the success of the 
method. However, the solvent properties of the 2-aminopyridine also seem 
to be an important factor, since experiments with a series of aqueous 
buffers as the immobile phase, and n-hexane as the mobile one, gave no 
separation at all. Attempts to determine whether it is the free acids or 
their 2-aminopyridine salts that are actually separated led to inconclusive 
results. 

Whereas bromocresol green was used as an indicator for the Cg to Cio 
acids, in the presence of the basic 2 -aminop 3 Tidine an indicator will not 
change color with the relatively minor amounts of acid going through. 
Even in the separation of lauric from palmitic acid with no 2-amino- 
pyridine present, the indicators previously used (3, 5) showed no appre¬ 
ciable change in color in the presence of small quantities of the acids above 
lauric. Thus the separation of these higher acids, as now carried out, is 
followed by the collection of a series of percolate fractions and the 
measured titration of each. 

The purity of the solvents, 2-arainopyridine and furfuryl alcohol, does 
not seem to affect the separation of the fatty acids, as technical and puri¬ 
fied material gave the same threshold volume, recovery, and other be¬ 
havior. 

With columns of the size employed, the optimum working range of the 
method is from about 5 mg to 20 mg of each acid, the lower limit being 
defined by the sensitivity of the titration rather than by the sensitivity 
of the separation. 

The saturated straight-chain fatty acids below hendecanoic (Cu) do 
not interfere with the separation of the Cu-Cig straight-chain members 
of the series. Tlie naturally-occurring unsaturated fatty acids, such as 
oleic, do interfere and must be removed by suitable means before the 
method can be applied to llie acids of a hydrolyzed fat. 

BfBTHOD 

APPARATCS 

(1) Chromatographic tutu's. 

(a) Tube 27 mm O. D. X200 mm long prepared from Pyrex tubing, or from Pyrex 
test tubes by sealing into the bottom of each a piece of glass tubing 6 mm O. D. X25 
mm long. 

(b) Any other suitable container, 

(2) Suitable pressure source, such a.s compressed air or a cylinder of nitrogen; and a 
moans of keeping the pressure constant, such as a column of mercury or a dia¬ 
phragm typ<* pressure regulator. 


REAGENTS 

(1) Silicic acid.^ 

(2) Furfuryl alcohol — iS^minopyridine solvent :—Dissolve sufficient sodium hy¬ 
droxide in furfuryl alcohol to make it strongly alkaline, and distil. Dissolve 50 g of 
2-aminopyridine in 50 g of purified furfuryl alcohol. 


» MnlHnokrodt'R 8.L. grade precipitated powder was used in this work 

* Purification of ihume solvents is included in order to remove any acidic materials which might be 
preaent. 
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(3) n-Hexan^ $ol»efU :—If not free of acid, wesh with alkaH, dry, and distil. To 
ca. one 1 of n-hexane add 25 ml of the furfuryl alcohol-aminopyridine solvent, shake 
vigorously, allow to separate, draw off the furfuryl alcohol-aminopyridine layer, 
and reserve it for saturating a future batch of n-hexane. 

(4) Phenolphthakin 9 oln :—Dissolve 1 g of phenolphthalein in 100 ml of absolute 
alcohol and neutralize with sodium ethylate. 

(6) Sodium eihylaie^ standard 0,02 N soln .—Prepare this soln by the usual pro¬ 
cedure using aldehyde-free absolute alcohol. 

(6) Sodium hydroxide, standard 0,02 N soln, 

(7) Ethyl alcohol, 70% v/v:—Dilute 700 ml of 95% alcohol to 950 ml. Neutralize 
just before use with the 0.02 N NaOH. 

(8) Ether, A,C,S, 

(9) Sulfuric acid, ca N, 

(10) Hendecanoic, lauric, iridecanoic, myristic, pentadecanoic, palmitic, margaric, 
stearic, and nonadecanoic acids. 


PROCEDURS 

(1) Preparation of the chromatographic column and determination of the optimum 
ratio of furfuryl alcohol-^tminopyridine solvent to the silicic add: 

To 20 g of silicic acid in a mortar, add 10 ml of the furfuryl alcohol-aminopyridine 
solvent and mix well with a pestle. Add ca 65 ml of the n-hexane solvent and make 
a slurry. Place a very small cotton plug firmly in the neck of the constriction at the 
bottom of the chromatographic tube and clamp the tube in an upright position. Pour 
the slurry into the tube, preferably by transferring from the mortar to a 100 ml 
beaker and pouring from the beaker into the tube; connect the top of the tube to a 
suitable pressure source thru the gas pressure regulator; and apply 2-5 pounds of 
pressure. During the packing down process, tap the tube from time to time to aid 
in obtaining a smooth, level surface. Observe whether the gel packs down quite 
firmly without cracking or drying out, and whether the flow rate is convenient—in 
the range 3-5 ml per minute. If the flow rate greatly exceeds 5 ml per minute and/or 
the gel fails to pack down firmly without cracking or drying out, it is possible that too 
much furfuryl alcohol-aminopyridine (immobile) solvent has been used. On the other 
hand if the flow rate is extremely slow (less than 2 ml per minute), the silicic acid 
probably has a greater capacity for the immobile solvent. Accordingly, increase or 
decrease by ca 2 ml the amount of the immobile solvent to be added to another 20 g 
portion of silicic acid, and prepare another column as above. Observe its behavior. 
Proceed in this manner until the optimum ratio of furfuryl alcohol-aminopyridine 
solvent to silicic acid (i,e,, the ratio which produces a column that packs down firmly 
without cracking or drying out, and with a convenient flow rate) has been found. If 
a column prepared with the optimum ratio of immobile solvent to silicic acid begins 
to crack or dry out because the pressure was left on too long in the packing down 
process, remove the gel from the tube, slurry again with the hexane, retransfer to the 
tube, and repack. 

(2) Testing the silicic acid for its suitability and standardisation of the chromato¬ 
graphic column: 

Pipet onto a column, prepared as in (1) above, 2 ml of a standard solution of lau¬ 
ric, myristic, palmitic, and stearic acids’ in hexane containing about 10 mg of each 


* flinoe the odd- and eTen-numbered oarbon adds are ordinarily not found together, and since a single 
passage through the column will not completely separate a mixture of contiguous fatty acids, the staM- 
ardiiation is made with a mixture of the acids with either an even or an odd number of carbon atoms. For 
brevity the procedure is given only for the even-numbered acids. 
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Mid« Place a graduated cylinder under the column to collect the percolate, and al« 
low the solvent to sink into the gel under pressure. At the instant all the solution 
has sunk into the gel, release the pressure, and add 1 ml of hexane. Renew the pres¬ 
sure until this wash solvent has sunk into the gel, and repeat the washing again us¬ 
ing 1 ml of hexane. Fill up the tube with solvent and renew the pressure. (A separa¬ 
tory funnel or other suitable container may be fitted into the chromatographic tube 
to serve as a reservoir for the solvent.) 

After 30 ml of solvent has percolated through the column, begin to collect 2 ml 
fractions in a 6 ml graduated cylinder. When the first 2 ml fraction has been col¬ 
lected, transfer it immediately to an Erlenmeyer flask and titrate with the 0.02 N 
sodium ethylate using phenolphthalein as the indicator. Add the second fraction to 
the first in the Erlenmeyer flask and again titrate; continue adding successive frac¬ 
tions to this flask, titrating each time, until a titration is obtained greater than the 
preceding one by several hundredths of a ml The cumulative volume just before 
this fraction is the threshold volume for stearic acid. Continue titrating and record¬ 
ing both the cumulative volumes and titrations, until the volume of alkali decreases 
to ca 0.1 ml for a 2 ml fraction. Now transfer each 2 ml fraction to flask 2 until only 
0.05 ml or less of alkali is required. (Another flask is used in order to obtain sensitiv¬ 
ity of titration for these small amounts of acid.) Combine flasks 1 and 2 and label 
**Btearic acid.*’ 

At this stage begin collecting, in flask 3, 5 ml fractions and titrate each as before; 
continue to titrate each fraction until only ca 0.05 ml is required. Transfer the next 
fraction to flask 4 and continue as before until only ca 0.02 ml of alkali is required. 
Combine the percolates in flask 3 and 4 and label ^'palmitic acid.” 

Continue collecting and titrating 5 ml portions of percolate as for palmitic acid, 
first in flask 5 and then in flask 6. Combine the material in flasks 5 and 6 and label 
“myristic acid.” At this point collect, in flask 7, 10 ml portions until the titration 
becomes 0.02 ml or less. Label flask 7 ”lauric acid.” 

From the record of volumes collected ascertain the threshold volume for each 
of the other three fatty acids. These threshold volumes constitute the standardiza¬ 
tion of the column. 

Using the above procedure, run through the process, omitting the addition of 
the acids to the column, in order to obtain the blank. Correct the titrations of the 4 
acids for the blank and calculate the approximate amount of each acid recovered 
based on the titration.^ 

For more accurate results, distil off the solvent from the sodium salts of the four 
acids, dissolve each of the salts in ca 20 ml of water, and transfer to individual sepa¬ 
ratory funnels with a small amount of water. Acidify each of the solutions with 2 ml 
of the ca N HsSOi and extract successively with 25 and 10 ml portions of ether, 
drawing off and combining the ether extracts for each acid in another separatory 
funnel. Wash each of the combined ether extracts once with ca 5 ml of water and 
pour the ether solution through a small folded filter into a 125 ml Erlenmeyer flask. 
Wash the funnel and filter paper with three 10 ml portions of ether. Evaporate the 
ether on the steam bath, dissolve the acid in neutral 70% alcohol, using heat if 
necessary to effect solution, and titrate with the standard 0.02 N NaOH, using 
phenolphthalein as indicator. From the titration in each case, calculate the amount 
of acid present. 

Consider the silicic acid suitable if, upon following the above procedure, the re¬ 
coveries of the added acids are in the range 9(1<*100%. 


«The titration of a fatty aoid in hazana in tha praaanaa of 2-aininopyridina, uaing phanolphthalain as 
tha indioator, is almost quantitativa. tha rasults baing only a tiiSa hish; nut tha total titration of a sarias 
of oumulativa fraotions as raquirad oy tha mathod lands to high and somawhat non>raproduoibla rasults 
avan whan tha titrations ara oorraotad for a blank. 
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(3) DeterminaHan and idenHfieaHm: 

Determine the acids in an unknown exactly as described above in the stand* 
ardization and suitability procedure. 

Compare the threshold volumes of the unknown acids with those of the known 
acids and make a tentative identification of the acids. 

To confirm the tentative identification proceed as follows: (a) Where at least 10 
mg of the acid is available, crystallize the acid from hexane in a 15 ml centrifuge tube 
(or small test tube) by cooling to ca minus 10*’C. Isolate the acid either by centri* 
fuging at that temperature, washing, and drying in the centrifuge tube; or by 
filtering with suction at ca minus lO^C. on a small filter. Determine the melting 
point, (b) With the smaller amounts proceed as follows: Pipet 1 ml of a hexane solu* 
tion containing 5 to 10 mg of the unknown acid onto a freshly prepared column. 
Pipet an approximately equal amount of the authentic acid dissolved in ca 1 ml of 
hexane onto the column; gently swirl to mix; and proceed to develop the chromato¬ 
gram. If only one band is obtained, i.e,, if all the acid elutes in the same volume of 
solvent required in the standardization process to elute the authentic acid, the ten¬ 
tative identification is confirmed. 

EXPERIMENTAL RESULTS AND DISCUSSION 

Table 1 shows the recoveries of the fatty acids with an even number of 

Table 1. —Recoveries and threshold volumes of lauric^ myristic, palmitic^ 
and stearic adds when present in admixture 


ACID 

AODIO 

fOITKD 

EIOOYMIIT 

THMSBOLO 

mum 

fUMM 


m 

fBf (enf 

wd 


Mixture A 


Stearic 

10 

10.0 

100 

68 



9.3 

93 

66 

Palmitic 

10 

9.7 

97 

106 



9.8 

98 

102 

Myristic 

10 

9.7 

97 

170 



9.7 

97 

165 

Laurie 

10 

9.4 

94 

275 



10.0 

100 

280 


Mixture B 


Stearic 

10 

9.3 

Palmitic 

20 

18.8 

Myristic 

5 

5.5 

Laurie 

a 

3.1 



carbon atoms when present in admixture in the range 3 to 20 mg. each. 
Two different mixtures were analyzed, one of them in duplicate. As can 
be seen, recoveries are generally within 6 or 7 per cent. No corrections 
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have been made for homologs found (as later described) as impurities in 
the acids used, but in no case would the results in this table be appreciably 
affected by such impurities. Table 1 also shows the threshold volumes ob¬ 
tained in each experiment for each acid. The threshold volume of an acid 
is not appreciably affected by the quantity of acid, within the working 
range of the method. 

Table 2 shows the recoveries of the fatty acids with an odd number of 
carbon atoms when such acids are present in admixture. As can be readily 
seen from the data the recoveries are of about the same degree of precision 
as those of the even-numbered acids. 


Table 2. —Recoveries and threshold volumes of hendeeanoic,tridecanoic, penladecanoic, 
margarie, and nonadeeanoic acids when present in admixture 


ACID 

ADDCO 

fODNO 

moofUT 

THRCSBOLO 

fOLuia 

MIM 

ng 

ng 

per Mnf 

ml 


Mixture A 


Nonadeeanoic 

10 

9.4 


54 

Margarie 

10 

9.4 


80 

Pentadccanoic 

10 

10.0 

100 

121 

Tridecanoic 

10 

9.5 


220 

Hcndecanoic 

10 

9.3 


370 


Mixture B 


Nonadeeanoic 

20 

18.8 

94 

54 

Margarie 

20 

19.7 

98 

82 

Penladecanoic 

20 

19.4 

97 

121 

Tridecanoic 

20 

19.1 

95 

215 

Hendecanoie 

20 

18.9 

94 

360 


The melting points of the separated acids (Table 3) were determined on 
a Fisher-Johns melting point apparatus. A more precise melting point 
was unnecessary to distinguish between adjacent acids with an even num¬ 
ber of carbon atoms, or between adjacent acids with an odd number of 
carbon atoms, after each had been separated from its homologs by passage 
through the column and recrystallized once. 

An experiment was performed to determine the probable degree of con¬ 
tamination of the even-numbered acids with their even-numbered homo¬ 
logs after separation by the proposed method. Refractionation of the 
separated acids was not feasible because of the difficulty of measuring the 
small amounts of acid involved. For each of the four even-numbered acids, 
the threshold volume and the volume of eluate required to elute 98-100 
per cent of each acid (10 mg. quantity) were determined on the same 
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Table 3. —Melting points of the aeide after chromatographic eeparaiion of admixtures 
of 20 mg each followed by recryetcMixation from hexane, compared 
with melting points from literature (7) 


Aom 

if.Pn*o. (7) 

ic.Pn * e. povifp 

Admixture of acids corUaining an even number of carbon atoms 

Stearic 

69.6 

68-69 

Palmitic 

63.1 

61-63 

Myristic 

53.9 

52-53 

Lauric 

44.2 

41-42 

Admixture of acids containing an odd number of carbon atoms 

Nonadecanoic 

68.6 

67-68 

Margaric 

61.3 

59-61 

Pentadecyclic 

52.3 

51-52 

Tridecylic 

41.5 

40-41 

Hendecanoic 

29.3 

i 

23-26* 

1 


* Satiafaotory reofystaUiiation of this acid (20 mg) waa difficult. 


coliunn, a single acid being placed on the column and then completely 
eluted before the next was added. After all four acids had been passed 
through the column, the threshold volume for stearic acid was checked to 
determine whether the column had changed; this threshold volume was 
found to remain the same. The results are tabulated in Table 4. Based 
on the data in Table 4 it appears that the separations are at least 98 
per cent complete in all cases, and probably better than that in the case 
of lauric and myristic acid and in the case of m}n*istic and palmitic acid. 

Table 4.—Fraction containing the even-numbered fatty adds 


Aom 

mCTlON OOMTAlllllfa 

M~100% or Tn acid* 

Nsm 

ml 

Stearic 

68-98 

Palmitic 

100-145 

Myristic 

160-225 

Lauric 

275-390 


* First 6gure of o fraction it the threshold Tolumo. 


An experiment was conducted to determine the sensitivity of the 
method in detecting the even-numbered homologs of an even-numbered 
add added to such acid as impurities. Using a 40 mg. sample and a single 
fractionation, 5 per cent of added homolog could be detected; with a 
larger sample and suitable refractionation, about 0.6 per cent could be 
detected. 
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The even>nuinbered fatty acids used in this work were examined by the 
proposed method to determine their purity. The results are tabulated in 
Table 5. A weighed quantity of the fatty acid in the range 200 to 300 mg. 
was dissolved in 5 to 10 ml of hexane and transferred to the standard 
20 g column. The fraction beginning after about 50 ml of solvent had 
passed through the column and including a small part of the main band 
(6 to 10%) was collected and designated as fraction 1. (This fraction was 
not collected for stearic acid.) The middle portion of the main band was 
collected as fraction 2 and discarded. Beginning 5 to 10 ml before the 
next lower homolog should begin to elute, fraction 3 was collected and 
collection was continued until no more acid would elute. Fraction 1 con¬ 
taining a small amount of the main band and the higher homologs, if any, 
was refractionated on a fresh column. The higher homologs, if any, were 

Table 6. —Method applied to the eeen^utnbered acids used in 
this work to determine their purity 
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on the steam bath until the concentration was about 5 mg per ml, the 
concentration being accurately determined on an aliquot by titration. A 
refractionation of 50 mg of this purified acid (solution concentrated to 
about 3 ml before addition to the column) showed that no nonadecanoic 
acid was present. Since the nonadecanoic acid is almost completely eluted 
before the margaric acid begins to come through near the 80 ml point, 
beginning the collection of the “pure” fraction at 88 ml in the purification 
process above gives about an 8 ml fraction as a maigin of safety. 

In the case of tridecanoic acid ca 100 mg of the acid dissolved in about 
5 ml of hexane was placed on a standard 20 g column and the fraction 
205-275 ml (containing ca 60 mg acid) collected, the forerun and tailings 
being discarded. The fractionation of each 100 mg batch of acid was made 
on a fresh column, a total of 4 columns being used to produce about 200 
mg of tridecanoic acid free of lauric acid. The hexane solution of the 
tridecanoic acid was washed, dried, filtered, and concentrated as above for 


Table 6. —Threshold volumes of the even-numbered fatty acids with different mobile 
solvents and with S-aminopyridine-furfuryl alcohol as the immobile solvent 


ACID 

MOBILI SOLYINT. ML 

HBZANB 

- 

CTCLOHXXANS 

2.2,4>TBnnTBTLPBMTANB 

Stearic 

68 

62 

102 

Palmitic 

106 

80 


Myristic 

170 

128 

295 

Lauric 

275 

220 

530 


margaric acid. A refractionation of 50 mg of the purified acid indicated 
that not more than a trace of lauric acid was present; 98 per cent of the 
acid was eluted in the fraction 215-280 ml. 

The nonadecanoic acid contained no homologous acids, but did have 
ca 40 per cent of non-acidic impurities. This acid was also purified chro- 
matographically before use in a procedure similar to the above. 

Certain other solvent combinations in which the threshold volume of 
stearic acid is higher may be useful for separating still higher fatty acids, 
assuming that their threshold volumes will be less than those of the acids 
with fewer carbon atoms. As the threshold volume increases, the width of 
the band containing a given acid also increases; thus the completeness of 
separation of two acids may be just as good with relatively low threshold 
volumes as it is with higher ones. Table 6 affords a comparison of the 
threshold volumes of the even-numbered acids Cw-Cis using three differ¬ 
ent mobile solvents with the same immobile solvent. It was also found 
that the separations with cyclohexane were of about the same order of 
completeness as with hexane or 2,2,4-trimethylpentane. 

It was found that the threshold volumes for palmitic acid shown in 
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Table 6 are in line with its distribution coefficients in the various solvent 
systems, one member of which was always a mixture of 2-aminopyridine 
and furfuryl alcohol. The distribution coefficients were determined as fol¬ 
lows: 

The 2-aminopyridine-furfuryl alcohol solvent was prepared by dissolving suf¬ 
ficient 2-aminopyridine in furfuryl alcohol to double the volume of the furfuryl 
alcohol taken. The cyclohexane and 2,2,4-trimethylpentane were pure grade re¬ 
agents and were used directly without redistilling. The solvents were saturated 
with each other and 25 ml of each solvent were pipetted into a separatory funnel. 
One hundred mg of palmitic acid were added and the funnel shaken vigorously for 
several minutes. After the phases separated the lower layer was drained off and dis¬ 
carded. A 20 ml aliquot of the upper, or hydrocarbon, layer was pipetted into a 
beaker and the hydrocarbon boiled off on a steam bath. The residue was dissolved 
in neutral 70% alcohol and titrated with 0.02 N NaOH using phenolphthalein as 
the indicator. From the titration the amount of palmitic acid present in the hydro¬ 
carbon layer was calculated, and the amount of acid present in the 2-aminopyridine- 
furfuryl alcohol layer obtained by difference. The distribution coefficient in the re¬ 
sults below is defined as the ratio of the quantity of palmitic acid in the 2-aminopyri¬ 
dine-furfuryl alcohol to the quantity of the acid in the hydrocarbon. For the solvent 
system with hexane the distribution coefficient of palmitic acid was found to be 5.6; 
with cyclohexane, 3.7; and with 2,2,4-trimethylpcntane, 8.3. 

The threshold volume of a fatty acid is also affected by the particular 
silicic acid used, probably by its adsorptive capacity, which varies some¬ 
what from one batch of silicic acid to another. For example, with one 
batch of silicic prepared in the laboratory according to a recommended 
procedure, (8) the threshold volume of stearic acid on a standard column 
was 96 ml and that of palmitic acid was 150 ml. (See Table 1 above for the 
threshold volumes of these acids using a commercial silicic acid as the 
column medium.) 

2-AMINOPYRIDINE STEARATE 

When stoichiometric amounts of 2-aminopyridine and stearic acid were 
dissolved in each of three solvents, alcohol, ether, and furfuryl alcohol, 
and then set aside to crystallize, the crystals obtained in each case were 
found to be stearic acid. WTien stearic acid was mixed with a large excess 
of 2-aminopyridine in alcohol (2 parts of aminopyridine to 1 part of 
alcohol, by weight), somewhat impure 2-aminopyridine stearate precipi¬ 
tated. The crude product was purified by recrystallization from n-hexane. 
However, 2-aminopyridine stearate is best prepared by dissolving stoichio¬ 
metric amounts of the acid and base in hot hexane and allowing the salt 
to crystallize. The detailed preparation follows: 

Stearic acid, 2.85 g, and 2-aminopyridine, 0.94 g, were dissolved in ca 90 ml of 
hexane by heating on the steam bath. A few mg of decolorizing carbon were added 
and the solution gently boiled ca 5 minutes. The solution was filtered, reheated on 
the steam bath, and set aside to crystallize at room temperature. The fine needle¬ 
like crystals were filtered on a Bfichner funnel, washed with two small portions 
of hexane, and dried. The neutral equivalent of the salt was determined by dissolv- 
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iiig 378.6 mg in 70% alcohol and titrating against 0.1 N NaOH using phenolphtha- 
lein as the indicator. The neutral equivalent was found to be 377; theory is 378.6. 
The product melted at 62-64®C. 

The salt, 2-aininopyridine stearate, can be separated into its component 
parts by dissolving it in hexane and washing the hexane solution 4 or 5 
times with water. The stearic acid remains in the hexane while the 
2-aminop3rridine goes into the aqueous phase. One millimol of the 2*amino- 
P3rridine stearate (378.6 mg) was dissolved in 50 ml of hexane and the 
solution washed with four 25 ml portions of water. The wash water por¬ 
tions were combined and titrated against 0.1 HCl using bromocresol 
green as the indicator; 9.5 ml of 0.1 iV HCl were required, whereas 10 ml 
is the calculated amount. 


SUMMARY 

A method, based on partition chromatography, is presented for the 
separation of the straight-chain saturated fatty acids Cu-Ci®. The sepa¬ 
ration of the even-numbered acids from each other and of the odd-num¬ 
bered members from each other is fairly complete in a single fractionation 
and recoveries of added acids are essentially quantitative. 

The fatty acids are separated on a column of silicic acid using a mixture 
of furfuryl alcohol and 2-aminopyridine as the immobile solvent, and 
n-hexane as the mobile solvent. The separation is followed by titration of 
percolate fractions of suitable volume with standard sodium ethylate, and 
the separated acids are determined by titration in 70 per cent alcohol with 
standard sodium hydroxide. Each acid is tentatively identified by its 
threshold volume, and the identification is confirmed either by a melting 
point determination or by adding an approximately equal amount of an 
authentic sample of the suspected acid to the unknown and testing the 
chromatographic homogeneity of the mixture on a fresh column. 
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BOOK REVIEWS 


Tha Chemistry of Orctnio Compoimde--*A Year’s Course in Organic Chemistry. 

By James Bbtant Conakt and Albert Habold Blatt. Third edition, x+665 

pages. The Macmillan Co., 60 Fifth Ave., New York, N. Y., 1947. Price t5.00. 

The regulatory chemist’s need for a general up-to-date knowledge of the basic 
principles of organic chemistry is becoming almost a necessity, with the multitude 
of new synthetic drugs and food adjuncts. Without this elementary knowledge of 
the recent developments in organic chemistry, it is more difficult for the control 
chemist to develop or apply analytical procedures suitable for effective enforcement 
of food and drug laws. On the other hand, the average control chemist does not have 
time for the details and more involved theories of organic chemistry. An elementary 
treatment of the subject such as this third edition of “The Chemistry of Organic 
Compounds” is perhaps a desirable answer. Even though the book is planned as an 
elementary text, Conant and Blatt have succeeded in describing and illustrating 
organic chemical principles in a simple, easily readable style which tends to hold the 
reader’s interest. 

With examples, accompanied by some discussion, the authors illustrate the sig¬ 
nificance of certain physico-chemical principles in organic reactions. This recogni¬ 
tion of the role which certain thermodynamic principles play in organic reactions 
is a noteworthy step in the treatment of elementary organic chemistry, as it tends 
to put previous statement of fact upon a logical and, to some extent, predictable 
basis. 

Industrial products from petroleum, polymerization mechanisms, and the chap¬ 
ter on “Certain Biochemical Processes” are subjects in the book deserving specific 
mention. Some of the newer antimalarials and other drugs are also described. The 
few errors which were noted are of the obvious typographical kind. This book is to 
be recommended to those who desire an up-to-date presentation of organic chem¬ 
istry. 

W. 1. Patterson 


Cottonseed and Cottonseed Products, edited by Alton E. Bailet. Interscience 

Publishers, Inc., New York, 905 pp. Price $17.50. 

This book on the chemistry and technology of the cottonseed industry contains 
chapters written by the editor and twenty-four collaborating authors. While the 
various chapters are grouped into sections, mention will be made only of the specific 
chapters. The authors have presented their subject matter in such a well organized 
manner that there is a minimum of duplication and over-lapping in the various 
chapters. 

The first chapter of 50 pages on the “History of Cotton and the U. 8. Cottonseed 
Industry,” by Maurice R. Cooper, gives a historical background and outlines the 
development of the various phases of the cottonseed industry. Cottonseed process¬ 
ing, production, and consumption in the important cotton-producing nations are 
discussed in 50 pages by Charles E. Lund. The chapter of II pages by John Leahy 
on the “Structure of the Cottonseed” is enhanced by numerous photographs of the 
structural characteristics and of the microscopic sections of the cottonseed. In 39 
pages, W. H. Thorp covers “Cottonseed Composition—Relation to Variety, Ma¬ 
turity, and Environment of the Plant,” which includes numerous tables of data on 
composition of cottonseed and its different parts. “Biological Processes of the Cot¬ 
tonseed,” 55 pages, by Aaron M. Altschul, will be of special interest and benefit in 
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connectiaii with eottoxuwed storage^ which is more specifically discussed under 
^'Handling and Storage ot Cottonseed/* 20 pages, by 0. H. Alderks. The cSapter of 
150 pages on ^'Pigments of Cottonseed*’ by Charlotte H. Boatner, seems rather 
lengthy, although it will be of immense value to the scientist or student specialising 
in this field. 

The material under ’’Cottonseed Oil,” 44 pages, by the editor, Alton E. Bailey, 
is impressive for its completeness and relative conciseness. Thomas D. Fontaine’s 
chapter, 56 pages, on ’’Cottonseed Proteins” deals with chemical and physical prop- 
erti^; and ^ose proteins constituting the primary commercial value of cottonseed 
meal and cake are treated from the standpoint of their nutritional significance under 
’’Cottonseed as a Source of Animal Feedstuffs,” 42 pages, by Fred Hale and Carl M. 
Lyman. Under ’’Miscellaneous Constituents,” by F. G. Dollear and K. S. Markley, 
there are 27 pages on chemical properties and physical characteristics of linters, hulls, 
and kernels. The portion on sampling under ’’Grading and Evaluation of Cotton¬ 
seed,” 30 pages, by Guy S. Meloy, should be of special interest to the chemist. The 
material on sampling, methods of analysis, and collaborative check work is also of 
unusual interest under ’’Grading and Evaluation of Cottonseed Oil, Cake, and Meal,” 
23 pages, by E. R. Barrow. Another chapter of 12 pages by Guy S. Meloy, covers 
’’Grading of Cotton Linters.” The details of the technology of cottonseed processing 
are well presented in the following chapters: ’’Mechanical Pretreatment of the 
Seed,” 21 pages, by A. Cecil Wamble; ’’Cooking of Meats and Recovery of the Oil,” 
30 pa^s, by O. H. Alderks; and ’’Economics of Cottonseed Crushing,” 37 pages, by 
John F. Moloney. 

A chapter on ’’Processing of Cottonseed Oil,” 40 pages, by Edward M. James, 
is followed by one on ’’Edible Cottonseed Oil Products,” 29 pages, by Howard C. 
Black, which covers particularly well the various types of shortening for specific 
bakery uses. Another chapter of nutritional importance deals with the role of fat in 
human nutrition under ’’Nutrition Aspects of Cottonseed Oil Utilization,” 48 pages, 
by Harry J. Deuel, Jr. Information is furnished on the relatively small proportion 
of cottonseed oil entering the non-edible field, under ”Non-edible Cottonseed Oil 
Products,” 13 pages, by 0. H. Wurster, W. J, Govan, Jr., and G. J. Stockmann. A few 
pages are devoted to ’’Miscellaneous Products from Seed and Meal,” by A. E. 
Bailey, which include some information on cottonseed flour and its use. The two 
remaining chapters are on ’’Cottonseed Hulls,” 20 pages, by John W. Dunning, and 
’’Cotton Linters,” 11 pages, by Peter Van Wyck. 

’’Cottonseed and Cottonseed Products” encompasses a wide variety of subjects 
pertaining to the cottonseed industry. It is very readable and well illustrated, and 
the typography is good. Although some sections will be more useful than others, the 
reviewer recommends this book to anyone engaged in the cottonseed industry. 

V. E. Munsby 
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Edward Monroe Bailey, 1879-1948 




EDWARD MONROE BAILEY 


PJdward Monroe Bailey died at his home in New Haven, Connecticut, on April 
13, 1948, after an illness of several months. He was horn at New London, Con¬ 
necticut, on August 27, 1879, the son of Edward Monroe and Louise Maria ('Hagan) 
Bailey. His father moved to a farm at Higganum, Connecticut, when he was a few 
months old, and it was here that Bailey grew up, attending local schools and 
graduating from the Middletown High School in 1898. It was never characteristic 
of Monroe Bailey to talk about himself and he revealed none of the details of his 
earlier lif<‘ to his associates. Mrs. Bailey is responsible for one incident of interest: a 
friend off(‘r(*d to pay his expenses at Wesl(‘yan University if he would agree to be- 
coiTK* a minister, but he declined. 

After a short interlude as a country school teacher he entered the Sheffield 
Sci(‘ntific School of Val(‘ University and graduated in 1902. Immediately after his 
graduation (July 1902) he cann* to work at the Connecticut Agricultural Experi¬ 
ment Station as an assistant chemist and remained continuously at the Station 
then^afttu* until his retirement on October 1, 1945, a total of 43 years. In 1918 he 
was appointed acting head of the Department of Analytical C'hemistry in the ab¬ 
sence of J. P. Str(‘et, th(‘n in military service; tin* following year Mr. Street resigned 
and Bailey received the p(‘rmanent appointment as chemist in (*harge that he held 
for the ensuing 20 yt*ars. 

While working at tlu‘ Station Bailey continued his advanced studies at Yale, 
r(‘<‘eiving tin* master’s <i<*gr<‘e in 1905 and the doctorate in 1910. His work under the 
la((* Lafayette Mendel on the conijiosition of the banana was published in a series 
of article's in the Journal of the American Chemical Soci(*ty and the Journal of 
Biological Che mist ry. 

He was married to Myrtle Mix Studley of New Haven on June 11, 1900. One 
son, Irving Monroe*, was born em August 13, 1914, anel is ne)w living in Hartfejrel. 
There is alse) a young granddaughter, Beverley. 

Bailey’s ])ublished papers cove*red a varie*ty of investigations into the ch(*mistry 
and analysis of fe)e)ds and elrugs: the studies on the banana previously nie*ntie)ne'd, 
the* analysis of nejodles, the determination of vanillin, coumarin, anel acetanilid in 
vanilla extract, the dete'ction of sulphite's in meat, the dete*rminalion of starch in 
meat, tests for the* anthraepiinone drugs and a study of the* carbohydrate's and en¬ 
zyme's ol the se»y bean. He acquired a very extensive knowledge of the compositiem 
of ce)mmon anel unce>mme>n femds, and it was under his direction that the Con- 
ne'cticui Agricultural 10xpe*riment Station undertemk thei analyse's of nearly all the 
fe)e)els on the*, market that, were frequ(*ntly reprexlucenl in diabetic manuals before 
the adve'ut of insulin. He* was ivsponsible for the comjnlations of analyses of foods 
that appeare'd in .several editions of Joslin’s ‘'Treatment of l)iabete'.s Mellitus.” 

It was i)rol)ably a combination of this familiarity with the composition of foe»els 
with his reputation for good judgment that was re'sponsible for his appeuntment to 
t wei peisitions that he he'ld for many j'ears. In 1924 he was appointed by the A.().A.C\ 
as a member of the “Committc'e to Cooperate with Other Committees on Food Defi¬ 
nitions,” and from that date he .served on the old Food Standards Committee until 
1940, when the new U.S. Food Drug, and (-osmetic Act authorized the promulga¬ 
tion of standards that were no longer purely advisory. He probably would have* 
been appointed to the new Standards C\)mmittee also had his health permitted. In 
1930 he was appointed a member of the Council on Pharmacy and C’hemistry of 
the American Medical Association and continued to serve until 1938. When this 
Council set up a Committee on Foods in 1931 he was an original member and 


remaiBcd on the committee when it became a separate Council in 1936, resigning 
in 1938. 

Almost from the first day he went to work for the Experiment Station Bailey 
took an active part in the work of the A.O.A.C. At the first meeting he attended— 
in 1904—^he was appointed Associate Referee on Fruit Products, and the following 
year he presented a report on the determination of water in dried fruits. At various 
times he held refereeships on dairy products (1913), tea (1918-1919), cacao products 
(1924 and 1926) and coffee (1932-1933) and associate refereeships on cocoa and cocoa 
products (1906), the cryoscopic examination of milk (1921), alcohol in drugs (1928) 
and colorimetric methods for vitamins (1929). He was a member of Subcommittees 
B and C, and served as Chairman of the Committee on Recommendations of Ref¬ 
erees continuously from 1926 to 1934. He was a member of the Executive Committee 
in 1923-1924, 1926-1928 and 1931, and was vice president of the Association in 
1929 and President in 1930. 

The fourth and fifth editions of the **Book of Methods^' were prepared under his 
editorial direction; he was delighted when the Association showed its appreciation 
of the quality of these two compilations by presenting him with a silver service. 

As chairman of the Committee to Confer with the American Public Health 
Association on Standard Methods of Milk Analysis from 1932 and 1943 he was 
responsible for the chemical section of several editions of that manual of the A.P.H. A, 

His Connecticut duties included responsil)ility for administration of the feed 
and fertilizer laws. The laboratory under his direction not only made the usual 
chemical analyses of feeds but determined the ingredients microscopically and as¬ 
sayed vitamin D supplements by animal feeding. When the Association of American 
Feed Control Officials was organiz(»d he took an active part in this association as 
well as in the A.O.A.C., and in 1934 he served as its president. 

This recital of Bailey^s scientific accomplishments and the positions he held 
leaves out the most important qualities of the man himself. What will most be 
remembered about him by those who worked under him can be expressed in one 
simple word—his ^^goodness.’* I have never met a person who had one ill word to 
say about him. He did not tolerate slipshod chemical w^ork or mental dishonesty in 
his subordinates, but he had a never failing friendliness and helpfulness. When the 
present writer was in the hospital for a serious operation some years ago there was 
never a day that Bailey did not drop by to see him. This kindliness and his excellent 
judgment were his outstanding characteristics. His knowledge of the chemistry 
and analysis of foods was encyclopedic, and this was united with a critical faculty 
in interpreting analytic evidence that was almost intuitive. In his field he will have 
few equals and no superiors; his personal character will always be an inspiration to 
those of us who knew him. 


Harry J. Fisher 
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REPOET ON VITAMINS 

By CtenmoB D. Toux (Food and Drug Admioistration, Fed^al 
Security Agency, Washingtcm 25, D. C.)> R^eree 

ViUmi/n A .—^The Associate Referee made no report. 

Fttaffitn Si .—^The recommendation of the Associate Referee, which 
reads as follows, is approved. That the thiochrome method for thiamine 
be made oiBBicial, first action. 

Vitamin St .—^The recommendations of the Associate Referee, which 
read as follows, are approved: 

(1) That further work be conducted on the fluorometric method that 
was the subject of this year’s study. 

(2) That further consideration be given to improvements that may be 
made in the present microbiological method. 

Vitamin C, —^The Associate Referee made no report. 

Ftfatimn D. {Poultry). —^The Associate Referee made no report. 

Nicotinic Adds. —^The Associate Referee made no report. 

Pantothenic Add. —The Associate Referee made no report. 

Fdic Add. —^The recommendation of the Associate Referee, which reads 
as follows, is approved: That the findings in this investigation of folic acid 
indicate the need for further study. 

Carotene. —^The recommendations of the Associate Referee, which read 
as follows, are approved: 

(1) That the collaborative procedure for determination of carotene be 
further studied, with different samples of alfalfa meal, as well as otixer 
types of food and feed materials. 

(2) That the collaboralive procedure as outlined in his report be 
adopted as an alternative method for the determination of carotene in 
bays and dried plants. 


No reports wme given for vitamin A, vitamin C, or vitamin D (milk, 
poultry). For recommendations of the Associate Referee on vitamin S’, 
see R^eree report. 


REPORT ON THIAMINE 

By O. L. Eunx (Food and Drug Administration, Federal Security 
Agency, Wi^hing^tmi, D. C.), Aeeodate Referee 

In 1243 (1) it was recommended to this Assodation that the U. S. 
Pharmaoopoeial method for the detenninarion cd thiamine by the thio- 

456 
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chrome procedure be adopted as a tentative chemical method to be applied 
to cereal products and vegetable products. This recommendation was 
based upon the results of an extensive collaborative study that had been 
sponsored by the United States Pharmacopoeial Vitamin Advisory Board, 
The thiochrome method adopted at that time has served for the past four 
years as a tentative A.O.A.C. procedure and now appears in the Sixth 
Edition of the Book of Methods, During this time the results of wide ex¬ 
perience with the method have demonstrated that it is a satisfactory one 
in all essential details. There have been a number of studies designed to 
test the reliability of various steps of the procedure but in the main the 
method as now used is that described in the 1943 report. 

The American Association of Cereal Chemists, in connection with the 
program of control of the enrichment of bread and flour, has been vitally 
interested in chemical methods for the determination of thiamine. From 
a collaborative study reported in 1944 by Andrews (2) in which samples 
of flour and bread were examined in a large number of laboratories it was 
concluded that the oxidation of thiamine to thiochrome in the procedure 
was a critical step that required further study. Last year Watson, (3) of 
the Food and Drug laboratory at Winnipeg, and independently. Hall of 
the Vitamin Division laboratory, learned that the order and speed of addi¬ 
tion of the reagents and sample solution used in the oxidation step, as 
well as the degree of shaking of the reaction mixture, are important factors 
in obtaining a maximum amount of thiochrome. Since less than 100 per 
cent of thiamine is converted to thiochrome a procedure carefully stand¬ 
ardized at this point is extremely important. Watson points out that thia¬ 
mine may be converted in weak alkaline solution to a carbinol form from 
which thiochrome is formed slowly. This was described by Zima and Wil¬ 
liams (4) in their studies of crystalline thiamine. A strong alkaline solution 
depresses the conversion to the carbinol form and therefore favors opti¬ 
mum conversion to an activated form of thiamine which is rapidly oxi¬ 
dized by ferricyanide to the fluorescing thiochrome. Hall described before 
this Association last year studies that indicate that excessive shaking, 
following addition of the oxidizing reagents to the sample solution, re¬ 
duces the amount of thiochrome formed because, he postulates, an ex¬ 
cessive amount of oxygen is introduced into the solution. He also pointed 
out that too little shaking led to less than maximum thiochrome formation 
because of insufficient mixing, and incomplete oxidation. His experiments 
have further indicated, that in the presence of the amount of acid recom¬ 
mended, the use of 15 per cent sodium hydroxide is sufficient to give a 
concentration of alkali necessary for maximum conversion to thiochrome. 
The thiochrome method as it appears in the Sixth Edition of Methods of 
Analysis takes into account the results of these studies. 

The American Association of Cereal Chemists has had for the past 
several years a program of check sample analyses which has included the 
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use of the thiochrome method. It is interesting to note in the report of 
Meredith (5) which describes the results obtained in the 1944-1945 
study, that there was great improvement in the results obtained over those 
for the previous year. 

In the Food and Drug Administration there are four laboratories in 
which flour and bread are routinely examined for thiamine content by the 
thiochrome procedure. In these four laboratories the A.O.A.C. method 


Table 1. —Thiamine values for flour check-^samples 
(Assayed in Food and Drug Administration Laboratories) 





LABORATOBT 



I 

n 

III 

IV 

1 

1.99 

Milligrams per pound 

1.92 2.00 

2.28 

2 

1.83 

1.98 

1.81 

1.89 

3 

2.23 

2.24 

2.16 

2.21 

4 

1.87 

1.78 

1.81 

1 .98 

5 

3.10 

2.85 

3.04 

2.95 

6 

1.70 

1.65 

1.68 

1.53 

7 

2.41 

2.38 

2.34 

2.51 

8 

1.64 

1.66 

1.61 

1.65 

9 

1.94 

1.93 

1.96 

1.98 

10 

2.40 

2.38 

2.42 

2.25 

11 

1.18 

1.21 

1.23 

1.15 

12 

1.80 

1.77 

1.77 

1.77 

13 

2.20 

2.28 

2.26 

2.31 

14 

1.88 

1.94 

1.94 

2.01 

15 

2.30 

2.29 

2.13 

2 15 


Average Standard Deviation between laboratories** .075 
Coefficient of Variation ** ±3.7% 


has been closely followed during the past year. In order that each of the 
analysts involved interpret properly the written procedure, and under¬ 
stand the more critical steps of the method, W. L. Hall of the Vitamin 
Division visited each of the laboratories and carried through the method 
with the analyst. To correlate the results obtained in these four laborato¬ 
ries a check sample analysis program has been in effect for some time. Mr. 
Alfend of the St. Louis Station has been in charge of preparation of these 
samples and of reporting the results of analysis. For more than a year 
samples of flour have been used as check samples with the examination of 
one each month. The results of analysis of 15 check samples are presented 
in Table 1. 

Many types of products may be assayed by the thiochrome procedure 
with elimination of the base-exchange step. Flour is an example of such 






458 AasodAtioN of omciAL AOBiotn:A70iu]:< oatsmaiB [FoZ. 31, N«. $ 


a product and it is common practice to omit the use of the adsorption 
colximn in its examination. The results in Table 1 were obtained by the 
shortened procedure. The results given are in milligrams of thiamine per 
pound, on an air-dry basis. Thiamine content of the samples examined 
varies from 1.2 to 3.1 mg. per poimd. Variation between laboratories has 
been calculated, by analysis of variance. 

As indicated in the table, the coefficient of variation between laborato¬ 
ries is ±3.7%. This means that in 1 of 20 determinations the checks will 
exceed ±8% of the mean. The agreement between laboratories is exceed- 


Table 2. —Thiamine values for eollahorative bread samples 
(Assayed in Food and Drug Administration laboratories) 





LABOEATOBT 



1 

II 

III 

IV 

1 

1.89 

Milligrams per pound—air-dry weight 
1.92 2.06 

1.90 

2 

1.65 

1.69 

1.72 

1.58 

3 

1.70 

1.72 

1.74 

1.60 

4 

1.63 

1.72 

1.77 

1.64 

5 

1.63 

1.60 

1.69 

1.54 

6 

0.41 

0.43 

0.40 

0.39 

7 

0.43 

0.43 

0.43 

0.39 

8 

0.28 

0,29 

0.30 

0.30 

9 

0.34 

0,36 

0.35 

0.31 

10 

0.33 

0.34 

0.34 

0.30 



At.I. 

BAMPLIS 

SAXPLBS 

1 TOS 

8AICFLB8 

6 TO 10 

Av. Stand. Dev. between laboratories— 
Coefficients of Variation— 

.050 

±4.8% 

.068 

±4% 

.018 

±5% 


ingly good for this type of determination, and illustrates the value of 
personal contact among analysts. 

Bread is a type of product that requires the base-exchange step in its 
ana^lysis by the thiochrome method. To test the effect of the adsorption 
technic on uniformity of results from different laboratories, a series of 
bread samples was prepared and distributed to the four laboratories. 
Samples of fresh bread were purchased in Washington, and dried to an 
air-dry weight in the Vitamin Division laboratory. In order to have a 
range of thiamine values, samples of both enriched and unenriched bread 
were obtained. These samples were dried at room temperature overnight, 
then at 50°C for 8 hours in a forced-draft oven. They were then allowed 
to come to moisture equilibrium in the air-conditioned laboratory, bottled, 
and distributed. The analytical procedure included the use of the base- 
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exchange column. The thiamine values reported are milligrams of thia¬ 
mine per pound of bread on an air-dry basis and are presented in Table 2. 
Samples 1 to 5, labelled “enriched,” ranged from 1.6 to 2.0 mg. per pound 
diy weight. Samples 6 to 10 were unenriched white breads. 

Again for this t 3 rpe of determination, remarkably good agreement was 
obtained between laboratories. For all samples examined the average 
standard deviation between laboratories was .050 with a resulting coeffi¬ 
cient of variation of ±4.8%. This means that 1 in 20 comparisons will 
exceed ± 10 of the mean. Thiamin content of the sample had little effect 
upon the error of the method, as illustrated by the similarities of coeffi¬ 
cients of variation for samples 1 to 5 and 6 to 10. 

The results presented here serve as a basis for the following recom¬ 
mendation: 

It is recommended* that the A.O.A.C. tentative thiochrome method for 
thiamine applied to cereals and vegetables be made official, first action. 

Acknowledgments: Miss Lila Knudsen and her staff prepared the statis¬ 
tical evaluations of the data prescribed here. Analyses were conducted 
at the Philadelphia, St. Louis, and San Francisco Stations, and in the 
Vitamin Division Laboratory. Analyses reported were carried out by 
W. L. Hall, E. L. Combs, R. M. Hawkins, S. Alfend, V. H. Blomquist, 
L. H. McRoberts, N. E. Foster, A. M. Fleiss, F. C. Minsker. Bread sam¬ 
ples were prepared by H. W. Loy. The efforts of all these are greatly 
appreciated. 
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No reports were given on nicotinic acid or pantothenic acid. 


REPORT ON CAROTENE 

By F. W. Qitacexnbush (Department of Agricultural Chemistry, Purdue 
University Agricultural Experiment Station, Lafayette, Ind.), 

Associate Referee 

To find out what was wanted in a carotene procedure and what equip¬ 
ment was available for measuring carotene in the various laboratories of 
the country, a questionnaire was sent to some 120 control, research and 
industrial laboratories over the United States and Canada. Most of them 


* For report of Suboommittee A and action of the Aaeooiation, eee Th\% Joumalt 31* 44 (1048). 
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replied and their response brought forth a number of significant points, 
some of which are shown in Table 1. 

State control laboratories in considerably lees than half of the States 
are attempting to determine carotene in any feed or food products. Most 
of the research and industrial laboratories contacted were doing analyses. 

The replies indicated that present and former A.O.A.C. methods for 
carotene are not widely used. About one-third of the replies indicated 
some use was being made of A.O.A.C. procedures and some of these con¬ 
sidered them unsatisfactory. Nearly two-thirds favored discarding present 
A.O.A.C. methods in favor of some other method. 

Among the many suggested substitutes, the methods of Wall and 
Kelley (1) and Silker, Schrenk, and King (2) were most frequently men- 


Table 1. —Summary of results from questionnaire 



BTATC COMTROL 

LABORATOBDDa 

BTATX A 

RDRRAL 

RXBBARCH 

INDUSTRIAL 

TOTAL 

raio 

CONTROL 

FOOD it 

DRTTO 

Replies 

35 

13 

21 

19 

88 

Analyzing for carotene 

17 

1 

20 


51 

Wish to collaborate 

19 

3 

17 

12 

51 

Have spectrophotometer 


3 

18 

12 

50 

Have photoel. colorimeter 


1 

2 

3 

10 

Have visual colorimeter 


3 

— 

— 

5 


tioned. Replies agreed almost unanimously that chromatography is an 
essential step in a satisfactory method. A few indicated they were making 
use of dichromate standards. 

Spectrophotometers were available in the vast majority of the labora¬ 
tories which expressed an interest in doing carotene analyses. Most of 
the remainder had photoelectric colorimeters. 

Fifty-one replies indicated a willingness to collaborate on analyses. 
Some of these suggested names of others who would probably wish to 
participate. The test materials most frequently suggested were alfalfa— 
45, carrots—23, commercial feeds—^8, and tomatoes—5. 

COLLABORATIVE ANALYSES OF ALFALFA MEAL SAMPLES 

Guided by the suggestions from the questionnaire, an attempt was made 
to provide a simple and rapid procedure based on what seemed to be the 
best features of the methods of Wall and Kelley (1), Silker, Schrenk, and 
King (2), and Zscheile and Whitmore (3). After several tests by different 
analysts in our laboratories, a procediure was sent out to 65 laboratories 
followed by two samples of dehydrated alfalfa meal—one fresh, the other 
nearly a year old. Our anal}^ts had obtained average carotene values of 
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296 p.p.m. and 40 p.p.m., respectively, on the two samples. A sample of 
magnesium oxide adsorbent was included. Instructions were to hold sam¬ 
ples at room temperature and to send in results within a week. 

COLLABORATORS 

State control laboratories: Maine, New Hampshire, Connecticut, Mass¬ 
achusetts, Maryland, Ohio, Kentucky, Indiana, Minnesota, North Da¬ 
kota, South Dakota, Texas, California, Oregon, and Montreal, Canada. 

State and federal research laboratories: Agricultural Experiment Stations 
of Delaware, Michigan, Kansas, Oklahoma, Utah, Arizona, California; 
Department of Botany, University of Chicago; Eastern, Southern, and 
Western Regional Laboratories; U. S. Food and Drug Laboratories at 
Washington, D. C., and St. Louis; Bureau of Dairy Industry, Beltsville; 
Fish and Wild Life Service, Bo^vie, Maryland; Q. M. Food and Container 
Institute, Chicago. 

Industrial laboratories: Best Foods, Inc., Bayonne, N. J.; Food Research 
Laboratories, N. Y.; G. L. F. Mills, Inc., Buffalo; Eastern States Farmers^ 
Exchange, Buffalo; General Biochemicals, Inc., Chagrin Falls, Ohio; 
Central Mills, Dunbridge, Ohio; General Mills (Larrowe Division), Ross- 
ford, Ohio; Cargill, Inc., Minneapolis, Minn.; Cerophyll Laboratories, 
Kansas City, Mo.; W. J. Small Co., Kansas City; Ralston-Purina Co., St. 
Louis; Merchants Exchange Laboratory, St. Louis; Elk Valley Alfalfa 
Mills, Independence, Kansas; National Alfalfa Dehydrating and Milling 
Co., LaMar, Colo,; Albers Milling Co., Seattle, Wash.; Laucks Labora¬ 
tories, Inc., Seattle. 

SUMMARY OF COMMENTS OF COLLABORATORS 

Many collaborators called attention to two typographical errors (in 
the instructions), i.e. (1) the figure 100 which should have been 1000, in 
the formula for calculating results and (2) the number of the magnesium 
oxide adsorbent, given as 2462, which should have been 2642. Several 
>vished the alfalfa samples had been larger. Some reported that a 100 ml. 
volumetric flask was not large enough to contain the eluate. It was antici¬ 
pated that all collaborators would attach the chromatographic column 
to a suction flask and use a good water pump under which conditions in 
our laboratory, the final volume of eluate was found to be less than 100 
ml. in a number of trials. The directions should have been more specific. 

COMMENTS OF COLLABORATORS 

Some of the more pertinent comments from individual collaborators are 
listed below: 

No. 3 .—First 50 ml of eluate, which contained no color, was not collected in the 
100 ml flask used for photometry. 

No. 6 .—The chromatographic separation using the adsorbent provided gave 
excellent separation of the various bands. 
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No. 11 .—^The solutions seemed to pass through the column very slowly. Other* 
wise the method appears to be easy and quick. 

No. 14 .—The procedure used met with favorable comment from others in the 
laboratory. It is not time-consuming and is simple to carry out. 

No. 16 .—I would prefer to make a greater dilution (200 ml) on samples of high 
carotene content like Sample No. 1. The 50 ml of wash solution did not remove quite 
all of the carotene. 

No. 17 .—We were able to check our results better with the present A.O.A.C. 
procedure. Otherwise the collaborative procedure is satisfactory. There was very 
little difference in time required to make the determinations. 

No. 18 .—Collection of 100 ml of extract and 50 ml of acetone-hexane wash in 
100 ml volumetric flask is confusing. With the use of a 1 mm capillary on adsorption 
column the use of suction would facilitate the passing of the extract through the 
column. 

No. 88 .—Petroleum ether (Skellysolve F) used. Carotenes did not pass through 
column rapidly. The first 25 ml or more of filtrate was colorless and more than 50 ml 
of wash solvent was needed before the carotene was washed completely through the 
column. This necessitated a final volume of eluate that exceeded 100 ml. 

No. 86 .—No difficulties were encountered in using the procedure as given. It 
would be of interest to know how well it would work with plant tissues other than 
alfalfa. 

No. 87.—2 gm. sample for Sample #1 gave too concentrated an extract. 50 ml 
washing did not produce a colorless filtrate at end of washing. 100 ml is too much 
to put through column. Believe an aliquot would be just as effective. 

No. SO .—The exact amount of the aliquot used for chromatography should be 
specified. If the whole extract is used, part of the carotene will come through the 
column. 

No. SI .—The analytical procedure is essentially the same as the one I have been 
using for some time. It might be helpful if the reasons for adopting 436 millimicrons 
as the reference point, and for the use of the specific absorption coefficient of 196 
were given in detail. The absorption curve shows no inflection at 436. 

No. S8 .—Preliminary study of the method using our magnesium oxide (Micron 
Brand #2642) seemed to show that 50 ml. was insufficient eluant to remove the caro¬ 
tene. We therefore ran some tests using larger volumes of eluant. Our adsorbent has 
different adsorptive power than that furnished with the alfalfa samples. 

No. S6 .—We find two points in the procedure ambiguous: (a) Under **Chroma- 
tography*' what is meant by ‘*15 cm of the dry adsorbent?** The amount used is 
fixed by the description of the column size in the first line, so this statement seems 
at best only unnecessarily confusing, (b) Also under “Chromatography** we assume 
that only an aliquot of the extract was to be chromatographed and we have used 50 
ml aliquots throughout. This point could be clarified in the procedure. 

No. S6 .—Our adsorbent develops more quickly with the eluting mixture. 

No. S7 .—The collaborative procedure gives results in excellent agreement with 
the procedure used in our laboratory. The extraction procedure in the collaborative 
method is somewhat inconvenient since it requires constant attention due to bump¬ 
ing and spattering of the meal on the walls of the extraction flask. With certain sam¬ 
ples such as silage which give many carotenoid bands, the failure of the collaborative 
procedure to give a sharp carotene band on adsorption might be a disadvantage. 
On the other hand, the fact that extracts need not be concentrated is a definite ad¬ 
vantage. On the whole, the technique is quite similar to that used in our laboratory 
for some time and we think that it has many advantages over the other methods 
previously used in A.O.A.C. studies. 

No. S7a .—The logic of using alpha 196 at 436 m/i should be given careful con- 
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sideratioQ. Personally I do not like chromatography where the band of interest does 
not segregate. Although the results may seem to be satisfactory, the excesssive 
eluant (acetone) present may also elute extraneous material in an unknown fashion. 
The method we prefer makes of alcoholic KOH saponification petroleum extraction 
and elution on a 3 MgO to 1 of Celite or sometimes a 1:1 mixture. Segregation and 
separation are then under visible control. Our procedure uses small columns and takes 
about the same total time as the one you have submitted. 

No. 40 .—30 ml acetone-hexane for original extraction can go dry easily if con¬ 
denser doesn’t fit snug. Directions have inverted numbers designating MgO brand 
number 2642. The 10 cm adsorption column is fully twice as long as necessary. This 
may be good precaution in a test set of this type. Final volume of eluate is 100 ml. 
This appears larger than necessary and makes the density value unnecessarily low. 

No. —With the sample high in carotene, we encountered some difficulty in 

the elution of pigments other than carotene through the column. 

No. 4 ^.—The procedure appears to work quite well. A shorter column seems to 
speed up the operation. The procedure given or some variation of it appears to be a 
great improvement on past collaborative procedures. Would suggest a larger sample 
for future work. 

No. 40 .—Method very satisfactory. 

No. 50 ,— . . . the outlined method of chromatography is too time-consuming to 
be practical. 

No. 63 .—The eluate from #1 sample was made to a volume of 250 ml in order 
to keep the density readings in a normal position on the Beckman transmission 
scale. 

No. 55 .—Final solution from sample 1 was made up to 250 ml volume as original 
solution was too concentrated for accurate reading. 50 ml wash solution appears as 
perhaps inadequate for some samples. However, a greater volume of wash solutions 
with the acetone of specified concentration would probably cause inaccuracy due to 
xanthophylls which might be eluted. 

No. 66 .—Collaborative procedure more rapid than present method. 

No. 67 .—Too little solvent for refluxing gave erratic results. Not necessary to 
pass all of sample through adsorption column. 

No. 60 .—Your method of assay for dried vegetable material is rapid and easy to 
carry out. 

RESULTS AND DISCUSSIONS 

Analyses were made in 49 laboratories, 41 of which used the collabora¬ 
tive procedure. The individual results are shown in Table 2. The average 
results are grouped by type of laboratory and type of instrument and com¬ 
pared with results from other procedures in Table 3. 

The individual results showed fairly good agreement. It is suspected 
that some of the low values resulted from placing the sample in a thimble 
during extraction. The directions were apparently not emphatic enough 
on this point. Some of the high results can be attributed to erroneous stand¬ 
ards. 

Results from the different types of laboratories showed similar devia¬ 
tions but remarkably good agreement in average values. No significant 
trend of values was shown for any of the different instruments used. 

The results compared favorably with those obtained by two other 
methods but were generally lower than those obtained by past or present 
tentative A.O.A.C. methods. 
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Tablb 2. —Individual results of collaborative study on 
alfalfa meal samples 


A, State control laboratories: 


COLL. ! 

XNaTRUlOSNT 

NO. 

OOLL. IIITBOO 

OTHSR iniTBOOB OR MODIPICATIONB 

BPLK. I 

SPLS. II 

SPLB.I 

BPLB. II 

lOBTHOD 



p.p.m. 

p,p.m. 

p.p.m. 

p.p.m. 


1 

Visual colorimeter 



325 

58 

A.O.A.C. 

3 

Beckman 

254 

38 




4 

Visual colorimeter 



254 

58 

A.O.A.C., p. 600 

6 

Coleman 11 

320 

53 

318 

— 

Analyst 66, 334 (1941) 

6 

Beckman 

277 

28 

294 

13 

Science^ 90, 623 U939) 

7 

Nessler tubes 



1 292 

49 

Thimble used 

9 

Coleman 11 



1 276 

36 

Wall-Kelleyi 

11 

Cenco-Sheard 

271 

39 




12 

Beckman 

284 

42 




14 

Beckman 

311 

1 38 




15 

Klett-Summerson 

274 

35 

289 

25 

Wall-Kelley' 

17 

Beckman 

272 

1 38 

264 

45 

A.O.A.C. 

18 

Beckman 

248 

! 38 




22 

Evelyn 

314 

41 

304 

59 

A.O.A.C., 1940 Ed. 

24a 

Beckman 

296 

40 





Av. 

284 

39 





B. State and federal research laboratories: 


25 

Beckman 

282 

37 




26 

Beckman 

307 

45 





Cenco-Sheard 



275 

43 

A.O.A.C., p. 145 

27 

Beckman 

295 

46 

297 

— 

“Methods of Vitamin 






! 

Assay” 

29 

Beckman 

312 

33 




30 

Evelyn 

308 

44 

286 

21 

Cold extraction over- 







night 

31 

Beckman 

317 

24 




32 

Beckman 

287 

36 

299 

— 

Column washed 100 ml. 







of solvent 

32 

Evelyn 

296 

36 

— 

45 

Sample rehydrated 

32 




281 

49 

Ind. Eng. Ch. 35, 1173 







(1943) 

33 

Beckman 

288 

39 

278 

35 

Silker, et al.* 

34 

Evelyn 

299 

34 




35 

Beckman 

264 

38 




36 

Klett-Summerson 

1 


282 

32 

Thimble used 

37 

Beckman 

304 

45 

304 

48 

Wall-Kelleyi 

37a Beckman 

309 

47 

230 

32 

Different calculation 

38 

Hilger 

1 

1 


282 

30 

Thimble used 

38 

Hilger 



300 

58 

Ind. Eng. Chem. 13, 600 







(1941) 

39 

Evelyn 

330 

36 




40 

Klett-Summerson 

272 

35 

1 




Av. 

298 

38 
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C. Industrial laboratories: 


OOLL. 

iNSTRUinirr 

NO. 

COUi. UITHOD 

OTHER IfBTHODB OR IfODIPlCATIONB 

8PUB. 1 

BPLl. 11 

BPLB.1 

BPLR.11 

METHOD 



p.p.m. 


p.p.m. 

p.p.lB. 


41 

Cenco photel. 

301 


270 

40 

Silker, ei aL* 

42 

Beckman 

298 





43 

Coleman 11 

256 





44 

Klett-Summerson 



352 

48 

A.O.A.C., p. 600 

46 

Lumetron 402 EF 

263 

30 




47 

Beckman 

273 

33 




48 

Beckman 

270 

30 




49 

Klett-Summerson 

288 

42 




60 

Klett-Summerson 

309 

44 

307 

29 

Soda ash chromatog. af- 







ter 72 hr. extn. with 







p.e. 

51 

Evelyn 

324 

56 

360 

68 

A.O.A.C., 1945 

52 

Beckman 

286 

25 

282 

25 

Extn. 1 hr. on mech. 







shaker 

53 

Beckman 

353 

49 

286 

35 

Wall-Kelleyi 

55 

Klett-Summerson 

290 

35 

291 

35 

Silker, ci al.^ 

56 

Coleman 11 

287 

39 

270 

53 

Wall-Kelley^ 

57 

Evelyn 

266 

33 

283 

36 

25 ml. chromotographed 

60 

Beckman 

307 

38 

340 

48 

By chart from carotene 







std. 


Av. 

292 

38 





Table 3. —Comparison of results by groups 


A. 

Collaborative procedure: 




NUMBER OP 

AV. VALUES ON 


CASES 

8PLE.1 

SPLS.2 

1. Typo of laboratory— 




State control 

11 

285 

39 

State & Federal research 15 

298 

38 

Industrial 

15 

292 

38 


41 

Av. 292 

38 

2. Type of instrument— 




Beckman 

23 

291 

37 

Evelyn 

7 

305 

40 

Klett-Summerson 

5 

287 

38 

Coleman 11 

3 

287 

42 

Other 

3 

278 

40 

B. Other procedures: 

A.O.A.C. 

6 

310 

56 

Wall-Kelley 

5 

285 

39 

Silker, et al. 

3 

280 

37 
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RECOMMENDATIONS* 

It is recommended— 

(1) That the collaborative procedure be studied further with different 
samples of alfalfa meal as well as other types of food and feed materials. 

(2) That the collaborative procedure as outlined for the determination 
of carotene in hays and dried plants be adopted as an alternative tenta¬ 
tive method. Complete details of the methods are given in This Journal, 
31,111-112 (1948), under “Changes in Methods of Analsrsis.” 

REFERENCES 

(1) Wall, M. E., and Ksllet, E. G., Ind. Eng. Chetn. {Anal. Ed.), 15, 18 (1943). 

(2) SiLKEB, R. E., ScHBBNK, W. G., and King, H. H., Ibid., IS, 513 (1944). 

(3) ZscHBiLB, F. P., and Whitmobe, R. A., Ibid., 19,170 (1947). 

REPORT ON FOLIC ACID 

By Laura M. Flynn (Dept, of Agricultural Chemistry, University of 
Missouri, Columbia, Mo.), Associate Referee 

Folic acid in natural products has been assayed both biologically and 
microbiologically. The chick is commonly used for biological assays and 
usable procedures have been described by O’Dell and Hogan (1), Camp¬ 
bell, Brown, and Emmett (2), Hutchings, Oleson, and Stokstad (3), 
Scott and coworkers (4), and Lillie and Briggs (5). Day and Totter (6) 
have recently published an excellent review of published methods for the 
bioassay of the “Vitamin M group” (the factor variously called vitamin 
M, factor U, vitamin Bo, norite eluate factor, folic acid, and L. casei fac¬ 
tor). 

Not long ago, Stokstad and Hutchings (7) prepared an excellent sum¬ 
mary of published procedures for the microbiological assay for this vita¬ 
min, and more recently Roberts and Snell (8) described a modified me¬ 
dium that should improve materially the assay procedure for pteroyl- 
glutamic acid. When L. casei is used as the test organism, the excess of 
strepogenin furnished in this new medium in the form of trypsinized 
casein should insure rapid early growth of the organism, thus overcoming 
one of the main objections to the use of L. casei. The identification of 
this new vitamin and the elucidation of the chemical structiure of pteroyl- 
glutamic acid were greatly speeded by microbiological assays with lactic 
acid bacteria as test organisms. If, however, one reads the rapidly expand¬ 
ing literature in this field, it is apparent that “no rigorously tested or 
widely accepted method for quantitative extraction or determination of 
folic acid is yet available” (8). Kidder and Dewey (9) suggest that the 
protozoan Tetrahymena may be used in testing for folic acid, and they 

* For report of Committee A and action by the Aeeooiation, see This Jowmait 51, 44 (1948). 
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mentioned that Dr. Bird, of Parke, Davis, and Company, is working on 
an assay method with this organism. 

The collaborative study of the assay of folic acid made this year (1947) 
is the first undertaken under the auspices of the Association of Official 
Agricultural Chemists. For this study the microbiological procedure of 
Teply and Elvehjem (10), using L. caaei as the test organism, was selected 
from the methods available in the literature. The constituents of this 
medium are found in most laboratories and the method has given good 
results in many hands. Detailed directions for the method were sent to all 
laboratories which had expressed willingness to participate. Chemists 
co-operating in the study were asked to assay the samples by any other 
methods which they were using routinely. The materials chosen for assay 
were (1) dehydrated, powdered spinach, and (2) ground dehydrated and 
defatted beef (from the round). Each laboratory co-operating in the proj¬ 
ect supplied its own folic acid standard, bacterial culture, and enzyme 
preparation, as well as all ingredients for the basal media. We realized that 
this policy increased the probability of variations in results even though 
specified and detailed directions were followed explicitly. Two laborato¬ 
ries, at the University of Missouri* and the University of Maryland,* agreed 
to assay the spinach by the chick method. 

COLLABORATORS 

The chemists co-operating in this study are listed below. Grateful 
acknowledgement is made of the generous and gracious help of all who 
took part in the endeavor. 

0. D. Bird, Parke, Davis, and Company, Detroit, Mich. 

H. W. Cromwell, Abbott Laboratories, North Chicago, III. 

M. C. Caswell and E. Konopka, Merck & Company, Inc., Rahway, N. J. 

Laura M. Flynn, Department of Agricultural Chemistry, University of Missouri, 
Columbia, Mo. 

C. M. Hayes, Ayerst, McKenna, and Harrison, Ltd., Station “O,” St. Laurent, 
Montreal, Province of Quebec, Canada. 

Lloyd Hein, Wisconsin Alumni Research Foundation, Madison 6, Wis. 

T. H. Jukes, Lederle Laboratories Division, American Cyanamid Company, 
Pearl River, N. Y. 

Dorothy J. Longacre, National Dairy Research Laboratories, 1403 Eutah Place, 
Baltimore 17, Md. 

Henry W. Loy, Jr., Vitamin Division, U. S. Food and Drug Administration, 
Washington, D. C. 

Bernard L. Oser, Food Research Laboratories, Inc. 46-14 Thirty-third Street, 
Long Island 1, N. Y. 

L. R. Richardson, Department of Biochenustry and Nutrition, Agricultural & 
Mechanical College of Texas, College Station, Tex. 

H. S. Schaefer, Ralston Purina Laboratories, St. Louis 2, Mo. 


> ^yd L. O’Dell, Dep^ment of Afrioultural Chemistry, University of Missouri, Columbia, Mo. 
*Qeorge M. Briggs, department of Poultry Husbandry, University of Maryland, College Park 
Maryland. 
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Ruth Steinkamp, John R. Totter and Paul L. Day, Department of Biochemistry, 
School of Medicine, University of Arkansas, Little Rock, Ark. 

F. M. Strong, Department of Biochemistry, University of Wisconsin, Madison, 
Wis. 

Virginia R. Williams, Louisiana State University, Baton Rouge, La. 

L. D. Wright, Sharp and Dohme, Inc., Glenolden, Pa. 

RESULTS 

The data submitted by the co-operating laboratories are summarized 
in Tables 1 and 2. To facilitate comparisons, numerical averages and me¬ 
dian values are listed in Tables 1 and 2. In the calculation of these averages 


Table 1. —ReauUs of 1947 A.O.A.C, collaborative study or^ folic acid 
(Assays by Teply and Elvehjem Method using Lactobacillus casei) 



BAMPXJD I 

BAMPLB 11 


SPINACH* 


BBBP 

LAB. 





NO. 


TOTAL 


TOTAL 


fBXB 

(COSBBCTXD FOB 

PBBB 

(CORRBCTBD POB 



bnztmb) 


BN7.TMB) 


mmo/o 

mmo/g 

mmg/g 

mmg/g 

1 

7.48 

14.9 

0.24 

0.42 

2 

4.6 

11.6 

0.21 

0.18 

3 

4.88 

12.9 

0.221 

0.269 

4 

Std. §1 


Std, fl 



4.42 

9.47 

0.19 

0.20 


4.26 

9.64 

0.22 

0.21 


Std. §2 





7.02 

15.03 

0.30 

0.32 


6.76 

15.30 

0.35 

0.33 

6 

5.25 

12.0 

0.25 

1.01 

6 

12.4 

29.8 

0.57 

0.59 

7 

10.5 

A.O.A.C, Enz. 

.13 

A.O.A.C. Enz. 



Treatment 7.8; 


Treatment 0.20; 



Routine Enz. 


Routine Enz. 



Treatment 10.4 


Treatment 0,27 

8 

4.6 

12.6 

0.28 

0.23 

9 


11.64 




7.90 

13.9 

0.140 

0.247 

10 



0.3 

0.5 

11 

5.91 

13.8 

0.3 

1.41 

14 

6.00 

14.4 

0.74 

1.00 

15 

7.66 

13.7 

0.264 

0.32 

16 

9.6 

17.0 

0.36 

0.33 

Mean 

6.69 

i 

12.89 


0.47 

Median 

(6.00-6.89) 

(12.9-13.7) i 

mB 

0.325 


* Result of assay by ohiok method: 
Laboratory A—11 mmg/g 
Laboratory B—16 mmg/g 
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and medians only one figure was used from each laboratory, an average of 
the several figures from each laboratory as shown in the tables. 

Data from Laboratory 6 were not included in computing averages. The 
Associate Referee inadvertently sent to this laboratory, for use as a 
standard, a preparation of folic acid which had been partially inactivated 


Table 2.— Results of 1947 A.O.A.C. collaborative study on folic acid 
(Assays by methods other than that of Teply and Elvehjem) 


liAB. 

BPINACR* 

BEEF 

NO. 

rREB 

TOTAL 

FREE 

TOTAL 


mng/g 

mmg/g 

mmg/g 

mmg/g 

2 

4.6 

10.8 

0.19 

0.17 

3 

— 

11.5 

— 

0.275 

5 

3.3 

6.7 

0.13 

0.78 

7 

12.1 

9 4 

.13 

.28 



8.4 


.18 

8 

4 2 

12.3 

0.30 

0.25 


5.2 

11 .4 

0.33 

0.30 

9 

— 

16.8 

— 

0.383 

10 

3.6 

3.2 

0.4 

0.5 


3.9 

5.6 

0.5 

0.6 

11 

10.38 

14.48 

0.24 

0.97 

12 

4.96 

14.61 

0.31 

0.41 

15 

7.55 

12.99 

0.233 

0.333 


— 

12.35 

— 

0.26 

16 

10.35 

17.25 

0.32 

0.32 

17 

3.48 

12.48 

0.243 

0.37 

Mean 

6.52 

11.86 

0.26 

0.42 

Median 

4 6 

11.5 

0.243 

0.32 


4.96 

12.3 

0.30 

0.333 


* Result of Rssay by chiok method. 
Laboratory A—11 mrng/g 
Laboratory B—At least 16 mmg/g 


by over-heating. Laboratory 4 assayed each sample twice for free folic 
acid, and twice for total folic acid with each of tw'O folic acid standards. 
Standard No. 1 and Standard No. 2 were from two different preparations 
of crystalline folic acid, and it was assumed that Standard No. 1 was bet¬ 
ter. The results from these two laboratories focus our attention upon the 
importance of securing a reference standard for folic acid at the earliest 
possible date. 

Each value listed for Laboratory 7 is an average of twelve tests. This 
laboratory subjected one series of tw’elve samples to the enzyme treat¬ 
ment specified in the directions sent to collaborators, and subjected a 
second series of twelve samples to the enzyme treatment routinely used 
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in the laboratory. Weighings were made upon three different dasm. All 
extracts from both enzyme treatments were assayed according to the 
Teply and Elvebjem procedure as prescribed in the directions and also 
by the assay procedure routinely used. 

A comparison of Tables 1 and 2 shows that as a rule when a laboratory 
carried out an assay by more than one method, all methods gave approxi¬ 
mately the same results. Occasionally this was not true. Several laborato¬ 
ries reported values showing marked variations resulting from several 
methods as used in each laboratory. 

One of the laboratories making a chick assay on the spinach reported 
11 mmg. per gram; the other reported 16 mmg. per gram. 

INFORMATION FROM QUESTIONNAIRES 

Much helpful information was obtained from the questionnaires returned by the 
collaborators with their reports. A brief summary of this information follows. 

Sensitivity of L, casein cultures. —Eight collaborators stated that they have en¬ 
countered strains of bacteria identified as L. casei which are insensitive to folic acid 
or have lost their sensitivity with subculturing. 

Routines for stock cultures. —Since it seemed possible that subculturing may 
cause changes in the requirements of L. casei for folic acid or unidentified growth 
factors, or both, an inquiry was made concerning precautions routinely taken to 
prevent changes in the culture of this test organism. Four of the laboratories com¬ 
mented that they use no special precautions. Six laboratories gave more or less de¬ 
tailed accounts of routines used in the maintenance of stock cultures of L. casei. 
These routines varied appreciably from laboratory to laboratory and their differ¬ 
ences may well be reflected in varying responses of the stock cultures to folic acid 
or to the unidentified growth stimulants found in feeds and foodstuffs. Descriptions 
were given for four modifications of the agar medium for storage. The frequency of 
making transplants to agar varied from once a week to once a month. The labora¬ 
tories choose differing formulas for preparation of liquid media for subcultures from 
agar. 

Size of inoculum. —Methods routinely used for standardizing the inoculum in 
the several laboratories also show wide variations. About half of the laboratories re¬ 
porting use 24-hour cultures; others prefer 16- to 18-hour cultures. Arbitrarily as¬ 
suming that the inoculum cultures contained 10® bacteria per milliliter the Associate 
Referee calculated that various reporting chemists used for seeding a 10-milliliter 
culture inocula of the following different bacterial concentrations: 4X10®, 2X10®, 
4X10‘, 1 XIO®, 8X10®, 1.5 XIO^ and SXIO’' bacteria. 

L. casei vs. S. faecalis. —Most of the group routinely using L. casei prefer to use 
titration measurements in determining growth response. The group routinely using 
S. faecalis prefer turbidity measurements in determining the response to the vita¬ 
min. Half of the chemists reporting prefer L. casei as a test organism, the other half 
prefer S. faecalis. 

Most laboratories carry stock cultures of L. casei for use in riboflavin tests. It 
appears that L. casei is more sensitive to folic acid than is S, faecalis. L. casei grows 
in proportion to the folic acid content of the medium over a range of from approxi¬ 
mately 0.75 times lO”® mmg to at least 10 times lO”® mmg of the vitamin per milli¬ 
liter of culture. Turbidity reading can frequently be made over a much longer range. 
With media in which a low blank can be secured one can obtain excellent acid pro¬ 
duction with this organism and the dose-response curve is steep. L. casein being more 
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senaitive to the vitaniia, can be used for assays of extracts which are very low in 
folic acid. The size of inoculum is more critical with L. caaei than with 8 . faecalia. 

With 8 . faecalU the amount of vitamin needed for a quantitative response is 
about ten times as much as with L. casei. Because of its lower sensitivity to the vita¬ 
min 8 . faecalis gives low blanks. There may be some difficulty with caramelization 
of the glucose in a citrate buffered medium for 8 . faecalis^ unless the sterilization 
time is cut considerably. 8 . Jaecalia does not respond to folic acid conjugates. 

Reaponae in **8tandard** cultures, —Collaborators were asked whether they 
found, with the Teply and Elvehjem medium, that the cultures from unknowns 
grow out more rapidly than cultures containing only standard folic acid solutions. 
They were also asked what corrections or adjustments they make if the unknowns 
show more rapid growth. Two of the group replying have had no difficulty with 
slowly growing standards; seven have made no observations on this point. Eight 
chemists indicated that under the conditions in their laboratories the cultures con¬ 
taining standard folic acid show a lower rate of early growth than is shown by cul¬ 
tures containing test extracts, with their almost inevitable unknown growth stimu¬ 
lants. Suggested remedies included assaying in reduced concentration and in¬ 
creasing the length of the incubation period. Several laboratories reported excellent 
results when enzyme digested casein is used. They found it possible with this ma¬ 
terial to obtain low blanks, more linear standard curves, and maximum growth at 
high levels of the vitamin. 

Another inquiry on the questionnaire was concerned with the amount of acid 
produced during 72 hours' incubation as compared with the amount produced during 
an incubation period of 96 to 108 hours. Five replies indicated that the data on this 
point were insufficient to justify an opinion. One laboratory found no increase in 
acid production on lengthened incubation. Four replies indicated that acid produc¬ 
tion at the end of 96 to 108 hours' incubation was appreciably greater than at the 
end of 72 hours. Two of these four found that the increases in the standards and in 
the unknowns were so similar that either incubation period could be used with con¬ 
fidence in an assay. On the other hand, two laboratories reported that acid produc¬ 
tion in cultures containing standard solutions showed more change with increased 
incubation than was shown by cultures containing extracts of unknowns. 

It was the consensus of opinion that norite-treated peptone is not satisfactory as 
d source of unidentified growth factors for L. casei in folic acid assays. The blanks 
were high, and the dose-response curve was not steep. 

Dose-response curves, —The laboratories participating in this study were asked 
to submit specific data showing dose-response in cultures containing known amounts 
of pteroylglutamic acid. Data from the different laboratories showed appreciable 
variation in dose-response curves. With an ideal method and perfect techniques this 
would not be the case. Reports from several laboratories indicated that they were 
using the procedure of logarithmic plotting of dose-response curves as suggested by 
Wood (13) for evaluating their data and making calculations. It is the experience 
of the Associate Referee that the use of data in logarithmic form, either as numerical 
logarithms or by the use of graph paper with a log-log grid, is of great aid in the 
criticism and in the interpretation of microbiological assays. 

DISCUSSION OF RESULTS 

Each laboratory that participated in this study (1947) procured its own 
supplies of the ingredients necessary for these assays, including folic acid 
for a standard, the test organism, peptone as a source of the unknown 
growth stimulants, and the enzyme preparation for freeing bound folic 
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acid. Under the circumstances the circumstances the assay results as re> 
ported in Tables 1 and 2 show, as a rule, fairly good agreement. 

Furthermore, we find agreement among the laboratories upon the fol¬ 
lowing points: 

(a) Turbidity tests .—^Those who use S. faecalis for folic acid assays find 
that the amount of the vitamin can be estimated satisfactorily within 16 
or 18 hours from the turbidity readings. Those who use L. casei find that 
the turbidity measurement lacks precision when the organism is grown 
in the Teply and Elvehjem medium. Titration of L. casei cultures at the 
end of 72 hours gives acceptable results. 

(b) Growth in **Blank^^ cultures ,—When the directions were followed 
there was too much growth in cultures to which no folic acid was added. 
In other words, the blanks were too high. 

(c) Need for improvement in method ,—When L, casei is the test organ¬ 
ism improvements in the medium are desirable. Results were not reliable 
and reproducible when the specified procedures were followed. 

We find disagreement among the laboratories upon the following points: 

(a) Purification of folic acid for standard ,—Several suggestions were 
made which indicated that the synthetic pteroylglutamic acid used as a 
standard had been subjected to recrystallization, or other purification 
procedures before use in a standard solution. Further study is needed to 
determine what procedures, if any, should be followed to prepare com¬ 
mercial pteroylglutamic acid for a reference standard. Steps looking to¬ 
ward the development of a reliable reference standard have been taken 
by the proper authorities. In the meantime it would seem wise, whenever 
possible, to characterize solutions to be used as standards by data on their 
absorption spectra at several wave lengths. Physical constants for folic 
acid, including extinction data, have been published by Parke, Davis, 
and Company (11) and by the Lederle Laboratories (12). 

(b) Choice of test organism .—Seven of the collaborators expressed a 
marked preference for S, faecalis. Seven prefer L. casei. Three commented 
either that they have not tried S, faecahs or that their experience was too 
limited to justify an opinion. Only a few laboratories indicated that they 
have used both. Possibly the preferences expressed are the results in some 
cases of greater experience in the use of one or the other organism in 
microbiological assays. 

Turbidity versus titration measurements ,—One would expect preference 
for the method of evaluating growth response to vary from laboratory to 
laboratory. Such preference would depend upon the facilities of the lab¬ 
oratory, the extent of the technician's experience with each method, and 
the standardization and skill attained in the use of the method in any 
individual laboratory. 

Routines for maintenance of stock culturey and preparation of inoculum ,— 
The seemingly minor variations in these routines, as followed in the several 
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laboratories, may or may not be of significance in their effect upon the 
response of the test organism to the vitamin, or upon the rapidity of 
early growth in cultures containing standard folic acid. 

Ba^al media for test —Several laboratories have developed basal media 
of their own or made adaptations of published media. More extensive 
comparative tests are needed in order to select or develop the best pos¬ 
sible basal medium for tests for this vitamin. 

SUMMARY 

The microbiological method for determining folic acid was subjected 
to collaborative assay in 1947, and results showed fair agreement between 
the laboratories. However, the findings in this first collaborative investiga¬ 
tion of folic acid indicate the need for further study of its determination. 
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PRESERVATIVES AND ARTIFICIAL SWEETENERS 

By Margarethe Oakley (State Department of Health, 
Baltimore 18, Md.), Referee 

This chapter is alive and how progressing in full vigor. During the past 
year nine subjects were assigned for study and from the progress made it 
is estimated that in another two years the chapter will be as up to date as 
the other subjects in the Methods of Analysis. 

There is one more topic that should be added for study—namely, the 
new sweetener, 1-propoxy 2-amino d-nitrobenzene. Investigations are al- 
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ready being conducted on its toxicity and recently a method for its deter¬ 
mination was published (Chem. Weekblad, 43, 283 (1947), through C. A. 
41, 5058 (1957). 

Benzoate of Soda and Esters of Benzoic Add 

The Associate Referee reported plans to work on a method for the deter¬ 
mination of ethyl vanillate; a sample of which he has recently secured. 

Saccharin 

The Associate Referee conducted tests on several methods for the ex¬ 
traction of baked goods but none proved sufficiently successful to submit to 
collaborative study. 

Qmtemary Ammonium Compounds 

The Associate Referee completed collaborative studies on quaternary 
ammonium compounds in commercial preservatives, table sirup, bottled 
beverages containing fruit juice, and beer. He plans further studies on 
fruit juices, bottled sodas, milk, salad dressings, and pickled relishes. 

Monochloracetic Add 

The Associate Referee completed collaborative studies on monochlor¬ 
acetic acid in carbonated beverages and fruit juices. He plans collaborative 
work on identification tests and further extension of the application of 
this method. 

Dichloracetic Add 

The Associate Referee reported that the lateness of his appointment 
combined with the volume of his normal duties made it impossible for 
him to submit a report. 

Mold Jnhibitors-propionates 

The Associate Referee completed collaborative studies on the detection 
of added propionate in bakery products and plans further work on pro¬ 
pionate losses in baked goods and an investigation using chromatographic 
technique for the identification and estimation of acetic and propionic 
acid in these products. If time permits he also plans to investigate other 
mold inhibitors. 

Thiourea 

The Associate Referee submitted and recommended methods for thi¬ 
ourea, which are given in detail in This Journal, 31, 100-104 (1948), 
under “Changes in Methods of Analysis.” 

Dvldn 

The Associate Referee had been working on an alkaUne-ether extraction 
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method on carbonated beverages and a qualitative test for the extracted 
dulcin but the Referee was unable to contact him recently and has ie> 
ceived no report of his investigation. 

Formaldehyde 

The Associate Referee spent all his available time on another A.O.A.C. 
problem this year but hopes to begin work shortly on the development 
of a more modem method for the detection and determination of formal¬ 
dehyde in food products and the deletion of many of the present A.O.A.C. 
methods. 

RECOMMENDATIONS* 

The Referee recommends— 

(1) That work be continued on benzoate of soda and esters of benzoic 
acid. 

(2) That the sublimation method for saccharin determination, This 
Journal, 30, 494 (1947), be adopted as tentative. The first line to read 
“Transfer 200 ml of filtrate, 32.14, to a separator and add 15 ml HCl.’’ 

(3) That studies on the determination of saccharin in baked goods be 
continued. 

(4) That the ferricyanide method for quaternary ammonium com- 
poimds in commercial preservatives, This Journal, 29, 312 (1946), be 
made official, first action. 

(5) That the method for quaternary ammonium compounds in table 
sirup. This Journal, 29,325 (1946), be made official, first action. 

(6) That the method for quaternary ammonium compounds in bottled 
beverages containing fruit juices, This Journal 29, 322 (1946), be made 
official, first action. 

(7) That the method for quaternary ammonium compounds in beer, 
This Journal, 29,325 (1946), be made official, first action. 

(8) That further studies on quaternary ammonium compoimds be 
conducted as outlined in the report of the Associate Referee. 

(9) That the method for the determination of monochloracetic acid, 
This Journal, 27,199 (1944), be adopted as official, first action. 

(10) That collaborative work be carried out on monochloracetic acid 
as outlined in the report of the Associate Referee. 

(11) That a collaborative study of the method for identifying dichlor- 
acetic acid. This Journal, be made and/or any other studies the Associate 
Referee wishes to inaugurate. 

(12) That the distillation procedure, described in the report of the 
Associate Referee on mold inhibitors-propionates, be adopted as tentative 
for the detection of added propionates in bakery products. 

(13) That further investigations on propionates in bakery products 
be undertaken as described in the report of the Associate Referee. 


* For report of Suboommittee C and notion of the Aatodation, see Thu Journal, 31, 63 (1948). 
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(14) That work on a method for the detection and/or estimation of 
thiourea in foods be continued. 

(16) That studies on methods for detection and/or determination of 
dulcin in food be continued. 

(16) That studies on present methods for the detection of formalde¬ 
hyde be made in order to modernize that section of the chapter on preserv¬ 
atives and artificial sweeteners. 

(17) That committee C take under advisement the deletion of the sec¬ 
tions on B Napththol and Abrastol from Methods of Analysis if they con¬ 
sider the use of these compounds to be obsolete. (This recommendation is 
made in view of the increase in space needed by the introduction of the 
above recommended methods into the chapter on preservatives and arti¬ 
ficial sweeteners.) 

(18) That a Referee be appointed to develop a method for the detection 
and/or determination of the newly publicized sweetener, 1-propoxy 2- 
amino 4-nitrobenzene. 


REPORT ON THIOUREA IN FOODS 

By W. 0. Winkler (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.), Associate Referee 

Although thiourea has been used as a drug for a considerable time, its 
proposed use in foods, as far as the writer is aware, is of fairly recent date. 
Its proposed use in foods has been to serve two distinct purposes: (1) to 
prevent bacterial decay such as stem end rot in citrus fruits, and (2) to 
prevent browning (darkening) in fruits. It is possible that other uses may 
have escaped discovery. 


REAGENTS 

A number of methods exist for determining thiourea in the free state or 
in the presence of inorganic materials, but most of these methods are not 
sufficiently specific or adaptable to use in food products, nor are they 
sufficiently sensitive for this purpose. Probably the most sensitive and 
widely used types of reagent for the determination of thiourea and its de¬ 
rivatives are the pentacyanoferrates derived from sodium nitroprusside. 
The form most commonly used appears to be that developed by Grote (1) 
with some slight modifications (2). This is a hydrated form of pentacyano- 
ferrate. There exists also the amino form in which the ammonia group 
has replaced the nitrogen group in the sodium nitrosopentacyanoferrate 
(sodium nitroprusside) (3). 

In most of the work done by the Associate Referee, a slightly modified 
form of Grote’s reagent has been used but the amino form is also being 
investigated. Although this reagent, as well as the amino form, gives re- 
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actions with a great many different compounds, the conditions of reaction, 
and the colored products differ greatly. In dilute acid solution, the number 
of compounds giving a blue chromogen, similar to thiourea and its deriva¬ 
tives, is decidedly limited. Under these conditions (pH 3.5 to 6.8) the re¬ 
action can be made quite specific for these compounds by measuring the 
chromogen at the proper wave length and insuring a low concentration of 
other materials which produce a similar color. Thiourea produces a much 
more intense blue color in minute quantities than is given by any other 
substances known to the writer. This makes possible the diluting out of 
other substances, if present. The reaction appears to be a gentle oxidation 
followed by coupling. It is rather sensitive to the environment and is 
affected by a considerable number of materials. The reagent (essentially 
that of Grote) (1) is also sensitive and its effectiveness is quite markedly 
affected by the manner of its preparation. Identical conditions should al¬ 
ways be followed, therefore, in its preparation. 

The amino form of the reagent has not received as much attention, but 
it would appear that its preparation can be more easily controlled than 
that of Grote (hydrated form). It is being used at present as a qualitative 
test for the chemical in orange juice. 

METHODS FOR FOODS 

A study has been made of the application of the reaction to two foods, 
oranges (or orange juice) and frozen dessert peaches. Some difficulty was 
encountered in applying the reaction to oranges. They contain an inhibi¬ 
tory substance which prevents the formation of the chromogen. The inter¬ 
fering substance is, in the Associate Referee^s opinion, doubtless a reduc¬ 
ing substance. In order to make a quantitative determination, the Asso¬ 
ciate Referee has resorted to extraction of the thiourea with an immiscible 
solvent to separate the chemical from the interference. Although deter¬ 
minations have been made using clarifying reagents, the removal of the 
interference depends upon its occlusion with precipitates of other material. 
No clarifying agent that gives a precipitate with the interference and is 
safe to use with thiourea has been found. Removal of the interference by 
occlusion with a precipitate often carries with it some of the thiourea and 
such methods are therefore not deemed satisfactory. 

Another possibility is the oxidation of the interference at the same time 
oxidizing the thiourea only to the disulfide stage which also gives a reac¬ 
tion with the pentacyanoferrates. Qualitative tests for presence of thiou¬ 
rea, based on this principle, are given in detail in This Journal, 31, 104 
(1948). 

A study is being made to see if these tests can be made quantitative 
and thereby eliminate the necessity of extraction, but as yet this has not 
been accomplished. 

THIOUREA IN ORANGE JUICE 

A quantitative method for thiourea has also been proposed, and details 
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of the procedure are published in Thit Journal, 31, 100 (1948) under 
“Changes in Methods of Analysis.” 

FROZEN DESSERT PEACHES 

The other food to which thiourea has been addedat times is frozen dessert 
peaches. As is well known, many fruits darken on being cut and exposed to 
the air, due to the enzyme systems in the fruit. To prevent this darkening, 
various substances have been added to fruits at times. The enzyme sys¬ 
tems also attack the thiourea and precautions must be taken to prevent 
this during the course of the analysis. The nature of this reaction is the 
subject of another paper and wili.not be discussed here. 

The method as proposed for thiourea determination in frozen dessert 
peaches is given in detail in This Journal, 31,102 (1948). 

RECOMMENDATIONS* 

It is recommended: 

(1) That the qualitative test for thiourea in orange juice, using the pen- 
tacyanoammonioferrate, be adopted as tentative. 

(2) That the method for quantitative determination of thiourea in 
orange or orange juice be adopted as tentative. 

(3) That the method for determination of thiourea in frozen dessert 
peaches be adopted as tentative. 

(4) That the work on methods of thiourea determination in foods be 
continued. 
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REPORT ON BENZOIC AND VANILLIC ACID ESTERS 

By W. J. McCarthy (Food and Drug Administration, Federal 
Security Agency, 501 Post OflBce Building, Cincinnati 2, 

Ohio), Associate Referee 

During the year experimental work on the recovery of ethyl vanillate 
from various food products was planned. However, when attempt was 
made to procure ethyl vanillate through the usual channels, chemical 
supply houses, it was learned that the production of ethyl vanillate is still 
in the development stage and the product is not available commercially at 
present. 

Inquiry was made of the authors of the research work done at the Insti¬ 
tute of Paper Chemistry, Appleton, Wisconsin, as to methods they might 
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have used in recovery experiments. Mr. Irwin A. Peari, research associate, 
in his reply said they had not studied the point directly but that recoveries 
of vanillic acid esters had been made from various organic materials and 
he described the general method used in most cases, as follows: 

The material is extracted with ether (or benzene) and the ether extract 
is evaporated. The residue is boiled with dilute alkali to hydrolyze the 
ester. The mixtxire is cooled and extracted with ether to remove the al¬ 
cohol formed upon hydrolysis. The alkaline solution is acidified with 
dilute sulphuric acid and again extracted with ether. The ether is evapor¬ 
ated and the residue dried to give vanillic acid. The vanillic acid is esti¬ 
mated by methoxyl analysis. In most cases the vanillic acid may be de¬ 
termined by actual weight along with melting point. 

Since ethyl vanillate is not available commercially, Mr. Pearl very 
kindly sent me a laboratoiy sample of the product for experimental use. 

It is recommended* that further study be given this problem during 
the coming year. 


REPORT ON SACCHARIN 

By Margarethe Oakley (State Department of Health, 
Baltimore 18, Md.) Associate Referee 

A package of unsweetened muffin mix was used to prepare cookies 
containing known amounts of saccharin. To 350 grams of the mix 70 mg. 
of saccharin were added, in order to have a finished product containing 
approximately 200 p.p.m. Sufficient water was added along with the sac¬ 
charin solution to produce a dough of such a consistency that it could be 
dropped by spoonfuls onto cooky sheets. The cookies were baked at ca 
230°C., allowed to air dry overnight, and weighed. Calculated on this 
weight, the baked material contained 226 p.p.m. of saccharin. After com¬ 
minuting the cookies by passing through a meat grinder the crumbled ma¬ 
terial was stored in glass jars. 

Fifty gram samples theoretically containing 11.3 mg. of insoluble sac¬ 
charin were used for all determinations. 

1. A Soxhlet extractor was first tried, and after a two hour extraction 
with petroleum benzine to remove fats, the benzine was discarded and a 
six hour alcohol extraction to remove the saccharin was carried out in the 
same apparatus. The alcohol extract was dark brown with extraneous ma¬ 
terial some of which carried over when the extract was sublimed in an 
endeavor to purify the saccharin. The yield was so small that this method 
was abandoned. 

2. A mixture of the sample in water was made alkaline to bring the 


* For report of Suboommittee C and action of the Aasooiationt see Thu Journal^ 31, 53 (1948). 
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saccharin into solution, centrifuged, and the supematent liquid acidified 
before extraction with ether. Acidification threw down such a mass of 
extraneous solid material that a Palkin extractor was tried; however, the 
ether brought the solid to the surface in the form of a gummy mass which 
was not a suitable medium for this type of extractor. This method was 
finally abandoned in favor of a modification of the official general method 
for the preparation of solid preparations, sec. 32.14 (c). 

3. The sample was treated with hot water, acetic acid, and lead acetate. 
Instead of trying to filter the huge precipitate, it was centrifuged and the 
supematent liquid strained through glass wool before acidification with 
hydrochloric acid and extraction with ether. It was necessary to break 
the emulsions formed by centrifuging. The ether extract was transferred 
to a sublimator with warm alcohol and sublimed at 140-100° for 1| 
hours at 2 mm. pressure. The results from this method seemed promising 
and the sublimates appeared quite free from extraneous material. How¬ 
ever, it was decided to check the purity of the residues by sulfate deter¬ 
minations. These showed the sublimates to be only a little over half sac¬ 
charin, and the problem was right back where it was in 1924, w’hen M. G. 
Wolf [{This Journal, 7, 43 (1924)] abandoned the determination of sac¬ 
charin baked foods because he could not get any better than 50 per cent 
recovery. 

The Associate Referee is willing to make one more try to determine 
saccharin in baked goods before giving up the problem and therefore re¬ 
commends that the study be continued another year. 


REPORT ON QUATERNARY AMMONIUM 
COMPOUNDS IN FOODS 

By John B. Wilson (Food and Dmg Administration, Federal 
Security Agency, Washington, D. C.), Associate Referee 

Procedures for the determination of quaternary ammonium compounds 
in ten different kinds of foods were published in This Journal about one 
year ago.‘ Upon his appointment the Associate Referee decided to submit 
to collaborative study the ferricyanide method for examination of com¬ 
mercial preservatives, the two procedures for fruit juice, and several of 
the procedures for other foods. Accordingly, eight samples were prepared 
and sent out to collaborators. The samples were made up as described be¬ 
low. 

A quantity of lauryldimethylbenzylammonium chloride which had been 
analyzed by the ferricyanide method and found to contain about 92 
per cent of the anhydrous compound was used to make up the samples. 

1. For the sample similar to commercial preservative, 25 grams of the 
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salt was dissolved in water and made up to one liter, giving a concentra¬ 
tion of 2.3 grams per 100 ml. 

2. A quantity of table sirup containing about 15% maple sirup and 85% 
sugar sirup was purchased. 80 mg of preservative, corresponding to 73.6 
mg of anhydrous quaternary ammonium salt was dissolved in some of the 
sirup and thoroughly mixed until there was a total of 1600 grams, corre¬ 
sponding to 4.6 mg. per 100 grams. 

3. A sample of orange juice was prepared from canned orange juice by 
dissolving 0.16 gram, corresponding to 0.1472 gram of the anhydrous 
quaternary and made to four liters, which corresponds to 3.68 mg per 100 
ml. of juice. After mixing as well as possible, 400 ml of juice was measured 
into each pint bottle, loosely stoppered with a rubber stopper, and heated 
in the steam sterilizer for 30 minutes and when cool the stoppers were 
driven in. Sterilized glassware was used throughout, but in spite of these 
precautions mold grew in some of the samples. 

4. For the orange beverage containing about 15 per cent of fruit juice, 
a case of commercial still beverage was purchased. The bottles were opened 
and the contents transferred to a sterilized two-gallon bottle. 300 mg of 
the quaternary compound, corresponding to 276 mg of lauryldimethyl- 
benzylammonium chloride, was dissolved in a few ml of HjO added to the 
beverage mixed in a total volume of 5 liters. The beverage now contain¬ 
ing 5.52 mg of the quaternary compound per 100 ml, was filled into the 
original bottles which were loosely stoppered with rubber stoppers and 
heated in a steam sterilizer for 30 minutes; after gradual cooling, the stop¬ 
pers were driven in. 

5. A case of imitation grape soda was purchased, the several bottles 
opened and transferred to a sterilized two-gallon bottle. 100 mg preserva¬ 
tive, corresponding to 92 mg of lauryldimethylbenzylammonium chloride 
was dissolved in a portion of the beverage, then mixed with the main body 
of liquid which was made up to 5 liters, filled into the original bottles, and 
recapped. Since this beverage was supposed to contain no fruit juice, and 
was carbonated, it was unnecessary to sterilize it, although sterilized glass¬ 
ware was used in making up the sample to prevent a heavy contamination 
which might have proved troublesome. None of these samples spoiled in 
any way. They contained 1.84 mg lauryldimethylbenzylammonium chlor¬ 
ide per 100 ml. 

6. Sample 6 was designed to show the eflScacy of the method in detect¬ 
ing quaternary ammonium compounds in milk accidentally contaminated 
by improper rinsing of equipment which has been cleansed with these com¬ 
pounds. A water solution containing 0.23 mg of lauryldimethylbenzyl¬ 
ammonium chloride per 1 ml was to be mixed with milk by the collabo¬ 
rator, at the rate of 5 ml per 500 ml of mixture. 

7. Sample 7 was designed to show the efficacy of the method for milk 
when the quaternary compound was added as a preservative. The water 
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solution containing 2.07 g of lauiyldimethylbensylammonium chloride in 
500 ml •m.B to be diluted as under (6) yielding milk containing 4.14 mg of 
quaternary compound per 100 ml. 

8. A case of beer was pim:hased and the bottles cooled in ice water for 
several hours. A solution of 300 mg of the preservative was dissolved in 
water and made to 50 ml in a volumetric &sk. When cold, each bottle 
was opened separately, 2 ml of preservative solution was pipetted into it, 
the bottle recapped immediately, and mixed thoroughly. In all cases only 
a slight head formed when the original cap was removed. In no case did a 
bottle foam over. This procedure yielded a beer containing 11.04 mg lau- 
lyldimethylbenzylammonium chloride per bottle or 3.11 mg per 100 ml 
provided the bottle contained 12 fluid ounces (355 ml). 

Samples were sent to the collaborators listed below, for whose assistance 
we wish to express grateful appreciation. 

y. D.—Halver C. Van Dame, Food & Drug Administration, Cincinnati, Ohio. 

J.—Curtis R. Joiner, Food and Drug Administration, St. Louis, Mo. 

We—Louis C. Weiss, Food & Drug Administration, Los Angeles, Cal. 

K—Gardner Kirsten, Food A Drug Administration, New York, N. Y. 

M—Dorothy Montgomery, Food & Drug Administration, Washington D.C. 

W—^John B. Wilson, Food & Drug Administration, Washington D. C. 

The results obtained by collaborators are given in Table 1. Unfortu¬ 
nately, the sample of orange juice became moldy and several of the col¬ 
laborators did not analyze it. 

The results reported in Table 1 indicate that the “Ferricyanide Method 
for Quaternary Amm oniu m Compounds in Commercial Preservatives" 
should be recommended for adoption, without further work, as official, 
first action.* 

"rtie results obtained in analyzing sirup (average found, 4.48 mg/100 ml, 
recovery 97%); orangeade (average found, 4.97 mg/100 ml, recovery 
90%), and beer (average found, 2.73 mg/100 ml, recovery 88%) warrant 
the adoption of these methods as official, first action. 

More collaborative work should be done on the following food products: 
Orange juice, grape soda, and milk (preservative quantities). 

Evidently an error was made in the preparation of the sample of orange 
juice, since collaborators foimd more than was to be added. In previous 
work in no case was a recovery of 100 per cent obtained. The results are 
therefore being rejected with a view to repeating the work next year. 

Only two collaborators obtained good results on milk sample (No. 7). 
It is hoped that further experience will enable collaborators to obtain 
better results on next year’s samples. 

Since all collaborators found some quaternary ammoniiun compound in 
the “accidentally contaminated milk" containing about 2 p.p.m. of 
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Table 1.— Quaternary ammonium compounds in foods 


MO. 

xupof rooD 

ADDID 

G/IOOmIi 

WOVKD 

W 

M 

J 

V.D. 

K 

Wa 






g/100 ml 



1 

Preservative 

2.300 

1 2.235 2.205 2.264 2.228 2.218 2.266 



i 

2.245 2.201 

2.266 2.231 

2.215 2.266 



mg/100 ml 



mg/100 ml 



2 

Sirup 

4.6 

4.3 

4.4 

4.6 

6.0 

4.7 

3,8 




4.3 

4.4 

4.6 

5.0 

4.6 





4.2 









4.4 






3 

Orange Juice 

3.7* 

4.6 

3.8 

3.8 

d 


4.8 




4.2 

3.8 

3.9 



5.2 



b 

4.0 

2.2 

4.3 



4.1 




3.6 

2.2 

4.4 



4.2 

4 

Orangeade 

6.5 

5.0 

4.6 

4.9 

5.2 

6.4 

4.7 




5.3 

4.8 


5.1 

5.3 

4.5 




5.2« 









6.4* 






5 

Grape Soda 

1.8 

1.8 

1.6 

1.6 

1.7 

1.2 

1.3 




1.7 

1.6 

1.6 

1.7 

1.2 

1.3 




1.9 






6 

Milk 

0.23 

0.04 

0.10 

0.06 

0.09 

0.06 

0.08 




0.06 

0.10 

0.05 

0.12 

0.05 

0.08 




0.04 


0.08 




7 

Milk 

4.1 

3.9 

3.2 

0.8 

3.9 

1.5 

2.9 




3.9 

3.3 

1.0 

3.9 

1.4 

2.7 






2.7 









1.8 




8 

Beer 

3.1 

2.7 

2.5 

3.2 

2.3 

2.9 

3.1 




2.6 

2.5 


2.4 

3.0 

3.1 




2.5 







* By method for fruit juioes (29.818, 1946). 

^ shorter method for fruit iuioee (29, 319, 1946.) 

2 Liquid phase was also steam distilled. 

° Sample had spoiled. 

Isuryldimethylbenzylammonium chloride, further work on amounts in the 
category will not be done at this time. 

In the method for sodas the volume of bromophenol blue reagent used 
(3 ml=1.2 mg) probably does not furnish a sufficient excess of reagent to 
insure complete extraction of the quaternary compound. In next year’s 
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study 5 to 10 ml of the reagent will be commended, with the hope that the 
low results obtained by some collaborators will be avoided. 

RECOMMENDATIONS* 

It is recommended: 

(1) That the ferricyanide method for quaternary ammonium com¬ 
pounds in commercial preservatives. This Journal. 29, 312 (1946), be 
made official, first action. 

(2) That the method for table sirup, This Journal 29, 325 (1946), be 
made official, first action. 

(3) That the method for bottled beverages containing fruit juice, This 
Journal, 29,322 (1946), be made official, first action. 

(4) That the method for beer, This Journal, 29, 325 (1946), be made 
official, first action. 

(5) That collaborative study be continued on the following methods: 

(a) Method for fruit juices (This Journal, 29, 318). 

(b) Shorter method for fruit juices (This Journal, 29,319). 

(c) Method for bottled sodas (This Journal, 29, 323), subject to 
increasing the volume of bromophenol blue reagent to 5-10 ml. 

(d) Method for milk (This Journal, 29,324), on samples containing 
preservative quantities of quaternary ammonium compounds. 

(6) That collaborative study be made of the methods for mayonnaise, 
salad dressings, sandwich spreads, pickles, and relishes. 


REPORT ON MONOCHLOROACETIC ACID 

By John B. Wilson (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.), Associate Referee 

For the collaborative work on monochloroacetic acid, four samples were 
submitted to the nine collaborators listed, with the instructions given be¬ 
low. Samples 1, 2, and 3 were water solutions, whereas sample 4 consisted 
of orange juice which was heated to 100°C in an “Arnold Sterilizer” for 
30 minutes after bottling. 

COLLABORATORS 

G—E. H. Grant, Food and Drug Administration, Boston Mass. 

Ma—Alex P. Mathers, Alcohol Tax Unit, Washington, D. C. 

Me—H. J. Meuron, Food and Drug Administration, San Francisco, Calif. 

Mo—Dorothy Montgomery, Food and Drug Administration, Washington, D. C. 
N—E. K. Nealon, Alcohol Tax Unit, Detroit, Mich. 

O—Harold F. O’Keefe, Food and Drug Administration, Chicago, Ill. 

S—Angus J. Shingler, Food and Drug Administration, Atlanta, Ga. 


* For report of Suboomuuttae C and Mtion of the Aeeociatioit, lee ThU Journal, 31, M (IMS). 
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T—^John A. Thomas, Food and Drug Administration, New Orleans, La. 

W—John B, Wilson, Food and Drug Administration, Washington, D. C. 

DIRECTIONS FOR COLLABORATORS 
(For analysis of samples containing monochloroacetic acid) 

Samples 1-4 inclusive: 

A. Determine monochloroacetic acid in 100 ml by the quantitative method 
{This Journal^ 27, 199, 1944), in duplicate. 

Note: In the titration of the excess AgNOi with NH4CNS it has been found that 
the end point is more easily observed if the precipitate is removed just before the 
final pink color appears. To accomplish this, add the NH4CNS soln carefully until 
the pink color formed by such addition fades slowly on mixing the soln. When this 
point is reached, shake the soln for \ min. and filter through a folded filter into an¬ 
other flask. When the first flask is empty, wash down the sides with about 50 ml of 
water and add this to the filter after the soln has all gone through. When the wash 
water has passed through, complete the titration. 

B. Make qualitative tests as follows: 

Extract 4 separate 175 ml portions of each sample in automatic extractors, add¬ 
ing 6 ml of H 2 SO 4 to each and extracting for about 2 hours. Test the extracts as fol¬ 
lows: 

1. Barium test. Treat extract (1) as directed in This Journal^ 27, 446, 1944, be¬ 
ginning ‘^Transfer the ether extract to a separatory funnel . . . Examine the crystals 
under the polarizing microscope.” 

Note: The microscopic examination {This Journal^ 27, 447, 1944) should be 
made by a district analyst familiar with the procedure, and the remaining crystals 
should be forwarded to the Microchemical Section for check analysis. 

2. Indigo test on barium salt. Treat extract (2) as above except apply the indigo 
test to the crystals following the procedure ‘‘Indigo Test” on the mimeographed 
sheet (same as I'his Journal^ 28, 303, 1945). 

Note: Use the entire crop of crystals if less than 0.17 g is obtained and if 50 mg 
or less is obtained make up in a 5 ml graduated cylinder and add only 0.3 ml. of 1 N 
H 2 SO 4 . 

3. Indigo test. To extract (3) add 3 ml of anthranilic acid reagent and evaporate 
the ether at a low temperature. If any insoluble matter (oily or solid) separates out, 
filter the remaining liquid thru a small wet filter paper into a 50 ml beaker. If no 
insolubles come out, transfer to a 50 ml beaker. Now apply the test as under (2) 
beginning ‘‘Test with litmus paper, etc.” 

4. Pyridine test. Treat extract (4) by the method {I'kis Journal^ 29, 104, 1946) 
under the heading “Qualitative Method Applicable to Beverages and Fruit Juices,” 
parts (1) and (2). 

The results obtained by the quantitative method are given in Table 1. 
In the case of sample 1 the analyses by and were made with¬ 
in a few days after the preparation of the sample. As several collaborators 
mentioned that a growth of mold was found in the samples, repeated 
the determination about 6 months later and found about 1 mg monochlo¬ 
roacetic acid per 100 ml. It appears, therefore, that the mold had been 
growing upon the monochloroacetic acid, which accounts for the low re¬ 
sults obtained by the remaining collaborators. From a quantitative view- 
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point these determinations, except those made by *‘W'’ and *'Mo" soon 
after preparation, should be disregarded. They have been reported in the 
table because of their bearing upon the qualitative tests. 

"G” and “S” found their continuous extractors did not take out all of 
the monochloroacetic acid in %-Z hours, as recommended in the method. 
They were advised to test the e£5lciency of these extractions using a solu¬ 
tion of monochloroacetic acid containing 1 g per liter. Botii found that 5 


Table 1. —Monochloroacetic acid (quantitative method) 



▲ODBD 

VOUND-HiQ/lOO ML 


MO/lOO ML 

WMoS G 0 TMeMaN 

1 

8.0 

7.2 7.2 2.2 3.2 2.4 5.0 3.2 3.4 3.5 

7.7 7.0 2.2 3.4 2.8 5.0 3.0 

7.8 

7.7 

2 

22.0 

21.2 20.1 18.8 19.8 22.5 21.8 20.5 20.8 20.0 

21.2 20.5 21.3 20.3 21.7 21.9 20.8 

21.3 

3 

46.0 

44.9 43.0 42.7 44.4 45.9 44.8 43.5 45.4 43.0 

45.4 43.7 44.4 45.8 47.1 44.3 43.2 

45.9 44.9 

4 

17.7 

15.4 13.3 11.5 14.0 13.7 14.9 14.0 14.3 12.5 

15.2 13.3 10.8 14.7 13.5 13.3 14.0 

16.0 13.8 

11.2 

10.9 


hours were required. obtained the following recoveries with 5 hours 


Present 

Recovered 

Mg 

Mg 

50.0 

49.8 

15.0 

14.7 

3.5 

3.4 


These collaborators would prefer to make the extractions in separatory 
funnels. 

“G’s” experiments show that when 180 ml of solution containing mono¬ 
chloroacetic acid is shaken with 100 ml of ether, 58 per cent of chloroacetic 
acid goes into the ether layer. Four such extractions would remove 96.9 
per cent of the monochloroacetic acid; six would remove 99.5 per cent, 
and eight, 99.9 per cent. 

"W” has found that if an equal volmne of ether is used, about 80 per 
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cent of the monochloroacetic acid goes into the ether layer. With this 
ratio, 3 extractions should yield 99.2 per cent recovery. In most cases, 
three extractions should suffice. 

made a check on sample 4 shaking out in separatory funnels and 
found 15.1 mg, as against 14.0 and 14.7 mg using the continuous extractor. 

also made a comparison between the two means of extraction as 
follows: 

Sample 114 4 

Continuous extractor 5 hours 2.2 2.2 11.2 10.9 

Separatory funnels 2.4 2.2 8.5 12.6 

There was some difficulty with emulsions when the orange juice was 
shaken in separatory funnels. 

The recoveries of monochloroacetic acid are summarized in Table 2. 


Table 2. —Recoveries of monochloroacetic acid 


8A1IPLB 

2 

3 

4 


mg 

per cmt 

mg 

per cent 

mg 

per cent 

Maximum 

22.5 

102.3 

47.1 

102.3 

16.0 

94.1 

Minimum 

18.8 

85.4 

42.7 

92.8 

10.8 

63.5 

Average 

20.9 

95.0 

44.6 

97.0 

13.5 

79.4 


The results obtained by collaborators on samples 2 and 3, together with 
those reported in previous publications^ warrant the adoption of the 
method as ^‘Official—First Action.'' From a regulatory standpoint low 
results such as were obtained on sample 4 work no hardship upon food 
manufacturers, but from a scientific standpoint they show the need for a 
more efficient method of extraction. Considerable objection has been 
registered by analysts in the Food and Drug Administration to the time 
consumed in the extractions, and several have expressed a desire to make 
extractions by hand using separatory funnels. Before recommending final 
action on the method, a further comparison should be made between 
automatic extraction and hand extraction in separatory funnels. Two sug¬ 
gestions have been made to improve the extraction procedure. The first 
is the salting out of the monochloroacetic acid, and the second the use of 
a more efficient extractor. Yakowitz, of our San Francisco Station, has 
designed a new extractor, which is described in a paper soon to be published 
in this Journal Mathers, of the Alcohol Tax Unit, demonstrated that 113 
mg out of 115.3 mg of monochloroacetic acid can be extracted in 30 min¬ 
utes using a continuous extractor designed in that laboratory. 

QUALITATIVE TESTS 

The results of the qualitative tests are given in Table 3. 

^Thia Journal. 25:146 (1942); 27: 196 (1944) 
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“G” is the only collaborator who obtained crystals of barium mono< 
chloroacetate from sample 1. To accomplish this he used carbonic acid to 
remove excess barium hydroxide, acidified the filtrate with a drop of 0.01 
N acetic acid to discharge the pink phenolphthalein color formed on heat¬ 
ing, and made the final crystallization from a small quantity of alcohol. 

“0", who has had considerable experience with the indigo test, prefers 
to use a mixture of equal parts of sodium hydroxide and potassium hydrox- 


Table 3. —Monochloroacetic acid (qualitative tests) 


TIBT 

BAMPLl 

W 

Mo 

s 

Q 

0 

T 

Ml 

Mx 

Barium 

1 


— 

— 

4 

— 

— 

— 

— 


2 

4- 

4 

4 

4 

4 

- 

- 

4 


3 

+ 

+ 

4 

+ 

+ 

+ 

- 

+ 


4 

— 

— 

— 

— 

— 

— 

— 

— 

Indigo 

1 

+ 

— 

— 

a 

— 

4 

— 


Barium 

2 


4 



4 

4 

- 



3 

+ 

+ 

+ 


4 

4 

- 



4 

+ 

4 

4 


4 

4 

— 


Indigo 

1 

+ 

4 


a 

4 

4»» 




2 

4" 

4 

+ 


4 

4 

4 

+ 


3 

4- 

4 

+ 


4 

4 

4 

+ 


4 

•f 

4 

+ 


4 

4 

— 


Pyridine 

1 

•4 

4 

— 

4* 

4 

— 

— 

— 


2 

•4 

4 

4 

4 

4 

- 

4** 

4' 


3 

4 

4 

4 

4 

4 

- 

4* 

4« 


4 

4 

4 

4 

4« 

4 

— 

— 

— 


* Tests were not made but collaborator said "I can detect reasonably small amounts by the other tests.'* 
° Indigo precipitate was not noticeable in the solution but was apparent on the filter paper. 

" Tests tests made by C. S. Purcell, who was more experienced with the method. 

^ m.p. 167®C. 

® m.p. 168*C. 

' Wt. of crystals corresponds to 21.5 mg CHtClCOOH. 

* Wt. of crystals corresponds to 46.6 mg CHtClCOOH. 


ide, instead of all sodium hydroxide, in the 50% alkali solution, in which 
case the fusion is carried out at 225°-240°C. with less danger of losing 
indigo through overheating. However, in the present instance he followed 
the prescribed procedure. 

The barium test is adapted for use on comparatively pure solutions 
when 20 mg or more per 100 ml are present. None of the collaborators ob¬ 
tained a positive barium test on the orange juice. 

The indigo test on the ether extract yielded more positive results than 
when performed on the barium crystals; it seems advisable to confine the 
qualitative tests to the simple indigo test and the pyridine test which seem 
to be nmning neck and neck. The work on these two tests should be ex¬ 
tended to other types of foods. 
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RECOMMENDATIONS* 

It is recommended— 

(1) That the method for the determination of monochloroaoetic acid 
(applicable to carbonated beverages and fruit juices containing 5 to 150 
mg CHtCl COOH in 160 ml), This Journal, 27,199 (1944) with the addi¬ 
tion under “Apparatus,” of the statement, “2. Use any equally efficient 
means of extraction.” be adopted as official, first action. 

(2) That collaborative work be done to establish the advisability of 
permitting extractions to be made in separatory funnels as an alternate 
procedure. 

(3) That collaborative work be done on other fruit juices and beverages. 

(4) That collaborative work be done on the application of the method to 
other types of food. 

(5) That collaborative study of the indigo test and the p3Tidine test be 
continued. 

No reports were given on dichloroacetic acid or on formaldehyde. 

REPORT ON MOLD INHIBITORS, PROPIONATES 

By Lewis H. McRobekts (Food and Drug Administration, 
Federal Security Agency, San Francisco, Calif.), 

Associate Referee 

DETERMINATION OF PROPIONATES IN BAKERY PRODUCTS 

Under provisions of section 701 of the Federal Food, Drug and Cos¬ 
metic Act, a hearing has been held and proposals issued for establishment 
of standards of identity for various types of bread (1). At this hearing 
evidence was presented indicating that the use of mold and “rope” in¬ 
hibitors was a not uncommon bakery practice. The proposed standards 
of identity limit the quantities of preservatives (with appropriate label 
declaration) to the following; 

Calcium or Sodium propionate 

In white bread —0.32 part/100 parts flour 

In whole wheat bread —0.38 part/100 parts flour 

Vinegar—100 grain or equivalent — 1 pint/100 lb. flour 

Sodium diacetate —0.4 part/100 parts flour. 

Whether or not the proposed standards are adopted it is desirable 
that methods for detection and estimation of these preservatives be 
available. The determination of propionic acid should serve well in the 
estimation of added propionates for there is no evidence that this acid is 
normally present in bakery products in other than calculated trace 
amounts. Acetic acid is normally present in amoimts that would have to 

* For ro]x>rt of Suboommittee C, and action of the Association, see Thia Journal, 31, 52 (1948). 
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be taken into account in estimating the proportion of vinegar or diaoetate 
added. The determination of both of these acids through adaptation of the 
volatile acid technique (2, 3,4,5) appeared promising. For supplementary 
confirmation the use of the chromatographic column (6) also offered possi¬ 
bilities. 


EXPERIMENTAL 

In preliminary studies the writer applied the Ofiioial Method (23.36 
(b)) for volatile fatty acids in dried eggs to the analysis of samples of com¬ 
mercial bakery products, some of which were believed to contain added 
propionate; and to samples of bread prepared in the laboratory, without 
propionate, and with varying amounts of propionic acid added. 

Some of the same samples were also analyzed by a modification of this 
procedure, which provided for ether extraction of the aqueous sample 
solution obtained after treatment with phosphotungstic acid and filtration 
(first step in preparation of the sample by the official method above cited). 
The extraction was carried out on an aliquot of the filtrate, acidified with 
sulfuric acid in a large Palkin extractor. Trial with pure formic, acetic, and 
propionic acids had indicated that such extraction would be 90-100 per 
cent complete in five hours. Following extraction, water was added to the 
extract, rendered alkaline to phenolphthalein with 1 N sodium hydroxide, 
and the ether evaporated. The aqueous phase was made to a convenient 
volume and an aliquot subjected to the usual distillation procedure (sec. 
24.11). 

The purpose of the modification was to remove carbohydrates which, 
it was suspected, noight break down during distillation to contribute 
volatile acids to the distillate. Incidental to the application of the modifi¬ 
cation certain observations gave rise to a suspicion that volatile acids, 
particularly acetic, might be contributed by the ether used for extraction. 
For that reason the ether was thoroughly washed with water just prior to 
use. 

Results of these preliminary trials are given in Table 1. There is no 
indication, in these results, of any contribution of formic or propionic 
acids from a breakdown of carbohydrates during distillation. The implica¬ 
tions are not entirely clear-cut in respect to acetic acid. The results may 
imply some derivation of acetic acid from carbohydrates and also from the 
use of imwashed U.S.P. ether in the extraction. As far as propionic acid is 
concerned the unmodified method gives results more closely in agreement 
with the theoretical. 

In the course of routine operations a considerable number of samples 
of bakeiy products, suspected of containing added propionate, have been 
submitted to this laboratory for analyms. Table 2 presents the results ob¬ 
tained on a representative group. In some instances the batch formula 
customarily employed was known, although there is no assurance that 
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such formula was actuaUy adhered to in preparing the particular batches 
analyzed. The bread analyses have been converted to the terms of the 
batch formula on the convention that 150 lbs. of fresh product is equiva¬ 
lent to 100 lbs. of flour used in preparing it. 

While lack of authenticity of the samples prevents any quantitative 
conclusions as to the percentage recovery, it is noteworthy that the anal- 


Table 1. —Determination of volatile acids and recovery of added propionic acid by 
the official method for volatile acids in dried eggs, and 
by an ether extraction modification 


SAIIPLI 

ornciAL inTHOo 

M 

STHER EXTRACTION 

MODIFICATION 

..qm 

VALUE 

POBKIG 

AGBTIO 

PRO¬ 

PIONIC 

FORMIC 

ACETIC 

PRO¬ 

PIONIC 

Laboratory prepared 

12 

56 

None 

2.6 

8 

20 

15 

2.0 

bread no added propio- 

13 

34 

4 

2.4 

9 

34 

6 

2.3 

nato 

13 

30 

7 

2.2 





Same—with 149 mg/100 

12 

51 

151 

1.8 

6 

35 

165 

1.8 

gm added propionic acid 

14 

54 

151 

1.8 

9 

37 

161 

1.7 

Same—with 75 mg/100 

11 

32 

83 

1.8 

11 

9 

98 

1.7 

gm added propionic acid 

13 

39 

78 

1.8 

10 

13 

97 

1.7 

Commercial Bread A 

15 

32 

13 

2.2 

11 

19 

23 

1.9 


16 

30 

13 

2.2 

8 

21 

20 

2.0 

Commercial Bread B^ 

14 

28 

83 

1.8 : 

13 

57 

62 

2.0 

Commercial Bread C^ * 

27 

67 

117 

1.9 

25 

88 

87 j 

2.0 


1 Ether used for extraction modification on these samples was not washed. 
* Analysed fresh and results computed on the fresh basis. 


yses in most instances indicate a sodium propionate content materially 
lower than the batch formulas would have provided. Inasmuch as the 
method employed had yielded virtually complete recovery of propionic 
acid added to air-dry, propionate-free bread (Table 1), the results may re¬ 
flect baking losses and/or losses of propionic acid during air-drying of the 
sample. 

To provide material for further study as well as for collaborative sam¬ 
ples, authentic batches of bread containing kno\ra added amounts of pro¬ 
pionate were baked in the laboratory. Details of preparation were as fol¬ 
lows: 

Ten pounds of ''enriched bleached flour'' was thoroughly mixed by rolling in a 
large container and then separated into three portions that were used in the prepara¬ 
tion of three 3-loaf batches of bread. A commercial propionate obtained from a local 
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Tablb 2. —VolaHle faUy acids in commercial bakery producU 
determined by official method for dried eggs 


ntODUOT 

1 

▲CITIO 

MG/IOOO 

PBOPIONIC 
MO/100 G 

■ 

BOPIUM PB0P10N4TI OOM- 

PUTBD TO PAITS PBB 

BUNDBBO PABTB OP 

FLOUR UBBD 



1 

AB DBTBB> 

MINID 

PBOM 

rOBMULA 

Samples air-dried and analysis 
for individual acids reported on 
air-dry basis. 







White bread —D 

12 

29 

41 

2.0 



E 

14 

28 

83 

1.8 

0.12 

0.19 

F 

12 

50 

100 

1.8 

0.15 

0.25 

G» 

4 

43 

35 

2.0 

0.04 


H 

14 

56 

55 

2.0 

0.08* 

N. R. 

Wheat bread—A 

11 

51 

46 

1.9 

0.08 


B 

20 

48 

55 

2.0 

0.08 


C 

15 

67 

31 

2.1 

0.04 


D 

23 

76 

10 

2.3 

0.01 


E» 

10 

38 

57 

1.8 

0.09 


FI 

6 

16 

58 

1.7 

0.09 


G» 

6 

40 

38 

2.0 

0.06 


Rye bread —A 

11 

173 

44 

2.2 

0.06* 

N. R. 

Doughnuts —A* 

15 

None 

263 

1.6 


N. R. 

B» 

11 

None 

298 

1.5 


N. R. 

Samples analyzed fresh and 
analysis for individual acids re¬ 
ported on fresh basis. 







Cup cakes 

8 

19 

None 

2.6 


N. R. 

Fruit cake 

72 

124 

54 

2.2 


N. R. 

Light cake 

36 

None 

138 

1.6* 


N. R. 

Sweet rolls 

16 

31 

None 

2.5 


N. R. 

Jelly roll 

23 

None 

74 

1 .6 


N. R. 

Chocolate cake—A 

63 

100 

12 

2.3 

1 

N. R. 

B 

22 

55 

96 

1.9 


N. R. 


1 Presence of propionic acid in diatillste confirmed cbromatographically, This Journal, 28, 644. 

* Presence of propionic acid in distillate confirmed chromatographically and also by redistillation, 
Ibid., 21, 688. * Analyses by J. V. Beck. N. R.—Not reported. 


bakery was added to two of the portions of dour in the amounts of 0.32% and 0.16%. 
The following described recipe was used: 

1.5 cakes yeast 

1.5 tbs. sugar 

1.5 pts. milk 

2.5 lbs. prepared flour (±2 gms) 

0.7 tbs. salt 

3 tbs. shortening. 

Baked at 450*’F. for 15 min. and then lowered to 375''F. for 45 min. 
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Precautions were taken to insure that all of the 2.5 lbs. of prepared 
flour were incorporated in the bread. The three batches of bread desig¬ 
nated as “B/' and were allowed to cool for one hour prior to 
weighing. After 24 hours the loaves were then sliced and air dried for 
about 48 hours, re-weighed, crushed and ground to pass 20 mesh. The 
following data and calculations were recorded: 


Bread Batch 
Propionate—% in flour 
Wt. (1 hr. after baking) oz, 
Wt. (24 hrs. after baking) oz. 
Ratio: Bread/Flour 
Wt. Air dried, oz. 

Ratio: Air Dry/Fresh 


**B^* 

0.32 0.16 None 

56 56 58 

55.32 56.06 54.21 

1.38 1.40 1.36 

42.6 43.0 42.7 

.7701 .7607 .7868 


Assuming no baking or air dr3ring loss, batches ^'A^’ and (air dry) 
were then calculated to contain 0.30 per cent and 0.15 per cent of pro¬ 
pionate, or 0.230 per cent and 0.115 per cent propionic acid, respectively. 

The propionate, the flour and the mixtures of propionate and flour were 
analyzed for propionic acid. 

Five grams of the propionate was made to 500 ml, and a 50 ml aliquot, 
acidified with sulfuric acid and diluted to 150 ml, was subjected to the 
regular distillation procedure (sec. 24.11). The average of two determina¬ 
tions was 76.2 per cent of propionic acid, equivalent to 99.1 per cent of 
sodium propionate. 

The flour and the flour-propionate mixtures were analyzed by the pro¬ 
cedure for dried eggs, with results as follows: 


Flour 


BAMPU 

TOLATIliS ACIDS (MO/IOO O) 

BQUITALBNT 

rORMIC 

ACSTIC 

PROPIONIC 

BODIDM PROPIONATR 

Flour Mix A 

4.4 

None 

265 

mo!100 Q 

344 

V€r uni 

0.34 

Flour Mix B 

3,7 

None 

136 

177 

0.18 

Flour Mix C 

4.3 

None 

3 

4 



The bread samples were analyzed by four different procedures. 

(1) The oflSicial method for dried eggs. 

(2) The ether extraction modification described above. 

(3) A preliminary dispersion of the sample in 100 ml of water, acidified with 25 
ml 1 N sulfuric acid by means of a Waring Blendor. Modification (4) was 
then applied. The purpose of this preliminary treatment was to test whether 
low results might be due to occlusion of propionate in the bread particles, 
rendering the initial aqueous extraction incomplete. 

(4) The detailed procedure given below and issued to collaborators for trial. This 
modification retains the basic principles of the ofiicial procedure for dried 
eggs, varying the technique of sample preparation solely for reasons of con¬ 
venience in handling samples of bakery products. 
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Table 3 .—Volatile acids recovered from propionate-’Con^taming bread by four 
modificatione of the official method for dried eggs 
(Results expressed as mg/lOOg air-dry sample.) 




BBIAD A 



BBIADB 



roBino 

AOITIO 

PBOPIONIC 

roBiiio 

AOBTIC 

PBOPIONIO 

1 

23 

36 

172 

13 

6 

99 

2 

16 

32 

166 

7 

28 

87 

3 

21 

33 

165 

14 

8 

97 

A 

f21 

/29 

fl72 

fl3 

/23 

/83 


\22 

120 

1180 

\13 

124 

184 

Propionic a( 

1 

3id added air-dry basis 

230 



116 


Results obtained by the four modifications are given in Table 3. 

The results are in harmony with previous conclusions in regard to the 
absence of any advantage in the ether extraction (modification 2) and 
they fail to demonstrate any advantage in the more vigorous disintegra- 


Table 4 .— Collaborative assay of sodium propionate 



ASSAY 


AVI. ' U '’ 

STD. “ C ” 

COLLABOBATOB* 

PBB OTNT 

AVI. 

VALOB 

DBTBBUINXO 

PBOPIONIO 

ACID 

Lewis H. McRoberts—Assoc. Ref., 
San Francisco 

99 . 7 , 98.5 

99.1 

1.61 

1.68 

William Horwitz—Minneapolis 

96 . 7 , 99 . 2 , 

98 . 3 . 100 . 4 , 

99 . 4 , 98.6 

98.8 

1.59 

1.68 

V. E. Munsey—Food Div., Wash¬ 
ington, D.C. 

99 . 2 , 99.2 

99.2 

1.61 

1.69 

H. M. Bollinger—Los Angeles 

98 . 6 , 98.6 

98.6 

1.61 

1.63 

Mrs. D, W. Montgomery—Food 
Div., Washington, D.C. 

99 . 4 , 99.4 

99.4 

1.63 

1.63 

H. 0 . Fallscheer—Seattle 

98 . 7 , 98.9 

98.8 

1.69 

1.64 

H. I. Maycomber—Baltimore 

99 . 6 , 99.7 

99.7 

1.60 

1.61 

Meyer Matluck—Boston 

98 . 6 , 98.9 

98.7 

1.59 

1.67 

Average 


99.0 

1.62 

1.62 


* All collaborators are with the U. S. Food and Drug Administration, stationed at the laboratories 
indicated. 












5 .—Collaborative results—volatile acids in air-dried bread 
(Results expressed as mg/100 g air-dry sample) 
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1948] 


PQ 

H 



N. R. Not reported. 
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ti(m treatment constituting modification 3. The fourth modification 
entirely comparable results and was selected for collaborative study be¬ 
cause of its greater convenience. Its details are ^ven in the preceding 
number of This Journal, 31,99 (1948). 

COLLABORATIVE STUDY 

The Associate Referee has been fortunate in receiving the cooperation 
of seven collaborators, representing six different laboratories. Each col¬ 
laborator was provided with subdivisions of air dried breads, A, B, and C, 


Table 6. —Volatile adds in air-dry bread determined 
by chromatoyraphie procedure 

(Results expressed as mg/100 g air-dry sample) 


ACID 

BREAD A 

BREAD B 

BRBAD 0 

▼.B.K. 

D.W.1I. 

VJBJI. 

D.W.IC. 

y.B.M. 

D.WJI. 

Acetic 

23 

37 

18 

26 


27 


24 

38 

15 

27 

16 

29 

Propionic 

147 

168 

70 

87 




136 

168 

66 

87 

2 

None 


described above, and a portion of propionate used in their preparation. 
They were advised as to the results obtained by the Associate Referee in 
assay of the propionate sample, and were requested to determine and 
report its calculated sodium propionate content as a check on the stand¬ 
ardization of their volatile acid apparatus. 

Results are given in Table 4. 

The collaborators were not advised of the amounts of propionic acid 
added to the collaborative bread samples. They were requested to deter¬ 
mine the volatile acids by the procedure described above, a copy of which 
was provided, and to report the data presented in Table 5. 

It was also suggested that the collaborators apply the chromatographic 
technique (6) on distillates of the bread samples if time and facilities 
were available. Munsey and Montgomery report the results presented in 
Table 6. 


DISCUSSION 

On the whole, the results reported for propionic acid are reasonably 
consistent and imply that the suggested distillation procedure can be 
relied upon to detect added propionate in amounts greater than the 
equivalent of 20 mg propionic acid per 100 grams of sample analyzed. The 
results for acetic acid and formic acid are not as consistent but neverthe- 
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less demonstrate that these acids are naturally present in bakery products 
in significant amounts. 

The apparent total baking and/or air-drying loss (if the loss is due to 
these circumstances) is quite substantial. If such loss is incurred in air¬ 
drying, it can, of course, be eliminated by analyzing the fresh sample. It 
was essential that the method of analysis be proven reliable before in¬ 
vestigation of this loss could be undertaken intelligently. The extent and 
character of the collaborative results is believed to be such as normally to 
support a recommendation for adoption of the procedure as a quantitative 
method for determination of propionic acid. Pending clarification of the 
apparent baking and/or drying loss, however, the method must be viewed 
as qualitative only, notwithstanding the consistency of the collaborative 
results. 


ACKNOWLEDGMENT 

The Associate Referee acknowledges with appreciation the assistance 
of the collaborators whose names are given in Table 4 and whose results 
are identified by their initials elsewhere. 

RECOM M END ATION S» 

It is recommended: 

(1) That the distillation procedure described herein be adopted as ten¬ 
tative for the detection of added propionate in bakery products. 

(2) That investigation of the nature and cause of the loss of propionic 
acid, referred to herein as “apparent baking and/or air-drying loss,” be 
undertaken. 

(3) That further investigation of the chromatographic technique, for 
the identification and estimation of acetic and propionic acids in bakery 
products, be imdertaken. 


REFERENCES 

(1) Federal RegisUr, Vol. 8, 10782-3, 8/3/1943. 

(2) Hilug, etal., This Journal, 22, 116-118 (1939). 

(3) Hillio, Fred, Ibid., 25, 176-195 (1942). 

(4) -, Ibid., 26, 198 (1943). 

(5) -, Ibid., 27, 204-223; 237-240 (1944). 

(6) Ramsey and Patterson, Ibid., 28, 644-656 (1945). 


No report was given on diacetates. 


No report was given by the General Referee on eggs and egg products. 


* For report of Subcommittee C and action of the Aaeociation, aee Thit Journal, 31, 53 (1948). 
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REPORT ON ADDED GLYCEROL IN EGGS 

By George E. Eepfel (Food and Drug Administration, 

Federal Security Agency, Minneapolis, Minn.), 

Associate Referee 

The present quantitative method for added glycerol in eggs was adopted 
tentatively in 1934 with the recommendation that further studies be 
made. In 1939 a brief progress report described some preliminary work on 
separating glycerol by distillation with superheated steam. No further 
reports have been submitted. 

A survey of the literature indicates increasing use of the Malaprade 
periodate oxidation method for determining glycerol in mixtures. Amerine 
and Dietrich (This Journal, 28, p. 408, 1943) use this method for glycerol 
in wine, and Shupe (Ibid., 28, 249, 1943) describes periodate methods 
for glycerol and glycols in cosmetics. The determination is based on the 
oxidation of glycerol to formaldehyde and formic acid by means of periodic 
acid or by periodate salt. Glycerol may be calculated from the amount of 
acid formed, as determined by direct titration, also by measurement of 
the excess periodate. The oxidation proceeds at room temperature and is 
more selective than a dichromate oxidation. However, certain substances 
such as dextrose, levulose, and certain organic acids among others, react 
with periodate and hence must be removed. 

The above method was applied to samples of whole egg clarified by 
the present method for glycerol in egg. Blanks were high, ranging from 
0.2-0.3 per cent of apparent glycerol. In view of the results, work was di¬ 
verted to the problem of isolating glycerol in products entirely free from 
interfering egg constituents. A number of procedures based on pub¬ 
lished methods for glycerol in various food products have been examined. 
Blanks as low as 0.08 per cent have been obtained, but further work will 
need to be done before a method can be submitted. 

It is recommended* that studies on methods for determination of added 
glycerol be continued. 

REPORT ON ACIDITY OF FAT IN EGGS 

By F. J. McNall (Food and Drug Administration, Federal 
Security Agency, Cincinnati, Ohio), Associate Referee 

In accordance with the recommendation of Subcommittee C (This 
Journal, 30, 50) methods for the determination of acidity of fat in ag ga 
were studied. 

The present official method 1(1) for dried eggs is based upon the process 
of drying the eggs at 55°C. in a vacuum oven to constant weight, extract¬ 
ing the fat in a continuous extractor with anhydrous ether, and then 

* For report of Subcommittee C and action of the Aaeooiation, see This /oumof, 31, 61 (1948). 
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titrating the ether extract dissolved in neutral benzene with sodium 
ethylate. The results are reported as ml of 0.05 N sodium ethylate per g 
of ether extract. Method II, (1) the present rapid tentative method for 
dried eggs is essentially the same as Method I except that the eggs are ex¬ 
tracted with ether without preliminary drying, and instead of using a 
continuous extractor, repeated extractions are made of the egg material 
in a small flask, the clear ether layer being decanted through a filter into a 
weighed flask. The ether is then evaporated, the residue dried, weighed, 
and titrated with sodium ethylate as in Method I. 

Kline and Johnson (2, 3), in a recent study of lipolytic activity in stored 
dried eggs, have showm that a specific method for measuring glyceride 
hydrolysis is necessary. In this work they have showm that as much as 70 
per cent of the total acidity of ether extracts of egg powders as obtained by 
the A.O.A.C. method is due to cephalin. The cephalin fraction of animal 
phospholipids acts as monobasic acid and is completely titrated in solvents 
of low dielectric value, with phenophthalein as indicator. They have also 
shown that the acidity of the ether extract increases with the increase in 
moisture content of the eggs since larger amounts of phospholipids are 
extracted by the ether at higher moisture levels. 

This paper further describes a method w^hereby the true fatty acid con¬ 
tent of dried eggs may be determined by extracting the fat and fatty 
acids with acetone. The phospholipids are only slightly soluble in acetone 
and may be completely removed by treatment with alcoholic magnesium 
chloride. 

Kline and Johnson have shown that by their proposed method prelimi¬ 
nary drying is unnecessary. Further work indicated that a possible source of 
error in the determination of free fatty acids in dried eggs, particularly in 
eggs where the acids have developed in the liquid state before drying may 
be due to the formation of a fatty acid-protein complex. Complete re¬ 
covery of the fatty acids cannot be made unless the pH of the egg mixture 
is adjusted to 4 prior to dr 3 lng. How^ever, fatty acids which have de¬ 
veloped during storage in the dried eggs may be completely extracted at 
the normal pH of the powder, since the medium is nonaqueous and the 
fatty acids have no opportunity to combine with the bases present in the 
egg. 

The method proposed by Kline and Johnson is as follows: 

Transfer 2 g egg powder to a 40 ml conical, graduated centrifuge tube and add 
15 ml of acetone. Let stand for 0.5 hour with frequent stirring. Centrifuge and de¬ 
cant into centrifuge bottle. Repeat extraction 4 times using 10 ml portions of ace¬ 
tone, allowing 5-10 min. extraction time. To the combined acetone extracts, which 
should be kept to a volume of 60 ml, add 1 ml of a satd soln of magnesium chloride in 
absolute alcohol. Mix well by swirling and then centrifuge. Decant supernatant 
liquid into a 500 ml separatory funnel. Wash the residue twice with 5 ml portions of 
acetone, centrifuging after each washing; and combine washings with the original 
supernatant liquid in the separatory funnel. 

Add 30 ml of petroleum ether to the acetone soln and thoroly mix. Add 200 ml of 
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HsO and agitate contents of funnel gently to prevent emulsion formation* Allow 
phases to separate and discard the aqueous acetone. Wash the petroleum ether with 
two 25 ml portions of water and transfer the petroleum ether quantitatively to a 125 
ml Erlenmeyer flask. Add 50 ml of isopropanol and 10 drops of 10% ethanolio 
phenolphthalein. Titrate the soln with 0.025 N sodium ethylate. 

Samples of powdered egg yolk and whole egg were obtained by the 
Associate Referee to compare results for the acidity of fat as determined 
by the present A.O.A.C. methods and the proposed method of Kline and 
Johnson. 


Results for acidity of fat 



ML Na ■THTLATI/2 0 BAMPLB 


lOO roLE 

WROUD BOO 

A.O.A.C. Method I 

Vacuum oven 55°C. 

4.35 

1.90 

A.O.A.C. Method I 

Vacuum oven 100®C. 

3.65 

1.85 

A.O.A.C. Method I 

Without drying 

4.10 

2.15 

A.O.A.C. Method II 

4.50 

2.25 

Proposed acetone method without drying 

1.67 

1.13 

Proposed acetone method after drying, vacuum 
oven 100®C. 

1.70 

0.90 


DISCUSSION 

The above results confirm the work of Kline and Johnson that the ace¬ 
tone extraction method gives results for the acidity of fat which are ap¬ 
proximately 60 per cent less than the A.O.A.C. methods, the difference 
being due to the presence of titratable phospholipids which are extracted 
by ether but are insoluble in acetone. 

RECOMMENDATIONS* 

It is recommended that the proposed acetone method for determining 
acidity of fat in eggs be further studied. 

REFERENCES 

(1) Methods of Analysis, A.O.A.C. (1945, 6th ed.), 23.30, 23.31. 

(2) Leo £[line and C. M. Johnson, Ind, Eng, Chem., Anal, Ed,, 18, 35 (1946). 

(3) Ibid., 18, 617 (1946). 


* For report of Suboommittae C and action of the Aaeooiation. see Thu Journal, 31, 61 (1948). 
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REPORT ON DECOMPOSITION IN FOODS 

By W. I. Pattbbson (Food and Drug Administration, Federal 
Security Agency, Washington, D, C.), Referee 

The report on “Decomposition in Shellfish” includes collaborative data 
on the indole content of shrimp, oysters, and crabmeat of varying stages 
of decomposition. Earlier data of individual analysts on a considerable 
number of samples of each of the above shellfish corroborate the usefulness 
of indole as a criterion of decomposition in these products. The results 
support the recommendation that the method for indole be adopted as 
official, first action. The Referee also concurs in the other recommenda¬ 
tions of the Associate Referee. 

The Associate Referee’s progress report on “Decomposition in Fruits” 
describes some of the attempts to correlate rot in apples with a chemical 
test. At the present stage of development, no recommendation is made 
toward adoption of a definite procedure, but only that further study be 
made on the problem in an effort to select that chemical test with the best 
promise of becoming useful for regulatory purposes. 

It is recommended* that studies be continued on fish and dairy products. 


No reports were given on decomposition in fish products or in dairy 
products. 


REPORT ON DECOMPOSITION IN FRUIT PRODUCTS 

By Thomas H. HABRisf (Food and Drug Administration, Federal 
Security Agency, Washington 25, D. C.), Associate Referee 

The use of considerable amounts of rotten fruit in the manufacture of 
fruit juices, jellies, and butters is easily concealed because their presence 
cannot be detected by odor or taste. Methods in use at present for detect¬ 
ing rot in fruit products are (1) The Mold Count Method and (2) The Rot 
Fragment Count. These methods have been used with much success on 
fruit products that have been processed in such a way as not to remove the 
mold or rot fragments, but they are of little value when applied to clear 
jellies and juices. Other means are desirable for establishing the presence 
of rotten apples, when used, where present methods are inapplicable, and 
in other cases, to supplement the findings based on mold or rot fragment 
coimt. The purpose of the work summarized in this report was to study 
the composition of juice from rotten apples with the view of developing 
such a chemical method. 


* For report of Subcommittee C and action of the Aeaooiation, see Thu Journal^ 31, 51 (1948). 
t Present address: Chemical Seotiont Insecticide Division, Livestock Branch, Premuotion and Market¬ 
ing Administration. U. 8. Dept, of Ainioulture, Beltsville, Md. 
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PREPARATION OF MATERIAL FOR STUDY 

Preliminary experiments on good and rotten apple juice to ascertain 
qualitative chemical differences made it clear that large quantities of juice 
would be required in order to isolate a sufficient quantity of the com¬ 
ponents for chemical characterization. 

Approximately 20 bushels of rotten apples were macerated, a filter 
aid was added (“superceF’ was found to be suitable), and the juice was 
pressed out. The apples had been discarded as unfit for use. Those individ¬ 
ual apples containing appreciable quantities of sound tissue were either 
not used or the sound tissue was removed. The juice from these apples 
will be referred to in this work as 100% rotten juice. Approximately 50 
gallons of juice were obtained and immediately concentrated in vacuo to 
give a dark colored thick sirup with a solids content of 60 per cent. This 
concentrated juice was poured into l-quart ice cream containers and 
stored at 0®F. for further study. 

Twelve bushels of good apples (grade 2) were processed in exactly the 
same manner as above. The concentrated good apple juice soon solidified 
to a gel, but the rotten juice did not, thus indicating a partial breakdown 
of the pectin present. 

PECTIN DEGRADATION PRODUCTS 

One of the first problems undertaken in this study was the search for 
the presence of some product or products of pectin degradation which 
would be indicative of rot. The micro-organisms that invade the damaged 
fruit and cause it to rot have long been known to constitute a rich source of 
pectic enzymes, and it appeared reasonable that certain degradation 
products of pectin would be present in rotten apple juice, and would 
either be absent or present in much smaller quantities in good juice. In 
the case of apples, no naturally occurring pectinase activity has been re¬ 
ported, and in the present investigation, none could be demonstrated. 

Three such products of pectin degradation were found to be present in 
rotten apple juice, and two of these will be mentioned only briefly, since 
neither appeared very promising as the basis of a method for detecting rot 

AlcohoUSoluble Non-Dialyzable Substance: 

This substance was obtained by precipitating a concentrated solution 
of rotten apple juice from 80% ethyl alcohol to remove the pectin and 
dialyzing the filtrate in a cellophane tube overnight against cold running 
tap-water. A small quantity of precipitate separated from solution during 
dialysis, which gave a strong positive test for pentose. A quantity of good 
apple juice treated similarly gave no such substance, but the quantity of 
the substance obtained from the rotten apple juice was too small to be of 
any consequence. 

AlcohoUsolvble Furfurah^ielding Substances: 

McKinnis (1) investigated the presence of free pentoses in an 80-90% 
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alcohol filtrate of ‘‘Delicious’’ apples and concluded that, if any were 
present, they were there only in traces. He failed to get an estimable pre¬ 
cipitate of furfural phloroglucide but he did not indicate the weight of 
starting material. 

Ehrlich (2) found a substance which he called araban, and which could 
easily be separated from pectin by virtue of its solubility in 70% alcohol. 
It seemed likely that as a result of enzyme action increasing quantities of 
free pentoses would be released in the juice, and to answer this question 
the follomng experiments were carried out: 

Two hundred g of good apples were macerated and extracted with water and the 
extract concentrated to a weight of 65 g. To this was added with stirring 346 ml of 
95% ethyl alcohol, and the precipitated pectin was removed by filtration with 
added filter-aid. After removal of the alcohol in the filtrate by distillation in vacuo, 
the solution was diluted to 250 ml in a volumetric flask. A furfural determination 
on a 10 ml aliquot of the solution according to the method of Duncan (3) showed the 
presence of 81.3 mg of pentose (calculated as arabinose) in 100 g of apples. 

The same quantity of rotten apple tissue treated similarly was found to 
contain 219 mg of pentose per 100 g of tissue. 

One of the aims in this work was to find, if possible, some substance in 
rotten apple juice that was absent in good juice, and for this reason no 
further study of the pentose content was made. 

D-Galacturonic Add: 

Ehrlich (4) described a specific test for galacturonic acid in which a 
brick-red precipitate was obtained on heating a basic lead acetate solution 
of this substance. When the test was applied directly to 1 ml of 100% 
rotten apple juice, a faint positive test was given. A more distinct and 
characteristic test was obtained on a solution of the acids obtained from 
the juice by precipitation with lead acetate from 80% alcohol solution, 
after removal of the pectin. This finding looked most promising, partic¬ 
ularly since very little if any free galacturonic acid could be detected in 
good apple juice. Galacturonic acid was subsequently isolated from rotten 
apple juice as the p-bromphenylhydrazone p-bromphenylhydrazine de¬ 
rivative. 

A method was devised for the quantitative determination of galac¬ 
turonic acid in apple juice after removal of the sugars and other inter¬ 
fering substances. The galacturonic acid was determined in the final solu¬ 
tion by a modification of the method of Deichmann and Dierker, and this 
modified method is given in detail below. 

REMOVAL OF SUGAR, PECTIN, AND OTHER INTERFERING SUBSTANCES 

Concentrate 100 ml of apple juice at reduced pressure, in a 500 ml Claisen dis¬ 
tilling flask with a water aspirator, to ca 25 g, and transfer to a weighed 400 ml 
beaker. (If the soln is coned much below 25 g, there is danger of the coned juice 
gelling, a result which makes transfer to the beaker diflBcult.) The coned juice, plus 
the water used in the transfer, must not be permitted to exceed 30 g in weight. Add 
2 g of filter-aid (Celite was found to be suitable) to the 30 g of concentrate, and add 
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160 ml of 95% ethyl alcohol, with stirring to precipitate the pectin, and filter the 
mixture with suction. Wash the residue, after pressing with a glass stopper, with ca 
10 ml of 80% ethyl alcohol, and discard it. Then transfer the filtrate and washings to 
a 400 ml beaker and precipitate the acids by adding 2 g of neutral lead acetate 
(Pb(CH|C00)i'3H20), dissolved in ca 10 ml of warm 80% alcohol. Add 2 g of filter 
aid to the suspension of lead salts, and filter the mixture on a 7 cm Bilchner funnel. 
Press the mixture of Celite and lead salts on the funnel with a flat-top glass stopper, 
and transfer to a 50 ml beaker. Wash the mixture twice, by stirring with a minimum 
of 80% alcohol, filtering with suction each time, then transfer to a 250 ml Erlen- 
meyer flask. Add 100 ml of distilled water, disintegrate the mixture with a stirring 
rod, and decompose the salts with a current of H*S gas. Remove the filter aid and 
PbS by filtration with suction, and concentrate the filtrate and washings to remove 
the excess HsS, and then dilute to 100 ml with distilled water in a volumetric flask. 

DBTBRMINATION OF OALACTURONIC ACID 

Weigh 50 mg of naphthoresorcinol on an analytical balance, transfer to a 25 ml 
glass-stoppered cylinder, and add 1 ml of the soln of acids from apple juice, 2 ml of 
50% alcohol, and 2 ml of coned HCl. Shake the mixture to dissolve the reagent, 
and place the stoppered cylinder in a water bath at 50°C. for 90 min. Cool the mix¬ 
ture to room temp., add ethyl ether to the 25 ml mark, and extract the pigment by 
shaking vigorously for about 10 min. After standing for ca 10 min., decant the ether 
extract into a colorimeter tube containing a small quantity of Na 2 S 04 . Stopper the 
tube with a cork, whirl a few times to clear up the solution; and determine the opti¬ 
cal density at 580 m/* (a Lumetron colorimeter, Model 400 A, was used). 

The galacturonic acid content of three samples of apple juice, deter¬ 
mined according to the above procedure, is shown in Table 1. 


Table 1. —Galacturonic add content of apple juice 


SiUlFLl 

OALAOTUSOKZC AGIO 


microgrom/ff^l 

Grade 1 juice (“Red Delicious”) 

35 

Grade 2 juice (variety composite) 

81 

100% rotten juice (variety composite) 

1580 

It was of interest to determine the influence of variety on the content 
of galactimonic acid in apple juice and the data are given in Table 2. 

Table 2.— Relationship between apple variety and galacturonic add present 

yarutt 

QALAOTUBONIO AGIO 


miaogram/tnl jvie« 

Red Delicious 

24 

York Imperial 

25 

Black Twig 

54 

Lowry-1 

32 

Lowry-2 

38 

Western Winesap 

13 

Grimes Golden 

40 

Ben Davis 

20 

Jonathan 

19 
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ACCURACY OF THE METHOD 

The accuracy of the above-described method will be influenced by the 
completeness of precipitation of the galacturonic acid with lead acetate, 
and by the presence of substances other than galacturonic acid in the 
lead acetate precipitate which may react like galacturonic acid in the final 
color reaction. To determine the completeness of precipitation of the 
galacturonic acid by lead acetate, the following experiment was carried 
out: 

To 100 ml of 80% ethyl alcohol, containing the quantities of sugar, malic acid, 
and galacturonic acid shown in Table 3, was added 2 g of filter aid and 2 g of 
Pb(CH|COO)j-3HjO dissolved in 5 ml of hot 80% alcohol. The suspension of lead 
salts was filtered with suction using a flat-top glass stopper for pressing the filter 
cake as previously described. The lead salts were washed twice by suspending in a 
minimum of 80% alcohol and filtering, after which they were decomposed with 
H,S, filtered, concentrated to remove the excess H,S, and diluted to 100 ml with 
H,0. One ml of this solution was analyzed for galacturonic acid as previously de¬ 
scribed. 


Table 3.— Recovery of galacturonic acid in lead acetate precipitate 


▼Ot. BOLN. 

BUCKOBl ADOID 

MAUC ACID ADDED 

GALACTURONIC ACID 

ADDED 

FOUND 

100 

Q 

0 

9 

0.5 

microgrami/tnl 

10 12 

100 

0 

0.5 

25 

26 

100 

0 

0.5 

50 

45 

100 

0 

0.5 

100 

92 

100 

5 

0.5 

60 

48 

100 

10 

0.5 

50 

48 


As seen in Table 3, there is practically quantitative recovery of the 
galacturonic acid in the precipitate. Occlusion of the lead galacturonate 
with the relatively large quantity of lead malate is probably an important 
factor in the quantitative precipitation of galacturonic acid in such small 
quantities. 

The naphthoresorcinol reaction has frequently been criticized for lack 
of specificity, but the modification of Deickmann and Dierker (5) repre¬ 
sents a great advance in improving the specificity of this reaction. A 
number of other acids which could conceivably be present in fruit juices 
were tested and the results are shown in Table 4. 

GALACTURONIC ACID AS AN INDEX OF ROT IN APPLES 

The enzyme galacturonase, which is a member of the pectinase group, 
and which liberates galacturonic acid from polygalacturonides, was found 
by Kertesz (6) to be present in tomatoes but absent in apples. The in- 
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crease in galacturonic acid in apples on rotting is evidently due to the 
action of galacturonase of microbial origin. 

Galacturonic acid liberated from pectin by bacterial enzymes would 
appear to be a satisfactory compound upon which to base a method for 
detecting rot in certain apple products. It is reasonably heat-stable, non¬ 
volatile, and can be determined, after removal of interfering substances, 
in microgram quantities. Its presence in normal fruit will place some 
limitations on its use as an index of rot, but does not render such a method 
useless. 

In some cases commercial apple juice is clarified, prior to pasteurization 
and filtration, by certain enzyme preparations which are known to liberate 


Table 4. —Color given by various acids in the naphlhoresorcinol reaction 


ACID 

CONCENTRATION 

OPTICAL DBN8ITT 


microgram%/ml 

6B0 mu 

Galacturonic 

60 

0.20 

Pyruvic 

1,000 

.04 

1-Ascorbic 

250 

.01 

Oxidized ascorbic^ 

250 

.06 

Levulinic* 

250 

.05 

2-Ketogluconic 

260 

.01 

5-Ketogluconic 

250 

.01 

Gluconic 

250 

.01 

Citric 

250 

.01 

Malic 

10,000 

.01 

Tartaric 

250 

.01 

Reductinic 

250 

.01 


1 Ozidixed by aeration. 
> Impure product. 


galacturonic acid from the pectin present. Obviously a method based 
upon galacturonic acid would be of no use on such a product, but could be 
applied to such products as apple butter, jelly, and juice not clarified by 
enzymes. 

It is felt that the present method is a step forward in the solution of the 
dijficult problem of rot in fruit products, and particularly as applied to 
apples. Some work remains to be done to thoroughly test the usefulness 
of the method. 


RECOMMENDATIONS* 

It is recommended: 

(1) That the proposed method for galacturonic acid in apple products 
be studied further in order to more definitely define its potential usefulness 
for detecting rot in apple products; 


* For report of Subcommittee C and action of the Amociation, see This Journal, 31, 51 (1948). 
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(2) That substances other than galacturonic acid be investigated as 
indices of the use of rotten apples in the manufacture of apple products. 
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REPORT ON DECOMPOSITION IN SHELLFISH 
INDOLE IN SHRIMP, OYSTERS, AND CRABMEAT 

By R. E. Duggan (Food and Drug Administration, Federal Security 
Agency, New Orleans, La.), Associate Referee 


W. I. Patterson^ has recently reviewed the general subject of the chemi¬ 
cal detection of decomposition in foods; therefore there is no need for a 
review of those fundamental principles in their application to the specific 
problem of decomposition in shellfish. 

Shrimp, oysters, and crabs form the major commercial catch of shellfish. 
The commercial catch of clams, lobster, and cra>"fish is much smaller. The 
search for methods, other than organoleptic, for the detection of decom¬ 
position in these products has been in progress for a number of years. 

King, Flynn, and Gowanloch^ proposed the use of the indole content of 
canned oysters to detect the use of decomposed raw stock. They found 
that fresh oysters contain little or no indole, and that the indole content 
of oysters allowed to spoil before canning is much greater. A small amount 
of some substance reacting as indole to p-dimethylamino-benzaldehyde 
was found in fresh oysters and evidence was presented indicating that this 
substance was not indole. Beacham® substantiated the work of King, 
Flynn, and Gowanloch on oysters in an investigation of the decomposition 
of oysters and clams. Beacham concluded that indole could be used as an 
index of decomposition in oysters and clams. He also reported that small 
amounts of volatile acids were found in fresh clams and that substantially 
larger amounts of volatile acids were present in decomposed clams. In 
addition to confirming the conclusion of King, Flynn, and Gowanloch 
concerning the presence of indole-reacting substance (not indole) in fresh 
oysters, Beacham reported that larger quantities of a similar substance 
were found in fresh clams. 

Duggan and Strasburger^ investigated the relationship of indole and 


1 This Joumta. 28, 233 (1248). 
t Ibid,, 28, 385 (1945). 

> Dnd., 29, 89 (1946). 

29,177 (1946). 
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oi^noleptic decomposition in shrimp. No indole was found in fresh 
shrimp. Lai^e amounts of indole were foimd in decomposed shrimp and 
correlated with the organoleptic degree of decomposition. They reported 
that different types of decomposition produced varying amounts of indole. 
The decomposition characterized as ammoniacal produced smaller 
amounts of indole than was found in the putrefactive type of decomposi> 
tion. It was also found that some lots of decomposed shrimp contained in¬ 
significant quantities of indole. 

An investigation of the significance of indole in crabmeat is being 
carried out at the present time by the U. S. Food and Drug Administration. 
The results of this investigation are not available at this time, and the 
value of indole as an index of decomposition in crabmeat has yet to be 
evaluated. However, since collaborative determinations of indole in 
oysters and shrimp were being imdertaken, it was decided to extend the 
study to include crabmeat. Very little additional expense was incurred in 
the collection of this information on crabmeat. The same determinations, 
made later on as a separate project, would have involved a much larger 
outlay of time and money. 

The basic method for the determination of indole in the above reports 
was the distillation procedure of Clarke, et oZ.® They reported that the 
method had been successfully used by five chemists in two different 
laboratories. No collaborative work was reported in connection with the 
investigations of indole in shellfish. Since indole has been shown to be 
significant in the detection of decomposition in shellfish®-’-® it was felt 
that the collaborative study of the method was indicated. The methods 
studied were those used by King, Fl 3 Tm, and Gowanloch, Beacham, and 
Duggan and Strasburger, in their respective investigations. The procedure 
used in the collaborative work incorporated the worthy contributions of 
each of the above investigators to the basic procedure of Clarke, et cd. 

Several unsuccessful attempts were made by the Associate Referee to 
eliminate the substance in fresh oysters which reacts like indole. Although 
the error involved is small, it is advisable to eliminate such interferences 
where possible, and additional attempts will be made to eliminate this 
substance without the loss of significant quantities of indole. 

COLLABORATIVE STUDY 

Samples of shrimp, oysters, and crabmeat were selected in order to ap¬ 
proximate the range of indole contents which might be encoimtered in 
commercial samples. The collaborative work on shrimp was performed ap¬ 
proximately a year in advance of the determinations on oyeters and crab¬ 
meat. Since satisfactory results were obtained by the collaborators on the 
recovery of indole added to shrimp, it was not considered necessary to 
repeat recovery experiments on oysters and crabmeat. 


* Ibid., 20, m (1937). 
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The collaborative sample of each product consisted of a portion of a 
finely ground, well mixed sample. The different portions were frozen and 
shipped under diy ice refrigeration to the participating laboratories. 
Drained meats of canned oysters and canned crabmeat were used as 
samples of these products. The samples of shrimp were prepared from 
raw stock. Details of the method are given, imder “Changes in Methods 
of Analysis,” This Journal, 31, 96 (1948). Results are shown in the table 
on the next page. 

DISCUSSION OF RESULTS 

The tabulation presents the results obtained by nine chemists in seven 
laboratories in different cities. An inspection of the results shows that the 
greatest variations were encountered in the shrimp samples. Undoubtedly 
some of the differences were due to sampling error, and others were prob¬ 
ably due to the inexperience of the chemists in the use of the method. The 
differences were not considered of sufficient magnitude to warrant re¬ 
peating the experiment. In connection with the determination of indole 
in shrimp, two collaborators* reported that traces of chlorine in the 
distilled water were responsible for the partial or complete destruction of 
indole in the determination. They suspected that traces of this element in 
ordinary distilled water was very common. The Associate Referee also 
found that indole was destroyed by traces of bromine. 

The results obtained by the collaborators on the samples of oysters and 
crabmeat are excellent. 

It is apparent that duplicable results can be obtained by different 
chemists having a minimum of experience with the method. 

RECOM MENDATIONS* 

It is recommended— 

(1) That the method presented for the determination of indole in shell¬ 
fish be adopted as tentative. 

(2) That the investigation of methods to eliminate the indole reacting 
substance found in fresh oysters be continued. 

(3) That substances other than indole be investigated as indices of 
decomposition in those types of decomposition which form little or no 
indole. 
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* For report of Subcommittee C and action of the Association, see Thu Journal, 31, 61 (1948). 
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REPORT ON GELATIN, DESSERT PREPARATIONS, 
AND MIXES 

By S. C. Rowe (Food and Drug Administration, Federal Security 
Agency, Washington, D. C.), Referee 

The Associate Referee has submitted a report recommending that 
changes be made in paragraph {>.6 (p. 104, Methods of Analysis, 6th Ed.), 
for determining the jelly strength of plain gelatine. 

Your General Referee recommends* that the changes in the method as 
outlined in the report of the Associate Referee be made and that the 
revised method be adopted by the Association as tentative. It is further 
recommended that this new revised method under paragraph 9.6, for the 
determination of jelly strength of plain gelatin, be studied collaboratively 
with a view to making the method official. 

Another method which needs further study is the method for jelly 
strength of gelatin dessert powders under paragraph 9.12. This method 
deals solely \vith a determination of the jelly strength of the finished 
dessert powder and is not a method for the determination of the amount 
of gelatin it contains. It is recommended that the principles of the method 
for determining the jelly strength of plain gelatin be given consideration in 
a study of the method for the jelly strength of gelatin dessert powders as 
set forth under paragraph 9.12, and that the method be studied collabora¬ 
tively with a view to making it official. 


REPORT ON JELLY STRENGTH 

By Paul A. Kind (Kind and Knox Gelatin Company, Camden, N. J.), 

Associate Referee 

Under the heading 9.6, Jelly Strength (gelatine—tentative), there is 
given a method for the determination of jelly strength which is essentially 
the same as the method adopted and used for over twenty years by the 
Edible Gelatin Research Society of America, Inc. However, this method 
has one extremely significant variation, namely that the concentration of 
gelatine under test is set at 7.5 gm of sample in 100 ml of water, instead 
of the 7.5 gm of sample in 105 gm of water as employed by the Gelatin 
Association. This is a very serious variance. Its magnitude is illustrated by 
the following determinations with gelatines of various types. 

7 .6 gm of gelatine 7.6 gm of gelatine 

105 gm of water 100 gm of water 

135 148 

172 182 

175 182 


* For report of Suboommittee C and action of the Association, see This Journal, 31, 51 (1948). 
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7.5 gm of gelatine 
105 gm of water 
176 
200 
225 
250 
288 


7.5 gm of gelatine 
100 gm of water 
188 
213 
241 
268 
307 


In 1924 the Edible Gelatin Research Society of America, Inc., an asso¬ 
ciation of approximately 75 per cent of the American manufacturers of 
food gelatines, adopted the Bloom Gelometer and the Viscosity Pipette, 
and general procedures for the determinaton of jelly strength and viscosity 
as had been previously adopted by the National Association of Glue 
Manufacturers at their meeting at Atlantic City, October 10, 1923. The 
apparatus and methods of procedure as adopted were reported in J. Ind. 
Eng. Chem., 16, 310-315 0924). Later publications on these methods 
have appeared in the Anal)iical Edition Ind. Eng. Chem., 2, pages 348- 
351 (1930). The Edible Gelatin Research Society of America, Inc. followed 
the identical procediire as outlined for glue, but instead of using 15 gm of 
glue for each 105 gm of water the Gelatin Association employs 7.5 gm of 
gelatin for each 105 gm of water. 

This procedure and this concentration is now used by all American 
gelatine manufactiuers and values recorded by these methods are accepted 
as general practice by nearly all American consumers. The methods may 
be considered as international because the British Association of Gelatin 
Manufacturers evaluate their products with the Bloom Gelometer at 7.5 
gm for each 105 gm of water. Hence, in order that the A.O.A.C. methods 
may be in accord with national and international procedures for the 
determination of jelly strength, it is recommended* that sec. 9.6, page 104, 
6th Ed. of the A.O.A.C. Methods of Analysis, be deleted and substitute 
adopted to read as follows: 

“To 7.5 g of sample add from pipet, with stirring, 105 ml of water at 10® to 15°C. 
Let stand for one hour and then bring to 62® in 15 min. by placing in a water bath 
regulated at 65®; the sample may be swirled several times to aid solution. Finally mix 
by inversion, let stand 15 min., and place in a water bath controlled at 10® ±0.1®. 
Chill for 17 hours. Determine jelly strength on Bloom Gelometer (2)t adjusted for a 
4 mm depression and to deliver 200 g shot/5 seconds (± 5 g), using the i® plummet.’’ 


REPORT ON MEAT AND MEAT PRODUCTS 

By R. M. Mehuhin (Meat Inspection Division, Bureau of Animal 
Industry, Department of Agriculture, 

Washington 25, D. C.), Referee 

For the reasons given by the Associate Referee on soybean flour and 


* For report of Subcommittee C and action of the Association, see Thin Journo^ 31, 51t 74 (1948). 
t Referenoe number refers to the selected references. M^hoda of AnalynU, 6th Eld., p. 1<>4. 
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dried skim milk in meat products (ff.); it is apparent that it will prove 
very difBicult to work out an acciURte method for the determination of 
soybean flour. It is thought, therefore, that another Associate Referee 
should be appointed to take up the work on dried skim milk in meat 
products. The General Referee is already in possession of a satisfactory 
method for the determination of this substance, and there remains only 
the necessity of some minor experimental work before the method is ready 
for collaborative testing. It is hoped that an Associate Referee can be 
secured to conduct this work. 

During the war, a method for the direct determination of creatin was 
developed which is reported to yield more accurate results than the official 
method, by which the creatin is determined by difference. It is believed 
this method should be studied during the coming year. The following 
recommendations'" are made for work on Meat and Meat Products during 
1948: 

(1) That collaborative work be continued on the methods submitted by 
the Associate Referee for the deter m ination of soybean flour in sausage 
and similar products. 

(2) That an Associate Referee be appointed to continue work on a 
method for the determination of dried skim milk in sausage and similar 
products. 

(3) That study be undertaken on a method for the direct determination 
of creatin. 


No report on dried skim milk was given; see Referee report. 


REPORT ON SOYBEAN FLOUR IN SAUSAGE AND 
SIMILAR PRODUCTS 

By Oran L. Bennett (Meat Inspection Division, Bureau of 
Animal Industry, U. S. Department of Agriculture, 
Washington 25, D. C.), Associate Referee 

The problem of developing a practicable method for the determination 
of soybean flour in meat food products is a complex one. This is in part 
due to the various added substances such as cereal, dried skim milk, spice, 
cures, etc., one or all of which may be added in the preparation of these 
products. Another difficulty in the way of development of an accurate 
method is the variation in the composition of commercial soybean flours, 
due to different methods of processing. This variation will obviously 
cause a difference in the results obtained by any method. This fact was 


* For report of Suboommittee C and action of the Aeeociation. see Thit Journal, 31, 52 (1948). 
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demonstrated by Munsey* in his report on soybean flour in cereal products 
and confirmed by the author in his own work. 

Several methods for the approximate determination of soybean flour in 
certain meat products have been published in the past several years but 
none of them satisfy the requirements for a practical anal 3 d;ical procedure 
for control work. This need has been accentuated by the recent decision 
of M. I. D. permitting sausage manufacturers to add soybean flour to 
their product. 

The author, with the assistance of other interested chemists, has at¬ 
tempted to devise an approximate but rapid method which would be 
suitable for control work. In devising such a method, endeavors have been 
made to use the hemicellulose constituent of soybean flour as a means of 
its measurement, since knowledge gained through previous personal ex¬ 
perience and consideration of published methods indicates this to be the 
best avenue of approach to the problem. Several methods, all of which 
utilized the hemicellulose component as means of measurement, were de¬ 
veloped, but the two appearing to have the most merit were chosen for 
further study. The methods are not applicable to those products contain¬ 
ing other materials of high cellulose content such as dried vegetables. 
Such ingredients are not permitted in Federally inspected sausage. 

Each of the two methods employs a potassium hydroxide solution in 
alcohol to dissolve the meat from the soybean and cereal flour. Both 
methods are empirical and each employs a separate appropriate factor for 
conversion of percentage of hemicellulose found to percentage of soybean 
flour present. 

Method I is an adaptation of Hendry’s method* and was developed 
principally by chemists in the St. Louis Meat Inspection laboratory. 
This method is based on the fact that a certain proportion of the hemi¬ 
cellulose of soybean flour may be separated and converted by acid hy¬ 
drolysis to nonfermentable reducing sugars, the amount of which, multi¬ 
plied by a predetermined factor, indicates the amount of soybean flour pres¬ 
ent. Since lactose may be present through the inclusion of dried skim milk 
in the product, its removal is accomplished by extraction with hot water 
before digestion with the potassium hydroxide-alcohol solution. The 
hemicellulose contained in any cereal flour which may be present in 
sausage is also hydrolyzed to non-fermentable reducing sugars, but a cor¬ 
rection is made for this, depending upon the amount of cereal present. 
While this is not a short method, it has been demonstrated that it yields 
fairly consistent results in the hands of different analysts. 

Method II, developed by the author, also utilizes the hemicellulose 
constituent as a basis for measurement of soybean flour content. It takes 
advantage of the fact that the hemicellulose of soybean flour and the 

> Thu Jmmdl, 3Q, 187 (1947). 

> Ind. Bng. Chem., Anal. Bd., 11.611-613 (1936). 
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Starch of the cereal flour may be separated by means of their different 
solubilities in different concentrations of hydrochloric acid. After separa¬ 
tion the hemicellulose may be re-precipitated by the addition of 95% 
alcohol, centrifuged at a given speed for a period of time, and measured 
volumetrically. Volume in ml X a predetermined factor gives approximate 
% of soybean flour. The same factor is not applicable to product contain¬ 
ing over 4 per cent of soybean flour. In such cases a smaller sample must 
be taken and a corresponding change made in the calculation. This method 
is comparatively short but sometimes gives results which are somewhat 
inconsistent. 

METHOD I 

Weigh 10 gm of the finely chopped meat into a 100 ml centrifuge tube and add 
gradually, with constant stirring, 60 ml of hot water. Suspend the tube in a water 
bath, kept just below the boiling point, for 15-20 min. with occasional stirring. 
Wash off the rod with 2-3 ml of hot water. Centrifuge the tube 5 min., return to bath 
and add a slurry of 1 gm filtered in 5 ml hot water. Stir thoroly without disturbing 
the meat and again centrifuge 10-15 min. Pour off and discard the supernatant 
liquid, which will probably be cloudy, especially in the presence of dried skim milk. 
Add 50 ml of 8% KOII in 95% alcohol to the tube, return to the water bath stirring 
until the alcohol boils. Reduce the temperature of tlie bath to ca 80 degrees C. and 
continue heating with occasional stirring for 10 min. after the particles of meat have 
disappeared (about 20 min. in the water bath is necessary). Filter the alkaline soln 
thru a Gooch crucible having a thin pad of asbestos covered with filtercel, using 
gentle suction and keeping the mixture well stirred during filtration. Wash the tube 
and crucible with four 25 ml portions of 95% alcohol. Remove the excess alcohol 
with strong suction. Invert the Gooch over a large stem funnel in a 200 ml Erlen- 
meyer flask and tap gently until the cake falls out. (The cake usually comes out 
in one piece although sometimes it will be necessary to remove the asbestos with a 
glass rod.) After moistening with a few ml of 2.5% HCl, break up the cake and wash 
it into the flask with a stream of 2,5% HCl from a wash bottle. Wash the centrifuge 
tube, Gooch, and rod, with the HCl using a rubber-tipped rod, and add the wash 
soln to the Erlenmeyer flask. The total volume of the acid soln used should approxi¬ 
mate 60 ml. Thru a rubber stopper attach an air-reflex condenser to the flask. Sus¬ 
pend in a boiling satd salt soln for three hours, boiling temperature about 105°C. 
Remove from the salt bath, cool, and add 1 ml of 20% phosphotungstic acid. Neu¬ 
tralize to pH 6.5-7.0, first adding 6 ml of 25% NaOH, then complete neutraliza¬ 
tion with 10% NaOH from a dropper. Make to volume in a 100 ml flask and 
filter about 75 ml. Centrifuge, in a 100 ml tube, 10 ml of a 25% yeast suspension 
(Fleischraann or similar preparation). Discard the liquid and dry the sides of the 
tube. Add about 75 ml of the neutralized filtrate, shake, and allow to stand 1 hour 
with occasional mixing. Centrifuge until clear. Remove a 50 ml aliquot and de¬ 
termine reducing sugars according to the Munson-Walker method*, using sodium 
thiosulfate for the titration. Subtract a blank of 2.3 mg of CujO before computing 
dextrose. If no cereal is present in the sausage the per cent non-ferment able sugars 
as dextrose X 14.4«per cent soybean flour in the sample. If cereal is present, 
0.33% for each per cent of cereal must be subtracted from this total. 

METHOD n 

Weigh directly into a 100-ml oil tube (A.S.T.M. conical form, stem graduated 
from 0 to 3 in 0.1 ml), 10 g of finely divided sample. Add 50 ml of 8% soln of KOH 

• OSlcial and Tmdaiive M0ihod9 of AnedyBU, dth Ed., (1945), p. 571, par. 34.38. 
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Tabus 1. —Soybean flow in eauaage 



MSTBOD MO. 1 

KITSOO NO. 2 

AVALTST 

SAUPLB 

NO. 

BOTA 

riiOUB 

AODID 

OBBBAL 

ADDID 

BOTA 

rLOUB 

rouMO 

BOTA 

FLOUB 

ADDID 

CBSBAL 

ADDID 

BOTA 

niOUM 
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per uni 

per uni 

per uni 
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1 

1 
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0 

.8 

3.0 

■IK 

3.0 


2 

Wh 

0 

2.1 

1.0 

K] ■ 

1.2 


3 


0 

3.1 

Win 


2.1 


4 

4.0 

0 

4.3 

Kin 

Kin 

3.2 


5 

5.0 

0 

5.3 

ns 

3.0 

4.0 


6 

3.0 

1 

3.3 

4.0 

4.0 

5.1 


7 

1.0 

1 

1.0 

4.0 

4.0 

4.6 


8 

2.0 

2 

1.8 

4.0 

4.0 

5.1 


9 

3.0 

3 

2.6 

4.0 

4.0 

5.2 


10 

4.0 

4 

3.8 

5.0 

5.0 

4.8 


1 

3.7 

2.7 

3.6 

3.7 

2.7 

3.8 



2.0 

2.0 


2.0 

2.0 

2.2 



2.9 

2.4 

2.7 

2.9 

2.4 




3.6 

3.2 

3.1 

3.6 

3.2 

4.0 


5 

5.0 

3.2 

4.6 

5.0 

3.2 

6.3 

3 

1 

2.0 

2.0 


1.0 

1.0 

1.0 


2 

2.0 

2.0 


3.0 

2.0 

3.3 


3 

2.0 

2,0 


2.0 

3.0 

2.1 


4 

2.0 

2.0 

2.0 

1.0 

1.0 

.7 


5 

2.0 

0 

2.0 

2.0 

2.0 

1.6 


6 

4.0 

0 

4.0 

2.0 

3.0 

2.3 


7 

3.0 

0 


1.0 

1.0 

.9 


8 

4.0 

0 
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0 

2.0 

0 


9 

2.0 

0 
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2.0 
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1.6 


10 
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0 
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4 


mm 
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1.0 

■Ol 
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5 

4.0 
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6 
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.0 
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0 
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7 
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.0 

2.9 
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0 
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8 
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.0 
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3.5 
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9 
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,0 
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0 
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10 
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.0 
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6 

1 
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WM 
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msBiii 

0 
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2 
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0 
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3 
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2.1 


0 
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4 

3.0 

Km 
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0 
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3.0 

3.0 
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■1 


3.0 
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2.7 

6 

1 

3.0 

0 

Dry /3.2 

3.0 

0 

4.3 


2 

3.0 

0 
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0 
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3 


0 

Fresh/2.7 


0 

3.9 


4 

3.0 

0 

Yeast\2.9 

3.0 

0 

3.6 


* This precipitate apparently was due to a small amount of hemioellulose from cereal present in sample. 

in alcohol and digest on steam bath for 20 min., with occasional stirring to facilitate 
digestion. Remove from bath and make up to 100-ml mark with 95% alcohol. Shake 
well and centrifuge for 4 min. Decant and discard KOH-alcohol soln, and wash resi¬ 
due with 25 ml of 95% alcohol, using a glass rod to stir up the sediment. Centrifuge, 
decant, and discard alcoholic soln. 
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To the residue in tube add 50 ml of 1 +3 HCl, and stir residue in stem with rod to 
reduce any lumpy material. Shake for one min., after which centrifuge for 4 min. at 
a speed of ca 2000 r.p.m. Add 25 ml of this clear soln to 75 ml of 95% alcohol in 
another oil tube (conical form, stem graduated from 0 to 1 in .05 ml), shake well, and 
let stand for 1 hour. Centrifuge for exactly 2 min. at a speed of 1500 r.p.m., acceler¬ 
ating to 1500 r.p.m. in 1 min. and using a head 6} inches in diameter. (International 
Equipment Co., Catalog No. 235.) Read volume of residue in tube and multiply 
by the factor 6, to obtain the percentage of soybean dour present. 

Results of analysis of samples of sausage containing known amounts of 
soybean flour by several analysts, using the two methods, are given in 
Table 1. 

Samples of sausage containing various amounts of soybean flour were 
prepared by the Associate Referee and submitted to three collaborators 
for analysis. Results of these determinations are given in Table 2. 

Table 2. —Collaborative results 


MITBOD N( 
NO. 1* 




* No analysis made. 

While the two methods under study appear to yield only approximate 
results in their present form, it is believed that they are the best methods 
available for control work at this time. Further, your Associate Referee 
believes that these methods can be definitely improved by the adoption of 
some changes suggested by the collaborators and by further study. 

It is recommended,'" therefore, that work be continued along the same 
lines during the coming year. 

ACKNOWLEDGMENT 

Acknowledgment is made for valuable assistance in this work to col¬ 
laborators H. R. Kraybill, American Meat Institute; M. L. Laing, 
Armour and Company; C. C. Zigler, Swift and Company; and to the 
several bai meat inspection chemists who participated in this study. 

* For report of Subcommittee C and action of the Association, see ThU Journal, 31, 52 (1048). 


Sausage containing 1 % soybean 
flour 

Sausage containing 3% soybean 
flour 

Sausage containing 1.5% soybean 
flour plus 1.6% cereal 

Sausage containing 2% soybean 
flour plus 1.5% dried skim milk 


!>. I'-'OOLLABOBATOB 

MBTBOD NO. 2-^LLABOaATOB 

NO. 2 

NO. 3 

NO. 1 

NO. 2 

NO. 3 

per cent 

per ctni 

per cent 

per cent 

pereont 

.6 

1.3 

.6 

.7 

1.1 

3.1 

3.1 

2.8 

2.8 

2.3 

1.1 

1.9 

.9 

1 

.9 

1.6 

1.9 j 

2.1 

1.7 

1.6 

2.0 
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REPORT ON MICROBIOLOGICAL METHODS 

By Glenn G. Slocum (Food and Drug Administration, Federal 
Security Agency, Washington, D. C.), Referee 

This is the first report of your Referee on Microbiological Methods 
since his appointment in May 1946. The past year and a half has been 
largely a period of orientation, and there is little to report in the way of 
progress. Much of the work on microbiological methods was necessarily 
curtailed or interrupted during the War and subsequently by the change 
in General Referee. During the next year work on these methods will be 
activated again and it is hoped that considerable progress can be reported 
at the next meeting. 

The Sixth Edition of “Methods of Analysis" contains the following 
methods which have been adopted as official, first action: 

1. Examination of Eggs and Egg Products. 

2. Detecting and Estimating Niunbers of Thermophilic Bacteria in 
Sugar. 

3. Examination of Canned Vegetables. 

The method for eggs and egg products is generally satisfactory but will 
require some slight modification and additional collaborative work. The 
method for sugar also appears to be satisfactory and probably can be made 
official in the near future. The same is probably true of the method for 
canned vegetables. However, methods for other non-acid canned foods, 
specifically canned meats and canned fish, have not been presented in 
form for proposal as tentative methods. It is highly desirable that methods 
for these products be developed along with the methods for canned vege¬ 
tables and that they be so coordinated that the control laboratory will not 
be confronted with widely divergent procedures requiring a considerable 
variety of culture mediums and incubation times and temperatures. The 
latter is, of course, true for all microbiological methods. 

The Sixth Edition of Methods of Analysis contains tentative methods 
for the examination of canned fruits and other acid canned food, and for 
nuts and nut products. The former method will need additional checking 
and possibly some modification and the appointment of an Associate 
Referee to fill immediately the vacancy created by the death of Mr. 
Linden is recommended. The methods for nuts and nut products have 
been tmder study by the Associate Referee and these studies will be con¬ 
tinued during the year. 

The report of the Associate Referee on frozen fruits and vegetables is 
being presented at this meeting. The General Referee concurs in this 
report. 

In his reports as General Referee on Microbiological Methods, Dr. 
Himter more than once referred to relationship of the American Public 
Health Association and this Association in the development of such 
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methods. It is apparent that these organizations are following parallel 
courses; and it is imperative that a close coordination of effort must be 
obtained not only to avoid any conflict in procedures but also to prevent 
unnecessary duplication of effort by a proper division of labor. Dr. Hunter 
carefully laid the ground work for such coordination and your General 
Referee will continue to work to that end. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the methods in the report of the Associate Referee on frozen 
fruits and vegetables be studied further. 

(2) That work be continued on eggs and egg products, sugar, canned 
vegetables, canned meat, canned fish, acid canned foods, nuts and nut 
products, and frozen fruits and vegetables. 


No reports were given on microbiological methods in canned fishery 
products, canned meats, canned tomatoes and other acid vegetables and 
fruit products, or eggs and egg products. 

REPORT ON MICROBIOLOGICAL METHODS FOR FROZEN 
FRUITS AND VEGETABLES 

By H. E. Goresline (Production and Marketing Administration, 
Poultry Branch, Washington, D. C.), Assodaie Referee 

The following methods for the examination of frozen fruits and vege¬ 
tables are presented in order to form the basis for the development of com¬ 
plete methods. It is suggested that the few methods forming this report 
be printed, and that reprints be forwarded to at least 50 laboratories, 
colleges, experiment stations, and State and Government agencies, for 
the purpose of obtaining criticism and collaboration. At the end of a 
suitable trial period these groups will be contacted and the results of the 
findings reported to the Association in the form of recommended methods. 

SUGGESTED METHODS FOR THE MICROBIOLOGICAL EXAMINATION 
OF FROZEN FRUITS AND VEGETABLES 

EXAMINATION OP FROZEN VEGETABLES 

From the lot to be examined select a suitable number of packages and transport 
in dry ice to the laboratory for analysis. Place the samples in a refrigerated (0®F.) 
storage chest until they are to be analyzed. 

PREPARATION OF SAMPLE 

A, PeaSf lima heans^ cut corn, whole or regular cut green hcans, etc. 

1. Macroscopic examination .—Open the package and note condition of the prod- 


For report of Suboommittee C and action of the Anooiation, see This Journal, 31, 33 (1948). 
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uct. If ice crystals are present on the inner walls of the package and the vegetables 
appear somewhat shriveled, it is indicative of thawing and subsequent refreesing, 
Becord observations and note any abnormalities, such as unnatural color or odor, 
or pink colonies of torulae which are indicative of improper handling practices. 

2. Sampling for plate counts, —Break the sample, if not loose-frozen, into small 
units by tapping the unopened package sharply against a table edge or by sharply 
striking the packing with a dull instrument, being careful not to break open the 
package. Open the package and remove sample with sterile spoon, taking the sam¬ 
ple from various parts of the broken-out package, e.g., from the center and corners. 

Weigh a 50-g sample aseptically into a sterile borosilioate glass mechanical 
blender jar. Add 450 ml of sterile water to the jar and blend the contents of the jar 
for 2 mins. If a Variac transformer is available it is advisable to increase the speed 
of the motor gradually and then run the blender for the required time at the 100 V. 
setting of the transformer. 

Allow the sample to stand for 2-3 min. to permit foam to subside. 

Pipet 1 ml of the mixture into a 99 ml sterile water blank. Replace the cap on the 
diln bottle and shake the bottle briskly 25 times thru a 1-foot arc. 

Pipet 1 ml aliquots of mixture into each of 2 petri dishes (1:1000 diln) and also 
0.1 ml aliquots into each of 2 petri dishes (1:10,000 diln)- (A 1:100 diln may be ob¬ 
tained by pipeting 0.1 ml aliquots of the original mixture into each of two petri 
dishes. Dilns. of 1;100, 1:1,000, and 1:10,000 will usually suffice for commercially 
packed frozen vegetables, although further dilns should be made if the history or the 
appearance of the samples warrants.) 

Pour melted tryptone glucose extract agar (pH 7.0) cooled to 45®C. into the petri 
dishes immediately, and thoroly mix the diln water with the agar by gently rotating 
the plates in a figure 8 motion with slight tilting; harden, invert, and incubate at 
32®C. for 4 days. 

After the incubation period is complete count the plates, using a suitable colony 
counter. Record results as *Tlate count of microorganisms per gram.^' 

3. Direct microscopic count method, —The direct microscopic method has an ad¬ 
vantage over the plate count method in that it is quicker and requires less equip¬ 
ment and glassware. Also it detects dead microorganisms, and indicates sanitary his¬ 
tory, irrespective of the viable count. 

Weigh 50 g of the vegetable into a 250 ml iodine flask. 

Add 100 ml water, stopper flask, and shake briskly 50 times thru a 1-foot arc. 
Using a Breed pipet, transfer 0.01 ml of the washings to a microscope slide and 
using a needle spread the drop evenly over a one square centimeter area of the slide. 
Dry and fix with heat or with methyl alcohol. Stain with Gray’s double dye stain 
(1), or with North aniline oil methylene blue stain (2), rinse, dry and examine under 
the microscope, using oil immersion. Use an ocular micrometer, such as a Wipple 
disc or Howard disc, with the microscope tube so adjusted that the side of the gradu¬ 
ations is equal to 0.1 mm (area of field 0.01 sq mm). Count the cells in 100 fields, and 
multiply the number by 20,000 to bring to the gram sample basis. fiJxpress results 
as ‘'Direct microscopic estimate, microorganisms per gram.” 

In the direct microscopic method the following assumptions are made. (A) That 
all the cells are removed from the surface of the vegetable by the washing. (B) that 
the suspension of bacterial cells is uniform, and (C) that the drop of liquid is evenly 
spread over one square centimeter. 

B, Frozen Spinach 

For proper comminution of spinach in a “blender” it is necessary to allow the 
package of spinach to defrost partially by standing at room temp, for 1J~2 hours. 
Open the package and weigh 50 g of the contents into a sterile borosilicate mechani- 
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cal blender jar. Assemble the sample from various portions of the package taking 
care to select petiole and blade portions in about the same ratio as in the sample as 
a whole. Add 450 ml sterile water, blend for two min., and proceed as in analysis of 
A (peas, lima beans, etc.). 

C. Frozen Broccoli and Cauliflower 

Allow to defrost partially at room temp. Using a sterile scalpel cut portions from 
the curd and stem of several representative pieces of the vegetable. Aseptically 
transfer 50 g of these portions into the sterile borosilicate glass mechanical blender 
jars, add 450 ml sterile water, and proceed as directed for A (frozen peas, etc.). 

D. Frozen Asparagus 

Partially defrost at room temp. Cut spears into short lengths using sterilized 
scalpel. Transfer aseptically 50 g of the segments into a sterile borosilicate glass 
mechanical blender jar, add 450 ml sterile water and proceed as in analysis of A 
(frozen peas, etc.). When weighing out sample portions, a number of spears should 
be selected, and the proportion of butts and tips maintained. 

(The “cuts and tips” type of asparagus pack can be weighed directly into the 
blender cup.) 

EXAMINATION OF FROZEN FRUITS 
PREPARATION OF SAMPLE 

Hold the package of frozen fruit at room temp for 1-2 hours before opening. 
While the fruit is still partially frozen, cut portions from various parts of the 
contents of the package using a sterilized scalpel. The proportion of fruit to syrup 
should approximate that of the whole package. Weigh 50 g of fruit and syrup into 
a sterile borosilicate glass mechanical blender jar, add 450 ml sterile water and blend 
for two min. Make a 1:1000 diln by adding 1 ml of the blended mixture to 99 ml sterile 
water and further dilns in the usual manner. Plate 1 ml portions from the various 
dilns on tryptone glucose extract agar, and incubate for 3 days at 32°C. Count col¬ 
onies under a suitable colony counter, and record results as “Plate count of micro¬ 
organisms per gram.” 

Make direct microscopic counts for molds and yeasts according to the methods 
given in Official Methods, A.O.A.C. (3) for microscopic analysis of tomato prod¬ 
ucts. Care must be taken to distinguish between mold hyphae and fruit setae. 

REFERENCES 

(1) Gray, P. II. H., J . Milk Tech. 6 (2); 76 (1943) “Two-Stain Method for Direct 
Bacteria Count.” 

(2) North, W. R., This Journal, 28, 424 (1945), “Aniline Oil—Methylene Blue 
Stain for the Direct Microscopic Count of Bacteria in Dried Milk and Dried 
Eggs.” 

(3) Methods of Analysis^ A.O.A.C., 6th Ed., 1945, p. 788. 


REPORT ON NUTS AND NUT PRODUCTS 

By A. M. Henry (Food and Drug Administration, Federal Security 
Agency, 416 Federal Annex, Atlanta 3, Ga.), Referee 

The work on methods for nuts has been of an exploratory nature. There 
is no satisfactory method of preparing very oily nut meats for analysis. 
All methods in the chapter on nuts are tentative. As there appears to be 
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greater need of methods for moisture, or volatile matter, and fat these were 
selected for study. 

INSTRUCTIONS TO COLLABORATORS 
Preparation of Sample 

Preserve sample in glass-top fruit jar or similar air-tight container at 35 to 60®F. 
or 5 to 10®C. Prepare sample for analysis as follows: 

(A-i) Nuts in Shell. —Remove meats from shells, being careful to remove all 
particles of shells from the meats, and prepare meats as in A-2. 

(A-^) Nut Meats, Shredded Coconut, and Similar Sized Pieces. —Grind not less 
than 250 grams twice thru Enterprise No. 6 food chopper, equipped with a revolving 
knife blade and plate with holes ca i inch in diameter. Any other make of food chop¬ 
per that will give similar results may be used. The nut meats may also be com¬ 
minuted by a mechanical grating device instead of food chopper that wiU com¬ 
minute to similar condition and size of pieces. Mix ground sample well and store in 
air-tight glass container. (Comments on any other equipment that will satisfac¬ 
torily prepare nut meats will be appreciated.) 

(R) Nut Butters and Pastes. —Transfer sample to container of convenient size 
and mix carefully with stiff bladed spatula or knife. A semi-solid product may bo 
warmed and then mixed with an electric malted milk mixer or similar equipment. 
Store sample in air-tight glass container. 

Moisture Determinations 

Method t: Determine moisture by A.O.A.C. Method 27.3. If necessary to secure 
a thin layer of the material, add a few ml of H 2 O or ethanol and mix thoroughly. 

Method 2: Same as Method 1 except dry at 70 to 75°C. 

Method 3: Determine moisture by A.O.A.C. Method 27.4 and 27.5, except sub¬ 
stitute 500 ml Florence flask for 250 ml Erlenmeyer flask, as it is necessary to use 
100 gm sample for most nut products. 

Fat Determinations 

Method 1: Determine fat by A.O.A.C. 27.24 and 27.25, using Soxhlet extractor. 
Use the dried residue from moisture determination, Method 1 or Method 2. 

Method 2: Determine fat as directed under A.O.A.C. 19.23, using 250 ml extrac¬ 
tion flask instead of 150 ml Erlenmeyer flask. On nut butters or pastes it may be 
desirable to use equal volume of filter-cel to facilitate filtration. No work is desired 
on fat constants or proteins at this time. In place of the Knorr extraction tube, a 
fritted glass BUchner funnel may be used, but in such case it is desirable to use a 
layer of the purified asbestos next to the fritted glass. A 30 ml BUchner typo funnel 
with fritted disc of coarse or medium porosity, listed in Corning Catalogue as 
38060, or an Allihn tube with fritted disc of medium porosity listed in Corning Cata¬ 
logue as 37730, is suitable. 

Method S: Determine by A.O.A.C. Method 30.6. Do not use any of this method 
beyond the sentence in line 6: “Dry dish and contents at 100® for 30 minutes, cool, 
and weigh.“ 

The results are given in Tables 1 and 2. 

COLLABORATIVE RESULTS 

T. A. Pickett reported results on Methods 1 and 2 for drying five hours 
instead of drying to constant weight. He also reported on drying for five 
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hours at the temperature of boiling water, with results 7 to 10 per cent 
lower on peanuts and 33 per cent lower on peanut butter; and for drying 
at 135°C. for two hours, with results 2 to 3 per cent higher for peanuts and 
10 per cent higher for peanut butter. 


Table 1 . —Collaborative results on methods for moisture in nuts 


FBOOUOT Ain) COLLABOBATOR 

IIXTHOD 1 

IOOTBOD 2 

MBTHOD 3 

Almonds: 

Munday 

per cent 

4.78 4.81 

i 

per cent 

4.36 4.35 

per cent 

4.6 4.6 

Coconut: 

Munday 

6.39 

6.29 

5.96 

5.85 

6.5 

6.4 

Peanuts: 

Pickett, Sample #1 

] 

6.86 

6.93 

6.86 

6.88 

6.35 

6.35 

6.47 

6.45 

6.36 

— 

Sample #2 

6.70 

6.66 

6.60 

6.72 

6.01 

6.01 

6.19 

6.11 

— 

— 

Sample #3 

6.10 

6.06 

6.03 

6.06 

5.51 

5.60 

5.62 

5.53 

— 


Pecans: 

Rokita 

2.91 

2.93 

2.73 

2.75 

3.0 

3.0 

Walnuts: 

Bancs 

4.36 

4.35 

3.89 

3.79 

4.42 

4.28 

Peanut Butter: 

Banes 

1.73 

1.76 

1.27 

1.30 

1.81 

— 

Munday 

1.46 

1.45 

1.03 

1.07 

1.9 

1.9 

Pickett 

1.47 

1.43 

1.60 

1.53 

1.12 

1.05 

1.10 

1.06 

1.67 

1.62 

Rokita 

1.28 

1.30 

1.04 

1.00 

1.8 

— 


The “Rapid Method for Determining Oil Content of Tung Kernels" 
by Joseph Hamilton and Seymour G. Gilbert* suggests the use of a fat 
solvent in a Waring Blendor as an aid in determining fat or oil in nuts. 
Ella M. Baer and Sylvia F. Hoisington report results by the above method 
as well as by a modification of Method 1 wherein they use a Waring 
Blendor with petroleum ether for disintegrating the sample before ex¬ 
traction in the Soxhlet apparatus. They obtain higher results with the 


> Analytioal Chemistry, Vol. 19, p. 453. 
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Tung kernel method but report trouble with colloidal material that does 
not settle. Mrs. Rokita reports that method 30.6 is not suitable to nut 
butters, as it is hard to transfer the sample to the flask without loss of 
chloroform by volatilization, which tends to give high results. Method 


Table 2. —Collaborative results on methods for fat in nuts 


PRODUCT AND COLLABORATOR 

IfBTBOD 1 

method 2 

MBTBOD 3 

Almonds: 

Munday 

p&rctni 

66.24 66.00 

p«r ceni 

64.41 64.18 

per cent 

51.87 52.18 

Coconut: 

Munday 

45.42 

45.76 

33.02 

33.97 

33.72 

33.89 

Peanuts: 

Pickett, Sample §\ 

45.94 

46.01 

46.14 

46.40 

46.16 

44.92 

45.80 

46.90 

46.40 

Sample #2 

45.37 

45.38 

46.47 

43.90 

43.38 

43.87 

45.62 

46.05 

46.97 

Sample #3 

47.71 

47.62 

47.62 

47.70 

45.48 

44.29 

46.29 

48.03 

48.77 

48.92 

Pecans: 

Rokita 

73.41 

73.81 

70.38 

70.30 

73.2 

73.3 

Walnuts: 

Banes 

71.0 


57.7 


63.0 

62.9 

Peanut Butter: 

Banes 

51.0 


48.0 


49.8 

49.6 

Munday 

56.77 

56.53 

49.91 

50.11 

54 01 

63.71 

Pickett 

47.31 

48.25 

47.52 

47.92 

47.28 

47.94 

47.59 

47.12 



Rokita 

50.47 

50.09 

48.34 

48.49 

52.2 

53.7 


19.28 gives low results, probably from incomplete extraction due to large 
particles. Mrs. Rokita and others report trouble with Method 27.25 on 
peanut butter, as starch contaminates the extract and it is necessary to 
treat the extract with petroleum ether. 

Drying at 70°C. in vacuum gives lower results than at 100°C. in vacuum 
or distillation with toluene. Mr. Munday and Mrs. Rokita report that 
under some conditions the toluene distillation method gives high results 
which may be due to high humidity. 
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In the preparation of the sample, Baer and Hoisington recommend the 
Waring Blendor. The Griscer grater has been recommended for preparing 
cheese samples and is probably suitable for nuts, Hamilton and Gilbert 
recommend a flaking machine. Small-sized food choppers have also been 
used for preparing nut samples for analysis. 

Grateful appreciation is expressed to the following collaborators who 
participated in this work: 

Ella M, Baer, Florida Agricultural Experiment Station, Gainesville, Fla. 

Daniel Banes, U. S. Food and Drug Administration, Chicago, Ill. 

Sylvia T. Hoisington, Florida Agric. Experiment Station, Gainesville, Fla. 

William H. Munday, U. S. Food and Drug Administration, Kansas City, Mo. 

T. A. Pickett, Georgia Experiment Station, Experiment, Ga. 

Phyllis B. Rokita, U. S. Food and Drug Administration, Atlanta, Ga. 

RECOMMENDATIONS* 

It is recommended— 

(1) That methods for preparation of sample be studied. 

(2) That methods for moisture or volatile matter be studied. 

(3) That methods for fat determination be studied. 

(4) That the other methods be studied if time is available. 


REPORT ON VEGETABLE DRUGS AND THEIR 
DERIVATIVES 

By Paul S. Jorgensen (Food and Drug Administration, Federal 
Security Agency, San Francisco 2, Calif.), Referee 

Only three Associate Referees sent reports, as the following will indi¬ 
cate. 


RECOMMENDATIONSt 

Chemical Methods for Ergot Alkaloids, —No report was received. It is 
recommended that the subject be continued. 

Physostigmine in Ointments, —A report was received describing an im¬ 
proved procedure for the determination of physostigmine in tablets with 
the recommendation that the improvement be incorporated into the 
present tentative method and that it then be adopted as official (first 
action). It was further recommended that w'ork on the determination of 
physostigmine in ointments be continued. The Referee concurs in these 
recommendations. 

Theobromine and Phenobarbital, —^A progress report was received by the 
Referee. No final report was received. It is recommended that the sub¬ 
ject be continued. 


* For report of Subcommittee C and action of the Association, see This Journal, 31, 53 (1948). 
t For report of Subcommittee B and action of the Association, see This Journal, 31, 45 (1948). 
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Aminopyrine, Ephedrine, and Phenobarbital .—No report was received. 
It is recommended that the subject be continued. 

Quinine .—No report was received, but the Associate Referee in corre¬ 
spondence outlined progress in the comparison of the method described by 
Herd* with the A.O.A.C. method (pages 669 and 670). This report also 
included a statement regarding a new quantitative procedure which may 
prove to be better than either of the two methods referred to above. The 
Referee recommends that the subject be continued. 

Ephedrine .—A report was received. It is recommended that the subject 
be continued. 

Spirit of Camphor .—A report was submitted. The Associate Referee 
recommends that the proposed modification of the N.F. VIII method be 
adopted as tentative and that the subject be closed. The Referee concurs. 

Chemical Methods for Penicillin .—No report was received. It is recom¬ 
mended that the subject be continued. 


REPORT ON PHYSOSTIGMINE SALICYLATE AND 
PHYSOSTIGMINE IN OINTMENTS 

By Matthew L. Dow (Food and Drug Administration, Federal 
Security Agency, St Louis, Mo.), Associate Referee 

The present official method for the determination of physostigmine 
salicylate is dependent upon an accurate titration of the free base which 
has initially been completely extracted from sodium bicarbonate solution 
with chloroform. G. M. Johnson (1), the author of the method, and his 
collaborators were able to obtain consistent, but slightly low (97.5%) re¬ 
coveries (2) of physostigmine from a lactose mix, taking the precaution 
only to avoid carbonate error in titration and to completely extract the 
alkaloid from sodium bicarbonate solution. The estimation of the methyl 
red end point was left to the judgment of the analyst. 

Kolthoff (3) reports the stoichiometric point of physostigmine to occur 
at a pH of 5.0. Johnson checked this figure electrometrically using pure 
physostigmine and arrived at a value of 4.8, or just on the acid side of the 
methyl red end point. The shape of his titration curve near the equival¬ 
ence point indicated that either another indicator should be used or that 
the color of the methyl red indicator should be checked against that of a 
buffered solution. The latter proved to give the best results and was there¬ 
fore incorporated into the method. 

A dry mixtiure of lactose and 2.43 per cent by weight of physostigmine 
salicylate was prepared and submitted for collaborative study. The purity 
of the alkaloid based on the nitrogen content was 99.5 per cent. 


* J. A, Ph. ii., Seien, Ed., XXXI, No. 1, Jan. 1942. 
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« BBTEBMXNATION 

Follow Methods of Analysis 39.09 thru the sentence ‘‘Add methyl red indicator 
39.8(b), and titrate the excess acid with 0.02 N NaOH.” Then insert the following 
“until the color of the soln exactly matches that of 15 ml of standard buffer (pH 
■■6.0; 50 ml M/5 KH Phthalate plus 23.65 ml. M/5 NaOH diluted to 200 ml) 
containing one drop of methyl red indicator or until a pH of 5.0 is reached as indi¬ 
cated by a pH meter.“ Finally continue with last sentence, “1 ml of 0.02 N HsS 04 , 
etc.” 


Table 1. —Collaborative results 


OOLLABOSATOB 

PHTSOSTIOMimB 

BAUCTLATI 

fOUND 

BIOOTIBT 


p*re$fU 

percerU 

J. H. McGee, 

2.36 

97.1 

St, Louis, Mo. 

2.36 

97.1 


2.33 

95.9 

S. D. Fine, 

2.39 

98.3 

Cincinnati, Ohio 

2.32 

95.5 

H. R. Bond, 

2.43 

100.0 

Kansas City, Mo. 

2.42 

99.6 


2.40 

98.8 

W. F. Kunke, 

2.31 

95.1 

Chicago, Ill. 

2.35 

96.7 


2.36 

97.1 

G. S. Keppel, 

2.42 

99.6 

Minneapolis, Minn. 

2.45 

100.8 

M. L. Dow, 

2.45 

100.8 

St. Louis, Mo. 

2.39 

98.3 


2.39 

98.3 

Ave. 

2.37 

97.9 


The results indicate that slightly better recoveries are possible by using 
the revised method. 

An experiment was conducted to determine whether physostigmine was 
hydrolyzed by the sodium bicarbonate to any extent. A portion of the 
lactose mix was allowed to remain in an excess of sodium bicarbonate solu¬ 
tion for varying periods of time up to one hour without any untoward 
results. 

In view of this and the consistency of the collaborators’ results, it is 
recommended that the revised method used above be adopted as official 
(first action). 

This proposed method was applied to the determination of physostig- 
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mine in ointments with very unsatisfactory low results. In addition the 
tentative prostigmine method (4) and a standard add extraction method 
were tried upon the suggestion of the General Referee, but the results were 
too erratic to be of any use. 

The ointment was prepared by mixing powdered physostigmine salicy¬ 
late into a molten mixture of lanolin and petrolatum and stirring for 
several minutes after congealing had taken place. Three determinations 
using the above proposed method (the ointment was first dissolved in 
ether) were made and low results were obtained. The ointment was then 
spread out on a fiat plate and mixed for ten minutes with a glass rod. The 
determinations were repeated with the same erratic low results. The oint¬ 
ment was stirred thoroughly for a third time and the determinations re¬ 
peated with no better results. 

It is apparent that some way must be found to obtain complete re¬ 
covery of the alkaloid from the ointment. Ether, chloroform, and petrol¬ 
eum benzene were used to dissolve the ointment with about the same 
recoveries obtained in each instance. Ether has the advantage of produc¬ 
ing less emulsions. An easily and accurately determined “tracer” com¬ 
pound mixed in with the ointment was contemplated but was not tried 
because of the lack of time. 

It is recommended* that the work on the determination of physostig¬ 
mine in ointments be continued, with particular attention being paid to 
obtaining complete recovery of the alkaloid from the ointment. 

LITERATURE CITED 

(1) George M. Johnson, This Journal, 14, 816 (1941). 

(2) -, Ibid., 14, 817 (1941). 

(3) J. M. Kolthoff, “Die Dissoziationskonstante, das Loslichkeits product und 
die Titnerbarkeit von Alkaloiden." 

(4) Methods of Analysis, A.O.A.C., 6th Ed., p. 693. 


REPORT ON EPHEDRINE 

By Llewellyn H. Welsh (Food and Drug Administration, 
Federal Security Agency, Washington, D. C.), Assodaie Referee 

At the 1946 meeting of the Association, the Associate Referee proposed 
a general method' for the determination of ephedrine in inhalants, nasal 
jellies, sjrrups, and solutions. Results obtained on preparations of known 
composition and on products produced by various pharmaceutical com¬ 
panies indicated that the method was of value, and it was recommended 
that collaborative study be imdertaken. The present report includes the 


* For report of Subcommittee B and action of the Association, see This Journal, 31, 46 (1948). 
» ThU Journal, 30, 467 (1947). 
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results of collaborative study on three different samples, each correspond¬ 
ing to at least one dosage form of the drug. 

Sample I consisted of pure, recrystallized 3,4-dimethyl-2,5-diphenyl- 
oxazolidine, m.p. 72-73° (corr.), prepared by reacting benzaldehyde with 
Z-ephedrine base.* On acid hydrolysis it yields ephedrine theoretically 
equivalent to 65.22 per cent of its weight. This substance is used in some 
inhalants containing a light liquid petrolatum base. Since observations in 
this laboratory have indicated that the compound undergoes some de¬ 
composition when liquid petrolatum solutions of it are stored, with the 
result that recovery figures for ephedrine are low, collaborators were in¬ 
structed to mix the sample mth liquid petrolatum when beginning the 
analysis. Results of collaborative work on this sample correspond to those 
obtainable from oily solutions of ephedrine which has been chemically 
combined with carbonyl compounds, and are also representative of those 
obtainable from solution of the free base in aromatized oils. 

Sample II had the following composition: ephedrine sulfate 0.4400 g. 
Syrup of Cherry N.F. 90 ml, ethanol (95%) 22 ml, w^ater q.s. 200 ml. This 
mixture contained the equivalent of 0.1697 g ephedrine base per 100 ml 
and approximately 12% of alcohol by volume. It contained the lowest 
concentration of ephedrine and the highest concentration of ethanol 
which the Associate Referee has encountered in commercial ephedrine 
syrups, and it was chosen for collaborative study because it seemed reason¬ 
able that if the method proved satisfactory for this mixture it probably 
would be suitable also for similar preparations containing less alcohol and 
more ephedrine. 

Sample III was a mixture of ephedrine hydrochloride (10%) and potato 
starch (90%) and contained the equivalent of 8.192% of ephedrine base. 
This composition w^as prepared to simulate those of tablets and the con¬ 
tents of capsules. At this point, the use of sodium carbonate in the assay 
instructions for sample III might be explained. In the report of last year,^ 
the statement was made that although the method had not as yet been 
applied to tablets and capsules of ephedrine salts, no difficulty was 
anticipated with these dosage forms. It was found, however, that when 
aqueous suspensions of potato starch were made alkaline with sodium 
hydroxide there resulted a semi-solid translucent gel wiiich could not pos¬ 
sibly be extracted successfully by shaking with solvents. The use of 
sodium carbonate instead of the hydroxide provided a pH high enough 
to liberate ephedrine base but not sufficiently high to cause sw^elling of the 
starch grains and consequent jellification. 

INSTRUCTIONS TO COLLABORATORS 

The directions followed by the Associate Referee and sent to collabora¬ 
tors 1, 2, and 4 were as follows. 


* /. Chem . Soc ., 1932, 1680. 
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Sample I. Accurately weigh a sample of about 0.15 gram and dissolve it in 6 
ml of benzene contained in a 125 ml Erlenmeyer flask. After mixing the solution 
with 10 ml of light mineral oil, add 10 ml of 5% sulfuric acid and frequently agitate 
and swirl the mixture while it is boiled for ten minutes on a hot plate. Cool the flask, 
transfer the contents to a separatory funnel, and rinse the Erlenmeyer with portions 
of benzene totaling about 15 ml in order to remove all oily matter from it. It is de¬ 
sirable that the flask be provided with a lip in order to facilitate the quantitative 
transfer of the contents to the funnel. Shake the funnel containing the acid and ben¬ 
zene rinsings, drain off the acid layer into a second separatory funnel, and extract 
the benzene-oil phase with three 5 ml portions of water which have been previ¬ 
ously used to rinse the flask. (In the transfer of ephedrine from organic solvent to 
aqueous phase, and vice veraa^ shakeouts should be conducted for a full minute.) 
Wash the aqueous soln of ephedrine sulfate with 3 ml of chloroform, add 2.5 ml of 
20% sodium hydroxide, and extract the ephedrine with four 15 ml portions of 
chloroform. Filter the extracts thru a pledget of cotton into a tared 100 ml beaker, 
previously dried at 110® and cooled in a desiccator, rinse the cotton with chloroform 
and add five drops (0.2 ml) of cone, hydrochloric acid to the filtrate and washings. 
Heat the beaker on a steam bath in a current of air until the volume of liquid has 
been reduced to about 1 or 2 ml. Then cautiously heat, without air current, until the 
odor of hydrogen chloride has disappeared and the residue is apparently dry. Heat 
the beaker in an oven at 110® for one-half hour, cool in a desiccator and weigh: 
weight of residue X0.8192* weight of ephedrine base. Report results as per cent of 
ephedrine base in sample. 

Sample II. Measure out 10 ml of sample in a 10 ml volumetric flask and transfer 
to a separatory funnel by means of small portions of water totaling 10 ml. Make the 
mixture alkaline with about 3 ml of 20% sodium hydroxide and quantitatively ex¬ 
tract the ephedrine with five 20,-25 ml portions of ether. Shake the combined ether 
extracts with 5 ml of 10% sulfuric acid, then with four 5 ml portions of water, and 
continue the assay as described for Sample I, beginning with the chloroform wash 
of the acid soln, up to the point at which the chloroform extracts are evaporated in 
the presence of hydrochloric acid in a 100 ml beaker, which, in this case, need not be 
tared. Continue evaporation until the chloroform, but not the excess hydrochloric 
acid, has been removed. Direct a fine stream of redistilled reagent grade methanol 
around the inside of the beaker to dissolve the hydrochloride, and repeat the 
process immediately with a stream of chloroform. Transfer the methanol-chloroform 
soln to a tared 20 ml beaker, previously dried at 110® and cooled in a desiccator, and 
repeat the methanol and chloroform rinsings until the ephedrine salt has been 
quantitatively transferred. Evaporate the soln on a steam bath, in a current of 
air, until the salt begins to crystallize. Continue the removal of solvent by cautious 
heating, to avoid loss from crepitation, until the residue is apparently dry and there 
is no odor of hydrogen chloride. Dry the residue as previously described and weigh. 
Report results as grams ephedrine base/100 ml. 

Sample III. Accurately weigh a sample of about 1.0 gram, suspend in 20 ml 
of water in a separatory funnel, add 0.5 gram of anhydrous sodium carbonate, and, 
beginning with the ether extractions, proceed with the assay as described for Sam¬ 
ple II with the exceptions that the acid extract of ephedrine sulfate is basified with 
1.0 gram of anhydrous sodium carbonate, and that the chloroform extract plus hy¬ 
drochloric acid is evaporated in a tared 100 ml beaker as described for Sample I. 
Report results as per cent ephedrine base in sample. 

Using an Anschtitz or calibrated thermometer, determine the capillary melting 
point of one residue from each sample. 

As a result of consideration of the results and conunents of these col- 
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laborators^ the original directions were modified. The modification in¬ 
cluded a test for complete extraction of the drug^ and instructed: that 
care be exercised to avoid superheating and bumping in the acid hydrolysis 
of the oxazolidine; that all shakeouts be conducted as vigorously as prac¬ 
ticable; that, instead of adding a specified quantity of sodium hydroxide 
or carbonate to acid extracts of ephedrine sulfate prior to extraction of 
the base, the acid extracts be rendered slightly alkaline before adding a 
specified excess of alkali. The modified instructions were sent to collabora¬ 
tors 5 and 6, 

COMMENTS OF COLLABORATORS 

Charles F, Bruening, —“On Sample I . . . some determinations were lost because 
of bumping .... Possibly the method can be improved by using beads and con¬ 
stantly agitating to eliminate bumping.” 

Harry Rogavitz, —“Sample I. Boiling a two phase system for 10 minutes on a hot 
plate is difficult to control. Despite constant agitation, one determination was 
ruined because of superheating and loss of sample. Unless boiling is absolutely 
essential for success of the method, it is suggested that the directions be modified 
so that the sample would be warmed on steam bath for a period of time. 

“Instead of the specific direction ^add 2.5 ml of 20% sodium hydroxide,^ it is 
suggested that some general direction be used, as, ‘make the soln alkaline to litmus 
with about 2.5 ml of 20% sodium hydroxide.^ Because of the possible variation in 
strength of the reagents as ordinarily prepared in the laboratory, there is not enough 
margin to insure alkalinity when 2.5 ml of 20% sodium hydroxide are added to 10 
ml of 5% sulfuric acid. In the actual determinations, it was found that after ex¬ 
traction with chloroform, one of the residual aqueous solns was faintly alkaline 
to litmus and the other was neutral. There was quite a discrepancy in the weights 
of the residues obtained. The residual aqueous solns were made distinctly alkaline 
to litmus by the subsequent addition of 0.5 ml of 20% sodium hydroxide and further 
chloroform extractions were made. When the weights of residues from supplemental 
extractions were added to that obtained from original extractions, concordant re¬ 
sults were obtained. The data rejwrted represent the sum of the original and supple¬ 
mental extractions. 

“If a general method should be adopted, it is suggested that some test for com¬ 
plete extraction be included, as ‘Insure complete extraction by a fifth shaking with 
15 ml of chloroform, addition of 0.2 ml cone, hydrochloric acid, and evaporation of 
the solvent in a separate container.* ** 

“Sample II. On heating residue in oven at 110°C., the residue turned brownish.** 

William F. Kunke. —“The rcsult;S were obtained by following the respective 
method, particularly with reference to the volumes and the number of extractions, 
the length of time of each shaking was very appreciably more than one minute. 

“In the case of Sample III it appears advisable to report the results found by 
making four more successive chloroform extractions of 15 ml each. The weights of 
the ephedrine hydrochloride were 0.0081 gram and 0.0028 gram, respectively. In¬ 
cluding these results gives the total ephedrine base content as 7.94% and 7.85%. 

“The incomplete extraction of the ephedrine base by four successive chloroform 
extractions of 15 ml each was confirmed by duplicate controls using 0.0958 gram 
ephedrine hydrochloride, 5 ml of 10% sulfuric acid, 20 ml of water, and 1.0 gram of 
anhydrous sodium carbonate.** 

Paul S. Jorgensen. —“Residues from each sample after drying at 110®C. for 
thirty minutes were slightly brown in color,*' 

Sidney Gottlieb. —“It would seem advisable to routinely call for six extractions 
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instead of four in the final chloroform extraction. I found appreciable amounts of 
residue in the fifth and sixth extractions in all the samples, but negligible amounts 
in the seventh and eighth.** 

DISCUSSION 

Five of the six collaborators, including one with no previous experience 
in proximate assays, obtained results on Sample I which ranged between 
98.1 and 101.0% of the theoretical. These results are considered very 
good, and the average of 98.6% for all collaborators is considered satis¬ 
factory. 

Results of six collaborators ranged between 96.1 and 108.4% for Sample 
II. Of the four collaborators who were sent the original instructions, the 
results of three were in the range of 100.8-103.1%, while those of the 
fourth ranged from 96.1-100.4%. The fact that the results of the remain¬ 
ing two collaborators, whose modifiied instructions included testing for 
complete extraction, obtained results of from 106.1 to 108.4% suggests 
that the apparently better results of the first group were due to the 
compensating factors of incomplete extraction of ephedrine and the 
presence of extraneous matter in the residue. As applied to syrups of 
ephedrine content as low as that of this collaborative sample, the method 
really represents an attempt to gravimetrically determine semimicro 
amounts of ephedrine by means of a proximate assay. The residues of 
ephedrine hydrochloride amounted to approximately 20 mg., and a differ¬ 
ence of 1 mg. resulting from the presence of substances having solubilities 
similar to those of ephedrine, or arising for any other reason, would repre¬ 
sent an error of 5 per cent. Increasing the size of the sample in order to 
obtain a much larger residue is an obvious recourse. Although this would 
render the method more cumbersome, it might represent an over-all 
advantage. From the collaborative results, it must be concluded that, 
when applied to syrups of composition similar to that of the collaborative 
sample, the method tends to give results some 5 per cent higher than those 
usually considered acceptable. However, in view of the fact that there are 
no official methods of analysis for ephedrine syrups of any type, the 
method might be adopted on a tentative basis. 

Four of the six collaborators obtained what the Associate Referee con¬ 
siders to be good results (97.4-99.2%) on Sample III, and the average 
for the six collaborators was 97.5%. Two of the collaborators reported 
results representing 94.4-96.9% recoveries. The directions sent to Collabo¬ 
rator 4 did not include a test for complete extraction of the alkaloid and 
did not direct that a measured excess of carbonate be added before under¬ 
taking the chloroform extraction. Although his results include the 
ephedrine hydrochloride residue obtained from four additional extrac¬ 
tions, it is not known whether complete extraction of ephedrine was 
effected, and it is possible that additional extraction would have raised 
the recovery figures. Modified instructions were sent to Collaborator 6, 
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Table 1.— Results of collaborators 


OOLLABOBATOR 

8A1CPLB 

... -1 

BPBBDRINB 

BABB 

FOUND 

PBB CBNT 
BBCOVXRT 

lf.P. OF RBBIDUB 
**0. COBB. 

1. Charles F. Bruening, U. S. Food 

I 

per cent 

64.8 

99.4 

217.2-218.0 

& Drug Admin., Baltimore, Md. 




!!♦ 

0.173 

101.9 

215.4-216.8 



0.173 

101.9 



Ill 

8.11 

99.0 

218.0-218.6 



8.13 

99.2 


2. Harry Rogavitz, U. S. Food & 

I 

65.9 

101.0 

216-217 

Drug Admin., New York, N. Y. 


65.9 

101.0 


II* 

0.174 

102.5 

213-216 



0.175 

103.1 



III 

8.11 

99.0 

214-216 



7.98 

97.4 


3. L. H. Welsh, U. 8. Pood & Drug 

I 

64.0 

98.1 

216-217.5 

Administration, Washington, 


64.2 

98.4 

D. C. 


64.5 

98.9 



II* 

0.171 

100.8 

214-217 



0.172 

101.4 



III 

8.03 

98.0 

216-217 



8.03 

98.0 


4. Wm. F. Kunke, U. S. Food & 

I 

! 64.7 

99.2 

216-219 

Drug Administration, Chicago, 


64.6 

99.0 


Ill. 

II* 

0.1704 

100.4 




0.1654 

97.5 

218-220 



0.1630 

96.1 



III 

7.94 

96.9 




7.85 

95.8 

218-219 

5. Sidney Gottlieb, U. S. Food & 

I 

65.2 

100.0 

217.5-219 

Drug Administration, Washing¬ 
ton, D. C. 


65.7 

100.8 



II* 

0.180 

106.1 

214.5-216.5 



0.181 

106.7 



III 

8.07 

98.5 

217-218.5 



8.12 

99.1 


6. Paul S. Jorgensen, U. S. Food & 

I 

61 .08 

93.7 

219.5t 

Drug Administration, San Fran¬ 
cisco, Calif. 


61.03 

93.6 


II* 

0.184 

108.4 

216.5t 



0.182 

107.2 


III 

7.73 

94.4 

219t 



7.75 

94.6 



* For lample II, results shown as g/100 ml. 
t Uncorreoted, not included in m. p. average. 


























534 ABBOCUTION or OVFICIAIi AOBICTnUTUBAIi CHBiaBIB [7o2. 31, No. S 

however, and it is assumed that the extraction test was used and that the 
transfer of ephedrine from water to chloroform was complete. Low re¬ 
coveries would then most probably be due to failure to attain equilibrium 
in the ether extractions or be the result of incomplete separation of the 
aqueous and ethereal phases. 

Average melting ranges of Sample 1 (216.6-218.5°) and Sample III 
(216.5-218.0°) fall within the 216-220° limits of the U.S.P. XII, although 
in one case the beginning of fusion of the residue from Sample III was re¬ 
ported as two degrees lower than the U.S.P. minimum. The lower purity 
of residues from Sample II is reflected in the average melting range 
(215.0-217.5°), in which the beginning of fusion is 1.6° lower than the 
averages for the other two samples. Also indicative of the lower purity of 
Sample II residues are the high recovery percentages reported and the 
fact that Collaborators 1, 2, 3, and 5 observed that residues from this 
sample were more highly colored than those from the other samples. 

The instructions sent to the collaborators were reworded into a general 
method, in which modifications are described for adapting the method 
to dosage forms (water-soluble jellies, petroleum jellies, solutions of 
ephedrine salts, etc.) which were not subjected to collaborative study. 
Complete details of the method have been published in This Journal, 
31,113 (1948). It has been adopted as official, first action. Samples repre¬ 
senting these three t 3 q)es of preparations were not included in the study 
because it was felt that their inclusion would unduly burden the collab¬ 
orators. The majority of the collaborative figures (Table 1) reasonably 
parallel those of the Associate Referee, who obtained satisfactory results 
in adapting the method to the three dosage forms in question. In the opin¬ 
ion of the Associate Referee, the adaptations are of a nature which would 
justify the conclusion that a collaborative study on these dosage forms 
would yield results paralleling those of the present study. 

RECOMMENDATIONS* 

It is recommended that the proposed method for the determination of 
ephedrine in its various dosage forms be adopted as tentative and that the 
subject be closed. 


No reports were given on chemical methods for ergot alkaloids, on 
theobromine and phenobarbital, or on aminopyrine, ephedrine, and 
phenobarbital; for quinine, see report of Referee. 


* For report of Suboommittee B and action of the Anodation. eee This Journal, 31, 45 (1948). 
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REPORT ON SPIRIT OF CAMPHOR 

By H. W, CoNBOT (Food and Drug Administration, Federal 
Security Agency, Kansas City, Mo.), Associate Referee 

Spirit of Camphor was a U.S.P. XII product, but the preparation was 
omitted from the U.S.P. XIII. The same product and assay is now official 
in the National Formulary VIII. 

Work this year was confined to a collaborative study of the determina¬ 
tion of camphor by the official National Formulary VIII assay and by a 
modification of that assay. The latter method was sent to collaborators 
in a revised form from its original {This Journal, 28, 719,1945). Reagents 
specified were the same, except that following “(2) Aldehyde-free alcohol,” 
the words “U.S.P. XII, p. 649,” were deleted. 

Details of the method are published in This Journal, 31,115 (1948). 

COLLABORATIVE WORK 

One sample of Spirit of Camphor, containing 9.60 g camphor in 100 
ml at 20°C., was sent to collaborators. The camphor used in the prepara- 


Table 1. —Collaborative results 


OOLLABOEATOa* 

CAKPBOa 

RSCOVBRT 

N.P. Till liXTBOD 

1 iioDiniD N.r. vni iibthoo 


g/100 ml 

p&rcmt 

o/loo ml j 

per emt 

M. L. Dow 

9.49 

98.9 

9.50 

99.0 


9.43 

98.2 

9.53 

99.3 




9.51 

99.1 

Sidney Williams 

8.07 

84.1 

9.55 

99.5 


8.42 

87.7 

9.56 

99.6 


8.12 

84.6 

9.58 

99.8 

Rupert Hyatt 

9,27 

96.6 

9 56 

99.6 


9.08 

94.6 

9.60 

100.0 

Daniel Banes 

8.34 

86.9 

9.52 

99.2 


8.32 

86 7 

9.56 

99.6 

J. A. Thomas 

9.13 

95.1 

9.49 

98.9 


9.16 

95.4 

9.48 

98.8 


8.99 

93.6 

9.49 

98.9 

Associate Referee 

8.93 

93.0 

9.55 

99.5 


9.05 

94.3 

9.58 

99.8 

Averages 

8.84 

92.1 

9.54 

99.4 


* Addresses in order of listing: St. Ix>uis, Mo., Minneapolis, Minn , Cincinnati, Ohio, Chicago, Ill.i 
New Orleans, La., Kansas City, Mo. All of the U. 8. Food and Drug Administration. 
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tion was purified according to C.A. 34, 7302, 1940, and aldehyde free 
alcohol was prepared by A.O.A.C. Method 25.36(a). 

COLLABORATORS COMMENTS 

Rupert Hyatt. —N.F. Method, determination one, the precipitate was orange 
colored; No. 2 was lighter color and more of a yellow. 

M. L. Dow .—The precipitate obtained in the modified N.F. VIII method was 
more granular and much more easily washed free of H2SO4 than the ppt. obtained 
following the N.F. VIII Method. The pressure bottles were kept in metal beakers 
as a precautionary measure. 

J. A. Thomas .—As specified, the spirit of camphor was brought to 20®C. before 
taking aliquots. However, no attempt was made to bring the pipets to 20®C., as 
the high humidity in New Orleans would have caused condensation of moisture. 
With the pipet at 33°C., undoubtedly a volume change occurred when the cam¬ 
phor solution at 20®C. was transferred with the warm pipette. 

DISCUSSION 

The recovery of camphor by the modified N.F. VIII Method averaged 
99.4 per cent and the maximum deviation from this value of any single 
determination was 0.6 per cent. As pointed out by Collaborator Thomas 
the measuring of a solution at 20°C. with a pipet at room temperature 
of 33°C. would cause a volume change which would be reflected in a 
slightly lower result. Collaborative w'ork was done in the late spring and 
summer months. 

Most of the camphor recoveries by the Official N.F. VIII Method were 
too low. Collaborators were requested to note the temperature of the 
refluxing condenser to determine how this factor affected recovery.While 
these varied from 18 to 30°C., the poorest yields were obtained at the 
two lower temperatures. 

The Associate Referee believes that the following precautionary meas¬ 
ure suggested by Collaborator Dow should be incorporated in the modified 
N.F. VIII Method under ‘Trocedure,’' sentence 3, “close pressure bottle; 
immerse it in a covered metal beaker of water.'' 

RECOMMENDATIONS* 

It is recommended— 

(1) That the proposed modification of the N.F. VIII Method be 
adopted as tentative. 

(2) That the subject be closed. 


No report was given on chemical methods for penicillin. 


* For report of Subcommittee B and action of the Aasociation, see Thia JournoZ, 31, 40 (1048). 
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REPORT ON SYNTHETIC DRUGS 

By F. C. SiNTON (Food and Drug Administration, Federal 
Security Agency, New York, N. Y.), Referee 

For the past year 11 topics were assigned to the Referee. One additional 
topic was studied mth a view to determining whether the present A.O.A.C 
method for phenolpthalein in chocolate preparations should be modified 
in certain details. Each topic and recommendation will be discussed 
separately. 

RECOMMENDATIONS* 

Quinacrine Hydrochloride. —A method which is shorter than the U.S.P. 
procedure has been recommended for adoption as an official method. It 
was further recommended that the topic be closed. The results obtained 
were good and the Referee recommends that the method be adopted as 
official, first action, and that further study be discontinued. The As¬ 
sociate Referee has left his position with the U. S. Food & Drug Admin¬ 
istration but has expressed a desire to continue to serve the Association as 
Associate Referee. 

Dihydrocodeinone. —The Associate Referee has submitted a report which 
includes a collaborative study. The results w’^ere generally close to the 
theoretical. The Associate Referee recommends adoption of the method as 
official, first action, and that the subject be closed. 

Thiouracil. —A report was submitted and the Associate Referee has 
recommended that the method, w'hich was studied collaboratively %vith 
reasonably concordant results, be adopted as tentative and that the 
topic be closed. 

The Referee concurs. 

Trichlorcthylcne. —An attempt was made by the Associate Referee to 
use the A.O.A.C. method for tetrachlorethylene. The results were not 
satisfactory and a further study w^’as recommended by the Associate 
Referee. 

The Referee concurs. 

Carbromal. —Because of insufficient time the Associate Referee was 
unable to develop a method suitable for collaborative study. He has 
recommended that the study be continued. 

The Referee concurs. 

Butacaine Sulfate. —Some exploratory work was done on this problem 
but no formal report was submitted. The Associate Referee recommended 
that the subject be continued. 

The Referee concurs. 

Propadrine Hydrochloride. —The Associate Referee had no formal re¬ 
port, but has done some preliminary work. He experienced some difficulty 
in securing the pure salt for experimental use and recommends a con¬ 
tinuance of the study. 


* For report of Suboommittee B and action of the Aeeociation, see Thi» Journal^ 31» 46 (1048). 
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The Referee conciirs. 

MeAylene Blue .—^The Associate Referee did some work on this topic 
but because of urgent regulatory work was unable to complete any con¬ 
clusive determinations. Since methylene blue has been to a considerable 
extent replaced in medicine largely by the sulfa drugs and penicillin, the 
Referee recommends that this topic be dropped. 

Sulfanilamide Derivatives .—No formal report was submitted, although 
the Associate Referee has undertaken a survey of the literature and has 
attempted the application of a number of methods. It was recommended 
that the subject be continued. 

The Referee concurs. 

Demerol .—^The Associate Referee submitted collaborative results by 
the method previously published (This Journal, 28, 711, 1945) and re¬ 
commended that the method be advanced to official, first action, and the 
subject be closed. 

Phenolpthalein in Chocolate Preparations .—Our attention was called to 
an article in This Journal, 26, 194, 1943. A number of improvements over 
the present A.O.A.C. method were recommended. In order to investigate 
the matter an Associate Referee was appointed. He has conducted some 
experiments and finds merit in some of the proposals and recommends that 
the topic be continued with a view to collaborative study. 

The Referee concurs. 

Spectrophotometric Methods .—No report was received. It is recom¬ 
mended that the subject be continued. 


No report was given on methylene blue, or on sulfanilimide derivatives. 


REPORT ON ATABRINE (CHINACRIN, QUINACRINE) 

By Harold C. Heim (Food and Drug Administration, Federal 
Security Agency, San Francisco, Calif.), Associate Referee* 

In a previous report^ the Associate Referee reported the results of col¬ 
laborative study of an extraction method for the assay of quinacrine 
hydrochloride and quinacrine hydrochloride tablets. This method has been 
foimd to yield slightly high results. As a topic for further collaborative 
study the Referee has suggested a method which has been in use for 
several years and which closely resembles the U.S.P. XII official method. 

EXPERIMENTAL 

A sample of U.S.P. XII quinacrine hydrochloride was assayed for total 
chlorine by a sodiiun peroxide bomb fusion with the following results: 

* Present address; Shool of Pharmacy, Univernty of Colorado, Boulder, Colo. 

1 This JwAmal, 27. 364 (1944). 
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Table 1. —Results of chlorine analysis 


ClfOUND 

THIOBT BA8BD OV 

(C..IL.OClN,.2Ha.2HiO) 

PUB^TT OALCULATBD 

FBOlf Cl POUND 

pirarU 

P0r emt 

per eitU 

20.62 

20.90 

98.66 

20.71 


99.09 

Average 


98.88 


Samples of this quinacrine hydrochloride and a simulated tablet mix¬ 
ture consisting of quinacrine hydrochloride, talc, and starch were sent to 
collaborators with instructions, which are given with the method as pub¬ 
lished in This Journal^ 31, 115 (1948). 


Table 2, —Results with quinacrine hydrochloride 


ANALT8T 

POUND 

THBORT 

BECOVKBT 

(atkbaob op 

DUPLICATKS) 


per cent 

per cent 

per cent 

0, H. Miller 

98.72; 98.89 

98.88 

99.9 

M. L. Yakowitz 

98.72; 98.69 


99.8 

A. G. Buell 

98.69 


99.8 

R. D. Stanley 

99.70; 99.95 


100.9 

Harry Isacoff 

98.5 ;98.6 


99.7 

H. C. Heim 

98.68; 98.95 


99.9 


Average per cent recovery 100.0 


Table 3. —Results with simulated tablet mixture 


ANALYST 

POUND 

THXOBT 

I 

BECOVXBT 


per cent 

per cent 

per cent 

0. H. Miller 

37.90; 37.93 

37.95 

99.9 

M. L. Yakowitz 

37.09; 37.45 


98.2 

A. G. Buell 

37.67 


99.3 

R. D. Stanley 

38.49; 38.43 


101.3 

Harry Isacoff 

37.6; 37.7 


99.2 

H. C. Heim 

37.43;37.33 


98.5 


Average per cent recovery 99.4 


The theoretical value for the simulated tablet mixture was calculated 
on the basis of a quinacrine hydrochloride of 98.88 per cent purity. 
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SUMMARY AND RECOMMENDATIONS* 

(1) A method for the assay of quinacrine hydrochloride and quinacrine 
hydrochloride tablets has been subjected to collaborative study. 

(2) Recoveries very closely approximating the theoretical values are 
included in this report. 

(3) It is recommended that the method be adopted as official and that 
the topic be closed. 


A REPORT ON THE COLLABORATIVE STUDY OF METHODS 
FOR THE DETERMINATION OF DEMEROL 

By Merlin MuNDELLf (Food and Drug Administration, 

Federal Security Agency), Associate Referee 

Two methods for the determination of Demerol were reported* at the 
1945 meeting of the A.O.A.C. At that time no collaborative work had 
been done on these methods. A sample was prepared for collaborative 
study which contained a mixture of Demerol hydrochloride, starch, lac¬ 
tose, and stearic acid; 102.0 grams of the mixture contained 17.0 grams of 
demerol hydrochloride. Samples were given to several collaborators who 
were asked to assay the samples by the two methods mentioned above. In 
printing the directions for the distillation method a typographical error 
was made. On page 712, line 12, of the paragraph headed “Determina¬ 
tion” should have read “distill over a fourth 100 cc. portion of water.” 
This correction was made in the copies of the methods sent to the col¬ 
laborators. 

Reports have been received from the following collaborators: Miss 
Muriel Drucker, New York Station, Food and Drug Administration, and 
Mr. Harold F. O’Keefe, Chicago Station, Food and Drug Administration. 
Their results are tabulated below. 


Table L —Per cent of demerol hydrochloride 


COLLABOBATOR 

BT DISTILLATION MXTHOD 

BY BXTRACTION IfBTHOD 

#1 

16.6 

16.8 


16.7 

16.7 


16,7 

16.8 



16.7 

n 

17.0 

16.4 


17.0 

16.5 


* For report of Subcommittee B and action of the Aasooiation, see This Journal, 31, 46 (1948). 
t Present address, P.O. Box 793, Kilgore, Tex. 

1 Thu Journal, 28, 711 (1946). 
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The values obtained by the collaborators agree closely with the 16.67% 
Demerol Hydrochloride contained in the sample. 

The following comments were made by Mr. O^Keefe: 

did not have the distillation set up described by you, so used instead the flort- 
vet type shown on page 186 of the Book of Methods. 

wonder if it might not be practicable to use a greater excess of N/50 H 2 SO 4 
as in routine laboratory work one cannot be certain of having 0.1 gm or less of the 
drug.*' 

don't see what advantage the standardization of the solution against sulfamic 
acid has over the official A.O.A.C. methods. I found that the factors obtained by the 
two methods checked very closely." 


DISCUSSION 

At the time the methods were presented the criticism was made that 
the accuracy of the method was not great enough to justify four significant 
figures in the factor for converting ml of 0.02 N sulfuric acid to g of 
demerol hydrochloride. It would therefore be better to use .00567 as the 
factor. 

In regard to Mr. O^Keefe^s comment that standardization of the solu¬ 
tion against sulfamic acid has no advantage over the official A.O.A.C. 
methods, the Associate Referee feels that sulfamic acid has an advantage, 
in that it can be easily obtained in a pure form and can be maintained in 
the laboratory in dry form without change in strength. Standard solutions 
of the desired strength can be easily prepared from weighed samples. As 
Mr. OT<eefe pointed out, factors obtained by using sulfamic acid check 
very closely with the factors obtained by using the official A.O.A.C. 
methods. It w'ould therefore be ad\isable to modify the wording of the 
methods to permit use of solutions standardized by the official A.O.A.C. 
methods. 

Both the distillation and the extraction methods gave good results in 
the hands of the collaborators and no difficulties were reported. Details of 
the methods are published in This Journal, 31, 115, 116 (1948). 

RECOMMENDATIONS* 

It is recommended that the methods, wdth the minor changes discussed 
above, be adopted as official, first action. 


No report was given for propadrine hydrochloride; see report of Referee. 


* For report of Subcommittee and action of the Association, see Thin Journal, 31, 46 (1948). 
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REPORT ON CARBROMAL 

By Rupert Hyatt (Food and Drug Administration, Federal Security 
Agency, Cincinnati, Ohio), Assoctofe Referee 

Carbromal is official in the N.F. though no preparations containing it 
are listed and no assay is given. Some studies were made to find a suitable 
method for the assay of the crystalline material and commercial 5 grain 
tablets. 

Three methods of assay were tried, vie., extraction and weighing, nitro¬ 
gen determination, and bromine determination. The extraction method 
gave low and variable results. The residue is appreciably volatile at 80“. 
This would make the drying of an extract difficult. The extraction method 
appears unsatisfactory. 

The nitrogen determination appears promising. It would be necessary 
to use a separate portion for qualitative tests. 

The bromine determinations were made by refluxing with alcoholic 
potassium hydroxide, the pressure bottle chloroform method, and char¬ 
ring methods similar to that for iodides (Methods of Analysis, 6th. Ed., 
39.202). Slightly higher results were obtained by this method. The reason 
for this was not determined. No collaborative work was done. 

It is reconunended* that the subject be continued. 


REPORT ON TRICHLOROETHYLENE 

By Gordon Smith (Food and Drug Administration, Federal Security 
Agency, New York, N. Y.), Associate Referee 

Attempt has been made to use the existing method for tetrachloro- 
ethylene, with slight variation (Methods of Analysis, 6th Ed., p. 711). It is 
unlikely that chlorine can be quantitatively removed from a compound of 
this kind by any less drastic treatment than is there described. A sample of 
trichloroethylene purified by three distillations and having a density of 
1.4556 25°/4° was used for the determinations. 

Results have not been quite satisfactory. Recoveries between 99 per 
cent and 99.4 per cent have been obtained occasionally, but not consist¬ 
ently. Apparently slight differences in conditions can cause rather large 
differences in percentage recovery. Recently, recoveries over 98 per cent 
have been obtained consistently. It seems likely that with further study 
of details the method can be made to give results consistently close to 
100 per cent, which will justify collaborative work. 

Factors which appear to increase percentage recovery are: 

1. Sodium not too finely divided. 


* For report of Subcommittee B and action of the Association, see This Journal, 31, 46 (1948). 
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2. Greater dilution with xylene (50 ml or over). 

3. Fairly vigorous boiling. 

4. Addition of amyl alcohol at the right intervals. 

Further study is recommended. 


REPORT ON DIHYDROCODEINONE 

By F. J. McNall (U. S. Food and Drug Administration, Federal 
Security Agency, Cincinnati, Ohio), Associate Referee 

In accordance with the recommendation of Subcommittee B of the 
Association {This Journal 30, 46), a method for the determination of 
dihydrocodeinone was subjected to collaborative study. 

Dihydrocodeinone (CisHjiOaN), commonly known as Dicodid, is an 
alkaloid with a physiological action midway between codeine and mor¬ 
phine. It is used particularly as preliminary to operations to relieve post¬ 
operative pain, and is usually administered in the form of the bitartrate or 
hydrochloride. 

Dicodid hydrochloride was selected as the material to be used for col¬ 
laborative work and a 20% mixture of this substance with milk sugar as 
an excipient was submitted to collaborators to be assayed by the pro¬ 
posed method, details of which are given in This Journal^ 31, 117 (1948). 

The results reported by collaborators are as follows: 


COUiASORATOR 

1 

DIHTDROOOOElMONa 1 

HTCROCHLOBIDR ' 

COLLABORATOR 

DIHTDROCODEINONS 

BTDROCHLORIOB 


p«r cent 


per 

1 

19.98 




19.91 

5 

19.26 




19.08 

2 

19.21 




19.37 

6 

19.8 




20.2 

3 

20.52 




20.60 

Associate Referee 

19.85 




20.35 

4 

19.5 




19.7 


Ave. 19.81 


DISCUSSION 

Dihydrocodeinone may be determined by the usual alkaloidal assay. 
The results of the collaborative samples are in good agreement, and no 
comments or criticisms were received regarding the proposed method. 


* For report of Subcommittee B and action of the Aesociation. see Thii Journal, 31, 46 (1048). 
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RECOMMENDATIONS* 

It is recommended that the method for the determination of dihydro- 
codeinone be adopted as oflBicial (first action) and the subject be closed. 

ACKNOWLEDGMENT 

The Associate Referee wishes to thank the following persons, all mem¬ 
bers of the Food and Drug Administration, for their cooperation in this 
collaborative work: George E. Keppel, Minneapolis, Minn., H. P. Bennett 
Kansas City, Mo., Urban Oakdale and Wm. F. Kunke, Chicago, HI., 
James H. McGee, St. Louis, Mo., and Rupert Hyatt, Cincinnati, Ohio. 


No report was given on beutacaine sulfate; or on spectrophotometric 
methods. 


REPORT ON THIOURACIL IN TABLET MIXTURE 

By M. Dbucker (Food and Drug Administration, Federal Security 
Agency, New York, N. Y.), Associate Referee 

A study was undertaken to propose a determination for thiouracil in a 
tablet mixture. 

Thiouracil powder was obtained with the cooperation of the manu¬ 
facturer. When assayed, this sample was found to contain 98.7 per cent of 
the theoretical amount of nitrogen and 99.8 per cent of the theoretical 
amount of sulfur. The melting point of thiouracil (317°C. dec) cannot be 
used as a criterion of purity for routine laboratory work, because it is 
above the flash point of the common melting-point bath mixtures. 

Thiouracil brominates very readily. Use of this fact w'as made in adapt¬ 
ing a bromination procedure for the assay as reported in the literature.* 
Preliminary experiments served to indicate that the ease with which 
thiouracil reacts with bromine makes the assay an empirical method in 
which some conditions have to be specified. Several trial runs showed 
that about 0.125 g thiouracil and 25 ml of 0.5 N potassium bromide- 
bromate was a practicable combination. Using dried thiouracil powder, 
two additional sets of experiments were made by varying (Table 1) the 
bromination time and (Table 2) the quantity of thiouracil. 

Experiment (A) 

Conditions kept constant: 3 ml of 6% NaOH; 26 ml of 0.5 N KBr-KBrOi; 10 
ml of 10% HCl; 10 ml of 15% KI soln; reaction time with KI soln was exactly 5 
minutes; titrated without the aid of starch. 


* For report of Suboommittee B and action of the Aeeooiation, see This Journal^ 31, 46 (1048). 
1 J, Am. Med. Ass., 133, No. 9. 619 (1947). 
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Table 1. —Results of varying time 


C»LLAB0R4T0B 

WSIOHT or 

THIOURACIL 

BXACT 

BROMINATION 

TIMB 

CALCULATED 

THIOURACIL 

PER CENT or 
> 

THEORETICAL 


gm 

mtn 

gm 

p«r cent 

1 

0.1256 

6 

0.1221 

97.2 

2 

0.1262 

8 

0.1244 

98.6 

3 

0.1258 

10 

0.1238 

98.4 

4 

0.1275 

12 

0.1264 

99.1 

5 

0.1266 

14 

0.1269 

100.2 

6 

0.1262 

16 

0.1270 

100.6 


Experiment (B) 

Conditions kept constant: 3 ml of 5% NaOH; 25 ml 0.5 N KBr-KBrOi; 10 ml 
of 10% HCl; bromination time was exactly 15 minutes; 10 ml of 15% KI soln; 
reaction time with KI soln was exactly 5 minutes; titrated without the aid of starch. 


Table 2. —Results with varying quantities of thiouracil 



WKIOHT or 

THIOURACIL 

CALCULATED 

THIOURACIL 

PER CENT or 

THEORETICAL 


gm 

gm 

per cent 

1 

0.1000 

0.0991 

99.1 

2 

0.1104 

0.1096 

99.3 

3 

0.1206 

0.1171 

97.1 

4 

0.1300 

0.1252 

96.3 

5 

0.1406 1 

0.1353 

96.2 

6 

0.1505 

0.1433 

95.2 


The foregoing results, as might be predicted, prove that the quantity 
of thiouracil combining with bromine increases as (1) the reaction time 
increases (EIxperiment A), and (2) the available amount of bromine in¬ 
creases (Experiment B). 

A collaborative sample was prepared to resemble a typical tablet 
granulation. This was made from dried thiouracil, potato starch, talc 
U.S.P., lactose U.S.P., and stearic acid U.S.P., theoretically containing 
50.00 per cent of thiouracil. 

The collaborators, who are members of the Food and Drug Administra¬ 
tion, were instructed to use a 0.5 g sample and to report the weight of 
sample taken. Their results are contained in Table 3. 

COMMENTS 

A. L. Diamond, —The only inconvenience found in the method was the length 
of time required to filter the gelatinous soln of thiouracil and alkali. 

M, A, Braun, —I noticed that on addition of the NaOH the starch in the sample 
swelled and made filtration extremely difficult, making it necessary to change to a 
coarser filter paper. Even then the filtration was slow, and the filtrate was cloudy. 
Perhaps adding some water simultaneously with the NaOH would help some to 
prevent swelling of the starch. 
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Table 3. —ThiouracU in tablet mixture No. 1 


OOLLABOBATOB 

WBIOBT or 

8AIIPUI 

riB aBNT or 

THlOXmAOIIi 

rouBD 

PMB OlHT or 

TBBOBBTXOAL 

A. L. Diamond, New York 

9 

0.5000 

50.72 

101.4 


0.5000 

50.54 

101.1 

M. A. Braun, St. Louis 

0.5024 

51.1 

102.2 

£. H. Grant, Boston 

0.5000 

49.65 

99.3 

H. F. O^Keefe, Chicago 

0.5006 

51.17 

102.3 


0.5008 

50.71 

101.4 

Associate Referee 

0.5056 

49.84 

99.7 


0.5029 

49.59 

99.2 


0.5026 

49.34 

98.7 

Per Cent Average Recovery 


50.29 

100.6 


Table 4« —ThiouracU in tablet mixture No. 2 


COZiLABOBATOR 

WBIGHT or 

6AIIPL1 

PBB CENT 

THlOtntACIL 

rouND 

PER CBNT OP 

THEORETICAL 

M. A. Braun, St. Louis 

9 

0.5030 

50.55 

101.1 


0.5074 

50.56 

101.1 

C. F. Bruening, Baltimore 


52.05 

104.1 



52.20 

104.4 

A. L. Diamond, Now York 

0.5000 

51.35 

102.7 


0.5000 

51.30 

102.6 

H. F. O^Keefe, Chicago 

0.5013 

50.67 

101.3 


0.4997 

50.07 

100.1 

Associate Referee 

0.5039 

50.45 

100.9 


0.5025 

50.83 

101.7 


0.5002 

50.54 

101.1 

Per Cent Average Recovery 


50.96 

101.9 


E, H. Grant —By diluting almost to volume before adding the alkali and choos¬ 
ing a thin filter paper, I had no trouble with gel formation. 

H. F. 0*Keefe ,—I took the first end point reached in the titration but noted that 
the iodine color returned to the material in a very short time. 
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DISCUSSION 

Most of the collaborators experienced difficulty in filtering the alkaline 
solution of the tablet mixture. The Associate Referee washed the tablet 
powder down the sides of the volumetric flask with distilled water before 
adding the alkali and had no trouble with the analysis. She believed that 
the collaborators, in following the first set of directions, had weighed the 
dry powder into a volumetric flask and then had added alkali. Conse¬ 
quently, a second collaborative mixture, identical in composition with the 
first one, was prepared and sent to the original collaborators, together 
with directions which were modified (“Add 50 ml of distilled water 
and . . . ”) by adding water to the weighed sample. Details of the method 
are published in This Journal, 31,117 (1948). 

Collaborators’ data are in Table 4. 

COMMENTS 

Af. A. Braun .—No difficulties were encountered in following your procedure this 
time. 

C. F. Bruening .—Starch was used as an indicator and it was noted that the blue 
color returned approximately one minute after the initial end point was obtained. 

H. F. O’Keefe .—Your method was followed exactly as written but again I took 
the first end point reached, as the iodine color soon returned to the solution. 

DISCUSSION 

The collaborative work evidences that the empirical method studied in 
this paper provides a satisfactory assay for thiouracil in tablet mixtures. 

It is recommended* that the method be adopted as tentative and the 
subject be closed. 


REPORT ON PHENOLPHTHALEIN IN 
CHOCOLATE PREPARATIONS 

By Harby Rogavitz (U. S. Food and Drug Administration, Federal 
Security Agency, New York, N. Y.), Associate Referee 

A study was made to determine whether Hubacher’s* modifications of 
the official method for phenolphthalein in chocolate preparations* should 
be incorporated into the A.O.A.C. method. 

The A.O.A.C. method is based on the report of Palkin.* The collabora¬ 
tive sample prepared by Palkin consisted of 33i per cent of phenolphthal¬ 
ein and 66f per cent of cocoa. Some of the commercial preparations on 
the market contain about 10 per cent of phenolphthalein. 


* For report of Subcommittee B and action of the Association, see This Journal, 31,46 (1648). 
» M. L. Hubacber, Thu Journal, 26, 194 (1643). 

t Method* of Analyau, A.O.A.C,, 6th Ed., sec. 39.168, p. 718. 

• 8. Palkin, Thie Journal, 8,641 (1624->26). 
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When a mixture containing 10 per cent phenolphthalein and 90 per cent 
of chocolate was analyzed by the A.O,A.C. method, low recoveries were 
obtained. The large-sized sample necessary for analysis of a 10 per cent 
phenolphthalein mixture results in considerable fat, which slows subse¬ 
quent filtrations and entraps phenolphthalein. When the sample was 
analyzed by Hubacher’s method, good recoveries were obtained and the 
time for analysis shortened. When this method was tried on a mixture of 
10 per cent phenolphthalein and 90 per cent breakfast cocoa (high fat 
cocoa), recoveries greater than 100 per cent were obtained. When Hu- 
bacher’s method was modified to include digestion of the tetraiodophe- 
nolphthalein precipitate on steam bath and washing with petroleum 
ether, recoveries approaching the theoretical amount were obtained. 

It is recommended* that the subject be continued and that a collabora¬ 
tive study of the method be made. 


REPORT ON MISCELLANEOUS DRUGS 

By I. ScHURMAN (Food and Drug Administration, Federal Security 
Agency, Chicago 7, Ill.), Referee 

RECOMMENDATIONSt 

Compound Ointment of Benzoic Acid, —^A report was submitted by the 
Associate Referee and he recommends that the method be adopted as 
tentative and the subject closed. The Referee concurs. 

Iodine. —^A re-investigation of the official method for Iodine (Methods 
of Analysis j 6th Ed. 39.202). A report was received and the Associate 
Referee recommends that samples be submitted for collaborative study 
by the present official method and by the proposed modification of the 
official method. The Referee concurs. 

Separation of Bromides, Chlorides, and Iodides. —The Associate Referee 
submitted a report covering a study by himself and Miss McMullen on 
Iodide, Bromide, and Chloride in Drugs, and the authors recommend: 

(1) That the revised acetone method for chloride in the presence of bromide and 
iodide be subjected to further collaborative study. 

(2) That the volumetric method for iodide and bromide be studied in comparison 
with the aeration absorption method and that one or both methods be submitted to 
collaborators. 

(3) That the modified open Carius method as published {This Journal, 2S, 
836, 1942) be adopted as a tentative method for total halides, with the notation, 
*'Not applicable to many organic halogen compounds.^' Reagent (c) should bo 
deleted from the list of reagents. 

The Referee concurs. 

The Associate Referee has requested that he be relieved of this assign- 

♦ For report of Subcommittee B and action of the Association, see Thii Journal, 31, 46 (1W8J. 

t For report of Subcommittee B and action of the Association, see Thi» Journal, 31, 47 (1948). 
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merit and recommends that the subject be reassigned. The Referee concurs. 

Preservatives and Bacteriostatic Agents in Ampul Solutions. —The As¬ 
sociate Referee has made a progress report and recommends that the 
subject be continued. Referee concurs in this recommendation. 

Determination of Glycols and Related Products. —No report. The Asso¬ 
ciate Referee recommends continuance for another year. The Referee 
concurs. 

Chemical Methods for the estimation of Estrone and Estradiol. —The As¬ 
sociate Referee reports that no samples were submitted for collaborative 
study and recommends that the subject be continued. The Referee con¬ 
curs. 

Chromatographic Separation of Drugs. —The Associate Referee reports 
that some preliminary work has been done, but not enough for a report. 
He recommends that the subject be continued. The Referee concurs. 

Microchemical Tests for Alkaloids and Synthetics. —The Associate 
Referee has submitted a progress report in which he indicates that he has 
worked up considerable data on various compounds for inclusion in de¬ 
terminative tables for identification purposes and he recommends that 
the work be continued. He also recommends that the general title of the 
project be changed to ^^Microscopical Tests for Alkaloids and Synthetics’^ 
since this would include tests for both of a chemical microscopic nature 
and also crystallographic microscopic tests. The eferee concurs in both 
recommendations. 

Study of the Ethanolamine Method for Mercurials, {including Phenyl 
Mercuric Acetate and Phenyl Mercuric Iodide). —The Associate Referee 
reports that work is under way and recommends that the subject be 
continued. The Referee concurs. 

Phosphorus, Calcium, and Iron in Vitamin Preparations. —The Associ¬ 
ate Referee reported that he has completed the preliminary work and is 
ready to submit sample for collaborative study, and recommends con¬ 
tinuance. The Referee concurs. 

Alkali Metals. —The Associate Referee has recommended that the sub¬ 
ject be continued. The Referee concurs. 

Organic Iodides. —No report received. The Referee recommends con¬ 
tinuance. 

Use of Superheated Steam in the Separation of Drugs. —No report. The 
Associate Referee has resigned from the Food and Drug Administration. 
The Referee recommends that the subject be dropped. 


No report on microscopical tests for alkaloids and synthetics or on 
mercury compounds. 
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REPORT ON SEPARATION OF BROMIDES, CHLORIDES, 
AND IODIDES IN DRUGS 

By NeweiJj E. Fbeeman (Associate Referee) and Beulah V. McMullen, 
(Food and Drug Administration, Federal Security Agency, Atlanta, Ga.) 

At the 1941 meeting (This Journal, 25, 833) the Associate Referee re¬ 
ported on suggested methods for: 

(1) Ashing with fixatives to eliminate interference of organic material. (Applica¬ 
ble in absence of iodide.) 

(2) The “Open Carius” method for total halides. 

(3) The recovery of halides as the sodium salts from the mixed silver precipitate. 
(Applicable in the presence of iodide.) 

(4) The determination of iodide by an iron-aeration-KI absorption procedure. 

(5) The determination of bromide by a ceric sulphate-aeration-KI absorption 
procedure. 

Samples were prepared and sent out for collaborative study of points 
(2) and (3) above. These contained one, two, or three halides in the 
presence of sugar, glycerol, alcohol, and various organic drugs frequently 
associated with the halides in proprietary and official preparations. The 
collaborators were asked to determine total halide and to recover the 
halide from the silver salts by the methods given in the previous report. 
(loc. cit., p. 836). In order to check the recovery of halides they were also 
asked to “Adjust the volume of the filtrate obtained by the hydroxylamine 
procedure to about 150 ml, acidify with ca 2 ml HNOs and add a slight 
excess of the AgNOs solution. Boil to agglomerate the silver halide, filter 
through a tared Gooch crucible and wash thoroughly with hot H*0. Dry 
as before and weigh.” Largely because of pressure of the war effort only 
a few results were obtained. These results are shown in Table 1. 

The agreement between analysts on these five samples using the “Open 
Carius” method appears to be remarkably good and would indicate that 
the procedure, as outlined, is satisfactory for the determination of the 
three halides under consideration, either alone or in combination and in 
almost any mixture with organic substances where the halide itself is in 
the inorganic form. The hydroxylamine procedure appears to be quite 
satisfactory. The slight excess of silver salt recovered over that initially 
found, which is apparent in the majority of cases, may possibly be due 
to contamination by the reagents used. No blanks were run to correct for 
any halides present in the reagents. It is not clear why sample No. 5 
shows a much poorer recovery than the others. All three halogens were 
present in this sample with only sugar and glycerine as organic matter. 
The fact that this precipitate was larger than any of the others, with the 
accompanying difficulty of obtaining complete disintegration and reduc¬ 
tion of the precipitate, may be the explanation, in part, at least. It is 
believed that this procedure is sufficiently reliable to warrant its use in 
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Table 1. —WeightB silver halide obtained by "Open Carius" 
and by hydroxylamine recovery procedure 


KBTHOD 

BRUBKING 

fiCHimCAK 

HArmiB 


OONWAT 


Sample fl 

‘‘Open Carius'^ 

.5536 

.5525 

.5549 

.5540 

.5529 

AgX/20 ml (1) 

.5530 

.5537 




Hydroxylamine 

.5596 

— 

.5510 



Recovery g. AgX (2) I 

.5505 

.5528 





Sample #2 

1 

.1104 

.1128 

.1127 

.1110 

.1115 


.1106 

.1116 

.1118 



2 

.1117 

.1148 

.1170 





.1133 

.1122 




Sample #3 

1 

.1549 

.1525 

— 

.1536 

.1526 


.1558 

.1528 

— 



2 

.1542 

.1528 

— 




.1576 

.1522 

— 




Sample jf4 

1 

.2127 

.2119 

.2120 

.2110 

.2122 


.2122 

.2118 

— 



2 

.2112 

.2130 

.2028 




.2116 

.2122 

— 




Sample #5 

1 

1 

.6549 

.6528 

.6552 

.6519 

.6529 


.6543 


.6561 



2 

> .6485 

.6488 

.6437 




— 


.6543 




those cases where the presence of iodide in the sample makes ashing pro¬ 
cedures inapplicable. 

DETERMINATION OF CHLORIDE IN THE PRESENCE OF LARGE 
AMOUNTS OF BROMIDE AND/OR IODIDE 

Since the most usual case of mixed halides encountered in drug analysis 
is the presence of a small amount of chloride which enters the product as 
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an impurity of the therapeutic agent or other ingredients, a method for 
this determination seemed desirable. This is particularly true frith prod¬ 
ucts containing large doses of bromides, since USP bromides may contain 
as much as 1 or 2 per cent of chloride (Cl~), and the best reagent quality 
may contain as much as 0.2-0.5 per cent. 

After preliminary trials, the method reported by McAlpine' (c/. Berg,*) 
was sent out, substantially as published, to a few collaborators with 
samples of USP and ACS bromides and iodides. The results reported are 
tabulated below: 


Table 2. —Chloride in presence of bromide and iodide 


COLLABORATOB 

IIIBSSS3I^ 


BAIIPLB #3 

BAlfPLI #4 


i 

, 1 

{Mg chloridi/S gtn) 

1 

{MgCl/»0mD 

Banes, Chicago 

37.2 





38.6 

11.0 


71.6 


38.1 

17.1 


72.8 

Shuman, Phila. 

25.2 

10.8 

1.5 

49.6 


24.5 

8.2 

1.3 

36.6 

McClellan, N. 0. 

33.6 

20.9 

.12 

57.2 


27.3 

22.8 

.27 

82.0 


63.9 

48.6 


43.4 


31.2 

71.7 


49.4 


In view of the difficulties encountered by some of the analysts and the 
erratic results obtained, modification of the method was attempted. This 
method depends on the reaction between acetone and free halogen to 
form halo-acetone according to the sense of the following series of equa¬ 
tions: 

( 1 ) lOX- - 1 - 2 (Mn 04 )- + 16H+ 6 X 2 -1- 2 Mn++ -f- 8 H 2 O 

(2) Xi7:±X- + X+ 

(3) X+ -I- CH 3 COCH, CsHsOX + H+ 

Since only half of the free halogen formed by reaction ( 1 ) is utilizable as 
X+, more oxidant must be added so that from this standpoint equations 
( 1 ) and ( 2 ) might be combined as: 

(4) X- + 2 © • • • X+ 

Under the conditions here used Cl~ (chloride) is not affected and 
neither X+ nor halo-acetone reacts with silver nitrate. 


> Mo Alpine, J. Am. Chem. Soe., SI, 1065 (1929). 
* Bergo Z, Anal. Cham., 62« 342 (1926). 
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The principal difficulty with the procedure, as sent out for study, ap¬ 
pears to be due to the reversibility of reactions (2) and (3), and to the 
fact that the excess of hydrogen peroxide added to destroy the excess 
potassium permanganate slowly reduces the X+ to X~. appears to be 
the more susceptible to this reduction. Decreased temperature and low 
concentration of both hydrogen peroxide and X+ retard this reduction. 

It has been found that, in the presence of ether, the chloride of silver is 
sufficiently agglomerated to permit filtration within one minute after the 
addition of the silver nitrate. 

Consideration of equation (3) leads to the conclusion that a large excess 
of acetone and a low acidity would tend to retard the reverse reaction and 
so decrease the concentration of the X+. However, too low an acidity slows 
up the potassium permanganate oxidation so that a practical balance must 
be drawn between these two desiderata. McAlpine {loc. cit) calls for a 
solution 11 A with respect to sulfuric acid. Decreasing the amount of 
sulfuric acid so that the solution is 1.25-1.5 molar in this respect, gives 
much more satisfactory results. It not only retards the precipitation of 
silver bromide and silver iodide; but also greatly increases the oxidizing 
efficiency of the potassium permanganate with iodide and decreases the 
precipitation of manganese dioxide. 

The details of the following method, which is the one now being used, 
have been worked out from the foregoing considerations; and it is believed 
that satisfactory results will be obtained by its use. 

METHOD 

CAUTION: The halogen acetone compounds produced in this procedure are 
extremely irritating to the eyes and respiratory tract. All operations should be per¬ 
formed under hood with good draft and care taken to avoid getting these vapors 
into the eyes or inhaling them. 

Select a sample containing preferably not more than 1.5 milli-moles of Cl” and 
not more than 5 g total halides. If organic matter is present, ash at dull red heat with 
an excess of calcium acetate. 

Place sample in a 200-300 ml flask, add water to make a volume of ca 50 ml, 
10 ml MnSOi soln (5 g/100 ml), and 20 ml dil. Il2S04(l +1). Add in small portions 
and with swirling to permit solution and reaction, an amount of solid KMn04 equal 
to 50-100 mg less than the quantity calculated to be necessary to convert all the 
Br“ and I” to the free halogen; or, make a trial titration with 5% KMn04 soln 
and determine the amount of solid KMn04 to be used from this result. Cover the 
flask with a watch-glass, heat to boiling, and simmer slowly until most of the free 
halogen has been volitalized and only a light yellow color remains. Cool the soln, 
add ca 10 ml of acetone (free of reducing substances), dilute to 100 ml, and place in 
an ice-water bath. Add, drop wise, 5 % KMn04 soln until the color of the soln changes 
thru amber to a deep wine or coffee color. Allow to remain in the ice bath about 15 
min., adding more KMn04 from time to time, as the color fades. 

Add 1 % H2O3 soln, dropwise, slowly and with swirling to decolorize the soln and 
to dissolve any MnOs but avoiding any appreciable excess and keeping the liquid 
as cold as possible. 

At once add 10 ml dil. HNOi (1 +1), 10 ml ether, and then AgNOt soln (ca 0.1 
N) with swirling until the opalescence decreases and the AgCl agglomerates, and 
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then about 5 ml more (a total of 10-20 ml). Swirl ca 1 min and immediately filter 
thru a tared Gooch crucible. Wash the fiask and ppt thoroly with water, then with a 
little alcohol, and finally with ether. Dry at 110®C., cool, and weigh. 

1 gAgCl-0.2474 gCl- 

Note 1: A blank should be determined using all reagents, except the solid 
KMn04, in the amount used in the sample determination unless previous blanks on 
the same lot of chemicals have shown tWr chloride content to be negligible. 

Note 2: If no opalescence appears in the filtrate within a half hour, add to it a 
few drops of AgNOj. If a precipitate then forms, repeat the determination using 
more AgNOa or a smaller sample. 

The following table gives the results obtained by the authors on the 
collaborative samples, using three modifications of this method, including 
the one just given in detail. 


Table 3. —Mg of chloride per S g sample 


SAUPLi: 

NUMBSR 

MBTBOD AS 

SINT TO 

COLLABOBATOBS 

SAIOD, BUT 

riLTRBID 

AT ONOB 

IIBTHOO AS 

RBPOBTBO 

HBBBIN 

(BVMo) 

(1) USPNaBr 

22.8 

29.7 

27.3 

22.3 


23.5 

22.3 



(2) ACS 

5.4 




KBr 

5.2 

5.8 

6.8 

18.2 

Reagent KI 


0.8 

0.1 




2.9 

0.3 

0.2 




0.2 


(4) (0.2gKI;0.1gNaCl) 

69.8 

90.6 

69.6 

72.5 


61.2 



75.1 


These results indicate a need for some further study of the procedure, 
especially where iodide is concerned. 

Using the method here given, filtrates containing mono-brom-acetone 
in the presence of excesses of both silver nitrate and hydrogen peroxide 
remained perfectly clear for 2-3 hours. Those containing the iodo-com- 
pound precipitated much sooner, but even these did not show even a 
slight opalescence until about 20 minutes after filtration. 

PRELIMINARY STUDIES OF A RAPID, VOLUMETRIC METHOD 
FOR THE DETERMINATION OF IODIDE AND BROMIDE 
IN THE PRESENCE OF CHLORIDE 

The aeration methods previously reported upon seem to give satisfac¬ 
tory results, but they are time-consuming and require an all-glass aeration 
and absorption apparatus which may not be readily available to all ana¬ 
lysts. Therefore the search for a rapid, simple method was continued. 
Various authors have studied volumetric applications of the oxidation of 
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the halides to the +1 valent form (see equation 4 above). Among these, 
Andrews* used potassium iodate in strong hydrochloric acid solution to 
form iodine monochloride, Willard and Fenwick^ used potassium perman¬ 
ganate in the presence of hydrocyanic acid to oxidize bromide to bromine 
cyanide with electrometric determination of the end point. Kolthoff® and 
Lang®, using potassium iodate as oxidant, and Berg^, using potassium 
bromate, have studied this halogen-cyanide reaction extensively. Since 
it appeared most promising, this reaction was selected for study in the 
present investigation. The method depends upon the oxidation of iodide 
and bromide in the presence of hydrocyanic acid according to equation 
(4) above and the following reaction: 

(5.) X++HCN^XCN+H+ 

During the oxidation, when both X'' and X+ ions are present, equation 
2 becomes evident. This, and the fact that Br“ is not effected as long as 
I~ is present, are utilized for the titration of I~. As in the Andrews method 
(loc. ciL) chloroform (or in this case starch) is added at the beginning of 
the titration and the oxidant is added up to a disappearance of the iodine 
color. 

Tbe halogen cyanides appear to be more stable and the X+ ions less 
readily reduced than is the case vdth the acetone compounds. Lang, 
Kolthoff, and Berg (loc. cit.) mention a large number of reducing agents 
which may be used to remove excess oxidant from the reaction mixture 
without affecting the halogen cyanide. These include hydrazine, phenol, 
aniline, oxalate, and ferrous ions. 

In order to complete the oxidation of Br~ to bromine C 5 ^anide, a slight 
excess of oxidant is required, as well as a somewhat increased acidity. 
Since no visual indicator for this equivalence point has been found, the 
removal of the excess oxidant becomes essential. Then, when all the I"" and 
Br~“ have been converted into the corresponding cyanides, the reverse of 
reactions (5) and (2) are utilized by adding potassium iodide and titrating 
the liberated iodine with standard thiosulfate. 

(6.) 2XCN+21-+2H+-^l2+2X-+2HCN 

Chloride requires a very large excess of oxidant and a very high acid 
concentration before it is oxidized to cyanogen chloride and therefore does 
not interfere with the determination of iodide and bromide. 

The principal difficulty found in app^dng the methods of Lang and 
Berg lay in the removal of the excess (lOs)"" or (BrOa)^ without some of 
the halogen from these compounds being captured, en passent, by the 
hydrocyanic acid. Using various reducing agents recommended by the 

» Andrews, J. Am. Chem, Soc., 25, 756 (1903); cf. USP XIII, 2731 

• Willard and Fenwick, Ibxd., 45,623 (1923). 

• Kolthoff, Mikr^ehemie, 3, 76 (1925). 

• Lang, Z, anor. aUgem, Chem., 122,332 (1922); 142, 229, 279 (1925); 144, 75 (1025). 

7 Berg, Z, Anal. Chem,, 69, 1. 369 (1926). 
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aforementioned authors, residual oxidation blanks varying between .05 
and .3 ml. of 0.1 iV thiosulfate per ml of M/40 oxidant were obtained. 
Ferrous salts were found to be unsatisfactory for the purpose, not because 
they reduced the X+ ions, but because the ferric ion formed in reducing 
the excess oxidant, itself oxidized some of the I~ to 1: in the highly acid 
solutions used (ca 2N). 

Cerate oxidation was tried in order to eliminate halogen-containing 
oxidants and permanganate, which is notorious for its action on chlo¬ 
ride. Cerate was found to be quite satisfactory after some trials and ad¬ 
justments were made. The sulfuric acid solution of the USP (ca M/2 in 
sulfuric acid) reacted much too slowly with Br' and this was still true 
when the sulfuric acid contents of both standard and solution being oxi¬ 
dized were increased to ca 2.5 M. However, in nitric acid solutions, 1.5 
-2 M in nitric acid, bromide was completely oxidized at a temperature of 
ca 45°C in 15-30 minutes. Nitric acid solutions of this strength have no 
effect on I~ even over considerable periods of time, provided that no nit¬ 
rous acid or oxides of nitrogen are present. This can be accomplished by 
boiling the nitric acid down with a little water and then diluting with an 
equal voliune of water. 

Potassium iodide solutions titrated to iodine cyanide with cerate and 
then treated with an excess of the oxidant at 4.5°C for 30 minutes showed 
no appreciable increase in oxidizing value after reduction of the excess 
cerate. 

0.3 g of sodium chloride treated in the same way showed a titration of 
only 0.1 ml N/10; 3 g sodium chloride in the presence of 0.1 g potassium 
bromide showed no appreciable difference in titration from 0.1 g potassium 
bromide treated in the same way with no Cl~ present. 

In order to check the effect of different reducing agents on the halogen 
cyanide, a stock solution of bromine cyanide was prepared by oxidizing a 
quantity of reagent potassium bromide with the least possible excess of 
potassium permanganate and removing this excess with a minimum 
amount of hydrogen peroxide. After standing overnight, excesses of the 
reducing agents were added to identical portions of this stock solution, 
and the resulting mixtures were allowed to stand 15-30 minutes before 
adding potassium iodide and titrating. Among the substances tried were 
hydroxylamine, hydrazine, oxalate, hydrogen peroxide, and ferrous sul¬ 
fate. The aromatic amines and phenols were not tried because of the colors 
produced by their oxidation. Of these, hydroxylamine proved far the most 
satisfactory. Two millimoles of this reagent added to the titration mixture 
containing bromine cyanide, produced, after 30 minutes, a decrease in 
titration of only 0.2 ml 0.1 A from that obtained on a similar solution to 
which no reducing agent had been added. 

Hydroxylamine is also a convenient reducing agent to use in other 
phases of this investigation since an excess of this substance can readily 
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be eliminated, without affecting the state of other components, by boiling 
with excess sodium hydroxide, especially in the presence of a little alcohol 
For example, 10 millimoles of hydroxylamine (as the sulfate) were added 
to a sodium carbonate solution of ca 0.2 g potassium iodide and a drop or 
two of bromine water. The solution was boiled for a few minutes and then 
2 ml of saturated sodium hydroxide solution and 2 ml of alcohol were 
added and the boiling was continued for 10 minutes. After cooling and 
acidifying, an amount of free iodine equivalent to 0.25 ml 0.1 iV was found. 
T!bis small blank can probably be eliminated by protecting the alkaline 
solution from oxidation by the air. 

This fact forms the connecting link between the hydroxylamine recov¬ 
ery procedure referred to in the first part of this paper, and the volumetric 
method here considered. It is thus possible to use the open Carius silver 
halide isolation and the hydroxylamine recovery procedure as preliminary 
preparations for the volumetric determination of iodide and bromide, in 
those cases where the presence of both iodide and organic matter make 
them necessary. They should also be used in the presence of iron, sulfur 
compounds, arsenic, or other inorganic oxidizing or reducing substances. 

The method in outline form is as follows: 

The cerate soln contains 63.5 g of ceric ammonium sulfate (NH 4 ) 4 Ce(S 04)4 * 2 H 2 O 
dissolved in 200 ml dilute HNOa(l 4*1) and enough water to make 1 liter. 

The sample should contain from 0.5-2 millimoles of either I"" or Br"* and, prefer¬ 
ably, not more than 2 millimoles total. 

Iodine present .—In a volume of ca 70 ml, add 10 ml KCN soln (6.5 g/100 ml) 
and enough dilute nitric acid (1 -f 1) to equal 20 ml per 100 ml. Add starch and 
titrate with standard cerate soln to the disappearance of the starch-iodine color. 

Bromide present .—Use the soln titrated for iodide or add potassium cyanide and 
dilute nitric acid as in the preceding paragraph. Add the cerate soln in slight excess 
(the yellow color of the cerate is evident) and warm at 45°C. for 30 min. Cool, 
discharge the excess cerate with NH 2 OH • HjS 04 soln (8.2 g/100 ml). Add potassium 
iodide and titrate with 0.1 sodium thiosulfate, adding starch near the end point 
if necessary. 

The difference between the thiosulfate titration and the cerate titration 
for iodide is that due to bromide. 

SUMMARY 

Very satisfactory results are reported of the collaborative study of the 
modified open Carius method for total halides and of the hydroxylamine 
procedure for the recovery of the halides from the mixed silver precipi¬ 
tate. (Both previously published. This Journal^ 25, 836, 1942.) 

A method for the determination of small amounts of chloride in the 
presence of large quantities of iodide and bromide was submitted to 
collaborative study. The results were very erratic and erroneous, but the 
method has now been revised and the procedure reported herein is believed 
to be reliable. 



5S8 ASSOCIATION OF OFFICIAL AORICtrLTURAL CHEMISTS [Vol. SI, No, S 


A rapid volumetric method for the determination of iodide and bromide 
in the presence of chloride has been studied on a preliminary basis and 
appears to hold much promise. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the revised acetone method for chloride in the presence of 
bromide and iodide be subjected to further collaborative study. 

(2) That the volumetric method for iodide and bromide be studied in 
comparison with the aeration absorption method and that one or both 
methods be submitted to collaborators. 

(3) That the modified open Carius method as published (This Journal, 
25, 836, 1942) be adopted as a tentative method for total halides, with 
the notation, “Not applicable to many organic halogen compounds.” 

Beagent (C) should be deleted from the list of reagents. 


No report was given on organic iodides. 


REPORT ON COMPOUND OINTMENT OF BENZOIC ACID* 

By William F. Kunke (Food and Drug Administration, Federal Security 
Agency, Chicago, Ill.), Associate Referee 

Collaborative work was undertaken this year as recommended by 
Subcommittee B, This Journal, 28, 62 (1945). None has been done pre¬ 
viously. 

A brief review of the previous work by the Associate Referee has been 
reported. This Journal, 28, 723 (1946). This included an experimental 
study of the quantitative bromination of salicylic acid, which was done 
because the literature is surprisingly meager in giving thorough and criti¬ 
cal investigations. The most important experiments are given in Table 1, 
to show what the optimum conditions are, and how certain deviations 
from those conditions affect the quantitative results. 

By the proposed method* the benzoic and salicylic acids are extracted 
together and titrated with 0.1 N sodium hydroxide; and after evaporation 
of the solvent (alcohol) the salicylic acid is determined bromometrically 
(benzoic acid does not consume bromine) and the benzoic acid is calculated 
by difference. 

COLLABORATIVE SAMPLES 

The benzoic acid and salicylic acid were separately and accurately 
weighed directly in a small vial and the approximately equivalent molten 


* For report of Subcommittee B and action of the Association, see This Journal, 31,47 (1948). 
1 National Formulary VIII: Ointment of Bensoio and Salicylic Adds. 

* The details of the method are published in This Journal, 31z 117 (1948). 
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Table 1 .—Bromination of aalicydic acid* 


DSTBR^nrA- 

Tiom 

BriiN 

1Z01S8 

HCl 

BlACriON 

PIBIOD 

SALIC 

IIIN. 

TLIO 

MAX. 



ml 

mtn. 

per e$nt 

percent 

20 

25 

5 

30 

99.8 

100.2 

3 

25 

5 

60 

100.0 

100.3 

6 

25 

10 

30 

99.4 

99.8 

4 

25 

10 

45 

98.5 

99.0 

7 

25 

5 

150 

101.3 

101.7 

11 

100 

5 

30 

100.1 

101.0 

4 

25 

20 

30 

92.4 

97.3 

1 

25 

6 

10 

97.9 

— 

2 

25 

1 

10 

98.6 

98.8 

2 

25 

1 20 

10 

88.4 

92.8 

1 

1.3 

i S 

30 

97.3 

— 

1 

1.3 

12.5 

60 

95.0 

— 

2 

1.3 

5.0 

1 

76.8 

91.5 


* Total volume in each determination 100 ml. 


quantity of the (previously thoroughly mixed) ointment base was added. 
The collaborator was requested to use the entire contents of one vial for 
a determination. The preparation of the collaborative samples in this 
manner avoided the possibility of non-uniformity of a sample sufficiently 
large for all the collaborative work. It is well-known that an ointment of 
uniform consistency is not readily prepared by hand; furthermore, an 
increase in temperature mil cause partial segregation. 

According to the National Formulary VIII the ointment contains 
12 per cent of benzoic acid and 6 per cent of salicylic acid incorporated in 
a white petrolatum and wool-fat base. 

Table 2 .—Collaborative results 


AKALrST 

BENZOIC ACID 


SALICYLIC ACID 


gram 

per cent 

gram 

per cent 

Conroy 

0.2962 

99.3 

0.1589 

99.5 


0.2952 

99.0 

0.1593 

99.8 

O’Keefe 

0.2926 

98.1 

0.1580 

99.0 


0.2924 

98.1 

0.1588 

99.5 

McNair 

0.2911 

97.6 

0.1606 

100.5 


0.2904 

97.4 

0.1614 

101.0 


0.2906 

97.4 

0.1592 

99.7 

Fine 

0.2895 

97.1 

0.1617 

101.2 


0.2932 

98.0 

0.1604 

100.4 

Hyatt 

0.289 

97.0 

0.157 

98.3 


0.292 

98.0 

0.157 

98.3 
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RECOMMENDATIONS* 

It is reconunended— 

(1) That the proposed method be adopted as tentative. 

(2) That no further work be done. 


No reports were ^ven on alkali metals or on glycols and related com¬ 
pounds. 


REPORT ON PRESERVATIVES AND BACTERIOSTATIC 
AGENTS IN AMPUL SOLUTIONS 

By Charles N. Jones (Food and Drug Administration, Federal Security 
Agency, New York, N. Y.), Associate Referee 

The recommendations of the previous report* on this topic were followed 
in that attempts were made to find some qualitative method for the 
detection of the mercurial type of preservative. In place of having indi¬ 
vidual tests for the several preservatives, the problem resolved itself into 
the detection of a small amount of organic mercury. One method was tried 
with considerable promise, using dithizone as the ultimate reagent for 
mercury. However, this method was not studied objectively enough to 
justify its incorporation into this report. 

It is recommended* by the Associate Referee that the work be con¬ 
tinued. 


No report was given on phosphorus, calcium, and iron in vitamin prep¬ 
arations; see report of Referee on miscellaneous drugs. 


REPORT ON IODINE 

By Sam D. Fine (Food and Drug Administration, Federal Security 
Agency, Cincinnati, Ohio), Associate Referee 

The present official method for iodine* gives low results on samples 
which contain small amounts of organic material. The loss of ioffine 
occurs in such samples at the point where the procedure directs “ . .. Neu¬ 
tralize filtrate with sulfuric acid (1+1), make alkaline again with 4 per 
cent sodium hydroxide solution, and add 1 ml. in excess . . . .” It was 
noted that free iodine was liberated as the sulfuric acid was added to the 

* For the report of Subcommittee B and action of the Aaiooiation, see This Journal, 31,47 (1W8). 

» ThU Journal, 30, 486 (1047). 

* Methods of Analysis, 6th sec. 39.202, page 728. 
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strongly alkaline solution. It was evident that during the charring some 
iodate must have been formed which reacted with the remaining iodide to 
liberate iodine. 

EXPERIMENTAL 

The Associate Referee tried two different procedures in order to obtain 
higher recoveries. The first was to omit the step beginning with “ . .. Neu¬ 
tralize filtrate with sulfuric acid (1-|-1) ...” and proceed with the oxida¬ 
tion with potassium permanganate in the strongly alkaline solution, in¬ 
stead of in the slightly alkaline solution specified. A potassium iodide 
solution of known concentration was assayed by the method as written 
and by the modification above. Recoveries were 92.8 and 94.5 per cent, 
respectively. 

The second procedure was to add organic material (sodium benzoate) 
to the potassium iodide solution before charring. The solution, plus organic 
material, was assayed by the method as written and by the modification 
above. Recoveries were 98.4 and 96.3 per cent respectively. 

All of the above determinations were charred in a furnace simulta¬ 
neously at 500°C. and for the same length of time. 

The following additional experiments were conducted: 

(1) A known amount of potassium iodide and 3 g of potassium hydroxide were 
dissolved in sufficient water to equal the volume normally obtained in the filtrate 
from the charred mixture; and then the procedure specified in the official method 
was followed. Recovery was 99.95%. 

(2) A known amount of potassium iodide and 3 g of potassium hydroxide were 
charred and the procedure specified in the official method was followed. The alkaline 
filtrate was chilled in an ice-bath and the sulfuric acid was added very slowly. 
Iodine color was noted in the soln on the addition of sulfuric acid. Recovery was 
96.63%. 

(3) A known amount of potassium iodide, 1 g of sodium benzoate, and 3 g of 
potassium hydroxide were charred at the same time as in (2) and the procedure 
specified in the official method was followed. There was no evidence of iodine color 
on the addition of the sulfuric acid. Recovery was 99.40%. 

DISCUSSION 

These experiments demonstrate that the low results obtained by the 
present oflficial method on samples which contain small amounts of 
organic material can be corrected. The best way to correct these low 
recoveries seems to be by the addition of organic material to the sample 
before charring, which prevents the formation of iodate during the char¬ 
ring, with resultant loss of iodine when sulfuric acid is added. Direct 
oxidation in strongly alkaline solution results in only partial improvement 
of the recovery on samples of this nature. 

It is recommended* that samples be submitted for collaborative study 
with instructions to make determinations by the present official method 


* For report of Subcommittee B and action of the Aaeociation, see ThU Journal, 31,47 (1948). 
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and by the proposed modified official method (addition of organic material 
before charring). 


No reports were given on superheated steam in separation of drugs, on 
estrone and estradiol, or on chromatographic separation of drugs. 


There was no report on drug bioassays, or an any of the included sub¬ 
jects. 


REPORT ON SPECTROGRAPHIC METHODS 

By W. T. Mathis (Agricultural Experiment 
Station, New Haven, Conn.), Referee 

No attempt has been made so far to enlist collaboration on spectro- 
graphic methods for the reason that, with the exception of analysis of 
plant materials, the work in our laboratory has been mainly exploratory, 
in an effort to find the most promising possibilities for use of the spectro¬ 
graph on general analytical problems. 

Some merely interesting, and some very good, results were obtained on 
many materials, such as ammonium acetate soil extracts for major and 
minor constituents; spray residue extracts for lead, copper, mercury; 
urine for lead; and biological and miscellaneous samples for semi-quanti¬ 
tative estimation of poisonous metals, etc. Much additional work will be 
required, however, to bring some of the procedures up to the point where 
they are ready for collaborative trial. 

It would seem that some standardized procedure of electrode prepara¬ 
tion, excitation, etc., could be made to cover a large portion of such anal¬ 
yses; and in this connection present quantitative technique employed 
in our laboratory is outlined and suggested for consideration. This tech¬ 
nique, applicable to the determination of both major and minor constit¬ 
uents, was selected on the basis of better uniformity of results over other 
schemes that were tried. 

Craters 5 mm in diameter and 6 mm deep are drilled in purified J" 
graphite electrodes and are packed with the graphite removed in the 
drilling process. Solutions to be analyzed are added to the electrodes and 
allowed to soak into the packed carbon and dried in an oven. 

Alternative preparation, when salts are extremely high, is to treat 
a weighed portion of the carbon drillings with a definite amount of the 
sample solution. The mixture is dried, mixed thoroughly, and a portion 
packed into the electrode crater. 

High voltage A.C. spark, with inductance, is used for excitation, with 
the opposing electrode pointed. During a sparking time of 25 seconds the 
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impregnated carbon is sprayed from the crater, the particles burning in 
such a way that distillation variables encountered with D.C. arc excita¬ 
tion are apparently eliminated. 

Cobalt is used as an internal standard and all intensity ratios are based 
on a single cobalt line, 3044 A. On this basis the technique becomes ap¬ 
plicable to many types of agricultural materials and in many cases the 
same analysis scale values may be used. 

As some analyses are on the basis of ‘'available^ ^ constituents, and some 
are on surface extracts, etc., we have followed wet preparation of all sam¬ 
ples for the sake of uniformity in leading up to what we like to visualize 
as a reasonably “universal technique.’’ Sample preparation in general is 
as follows: 

Plant materials are ashed, dissolved in dilute hydrochloric acid, and 
evaporated to dryness. 

Soil extracts are evaporated to dryness, etc. 

Aliquots of spray residue extracts are evaporated to dryness. 

Miscellaneous materials are treated appropriately and their solutions 
evaporated to dryness. 

The salt residues from the above treatments are dissolved by warming 
with definite volumes of acid-cobalt solution, containing 150 ml of hydro¬ 
chloric acid and 200 mg of cobalt per liter. Tenth milliliter portions are 
added to the prepared electrodes in duplicate and dried at 130° C. 

Obviously, desired concentrations may' easily be obtained by varying 
either the amount of sample or the amount of acid-cobalt solution. Our 
analysis scales (in per cent) are based on 1 gram of sample in 5 ml acid- 
cobalt solution, the usual concentration for plant material. In using the 
same analysis scales for soil extracts, where concentration of 20 grams in 
1 ml acid-cobalt solution is desirable, the 1.0 per cent value on the anal¬ 
ysis scale becomes 0.01 per cent, etc. 

The acid-cobalt solution may also contain sodium or lithium if desired, 
to overcome the effect on other elements of extreme variations in major 
constituents of samples. An alternative to the use of such salt buffers is 
to determine these effects from appropriate standards and use correspond¬ 
ingly corrected analysis scales for the varying ranges of major constit¬ 
uents. This latter scheme has worked to a reasonably satisfactory degree 
in our laboratory, and has certain practical advantages over the use of salt 
buffers, particularly with regard to plant materials. 

During the past year several hundred pasture grass and tobacco sam¬ 
ples were analyzed both spectrographically and chemically in our respec¬ 
tive laboratories, with very gratifying agreement in results. The deter¬ 
minations involved were potassiiun, calcium, magnesium, phosphorus, and 
manganese, and in almost every instance of an occasional original dis¬ 
agreement a second chemical result checked the spectrograph. On many 
samples additional determinations of iron, aluminum, zinc, sodium, cop¬ 
per, and boron were made spectrographically but not chemically. 
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As a typical example of uniformity between duplicate electrodes as 
run by this technique, we cite the following analyses of twelve tobacco 
samples recently run in our laboratory: 


Table 1. —Results on 12 tobacco samples 



K 

Ca 

Mg 

P 

Mn 

Fe 

Percentage Range 

4.04-5.54 

3.50-4.15 

.43-.80 

.20-.40 

.012-.027 

.051-.139 

Maximum deviation 
from average 

.26 

.18 

.04 

.015 

.001 

.005 

in % of amount 
present 

4.7 

4.7 

8.3 

4.1 

3.7 

5.1 

Average deviation 
from average 

.10 

.05 

.015 

.004 

.0002 

.0026 

in % of average 
amount present 

2.2 

1.3 

2.6 

1.2 

1.1 

2.6 


It would appear that this accuracy of duplication is reasonably within 
the limits of the average routine chemical work. The actual correctness 
of results, however, depends upon the standardi25ation for the particular 
material. 

This standardization for all types of plant material is suggested as an 
important subject for collaborative study, particularly if a technique is 
used which may be applied to extracts and materials in general. The infor¬ 
mation gained will then assume a general significance which will be very 
helpful in working with miscellaneous agricultural materials. It is prob¬ 
able that the following subjects, or at least some phases of them, will fit 
very nicely into this picture: 

Soil extracts for available constituents. 

Spray residues. 

Foods and biological materials. 

Fertilizer materials. 

RECOMMENDATIONS* 

It is recommended— 

(1) That analysis of proper samples of various types of plant noiaterials 
be made by collaborators using their own techniques, so that the most 
promising procedures may be indicated for further study and trial by all 
collaborators. 

(2) That any subjects or determinations of particular interest, to which 
the spectrograph might be applied, be suggested for study. 


No report was given on radioactivity (quantum counter). 


* For report of Suboommittee B and action of the Aacooiation, aee This /oumoi, 31» 46 (1948). 











TUESDAY—AFTERNOON SESSION 

REPORT ON MICROCHEMICAL METHODS 

By C. 0. WiLLiTB (Referee) and C. L. Ogg (Eastern Regional 
Research Laboratory* Philadelphia 18, Pa.) 

There has been no report on microchenxical methods since the one made 
in 1941 by the late E. P. Clark. Inasmuch as the recognition of micro- 
analytical methods has steadily increased it is desirable that referee work 
leading to the standardization of these methods be resumed. 

Since about forty quantitative microchemical methods are now in use, 
it seemed too arbitrary for the Referees to select the methods for study 
or to designate the methods to be studied first. Few, if any, of the labora¬ 
tories equipped to perform microanalyses employ all the micro methods. 
It was not known what determinations each laboratory was making or was 
prepared to make, nor was it known which laboratories would be willing 
to participate in collaborative studies on microchemical methods. Conse¬ 
quently, a questionnaire was sent to microchemists throughout the coun¬ 
try asking for their opinions on the following questions: (1) Should stand¬ 
ardization of microchemical methods be attempted? (2) Which determina¬ 
tions should be standardized? (3) Which determinations should receive 
first attention? Also in the questionnaire were the questions: (1) Would 
you participate in collaborative studies? (2) What determinations are you 
performing in your laboratory? 

More than seventy-three replies to the questionnaire have been re¬ 
ceived, and returns are still not complete. The replies have clearly shown 
that collaborative work on standardization of micro methods is endorsed 
by the microanalysts throughout the country. Of the seventy-three 
microchemists who replied, none were opposed to the studies, and only 
three were indifferent. Many not only answered the questionnaire but 
also endorsed the proposed work. The response to the question regarding 
willingness to cooperate in these studies has also been gratifying. Forty- 
seven expressed a desire to participate, and most of the twenty-six unable 
to collaborate stated that they were not able to do so because of the nature 
of their present work or lack of equipment or personnel. 

To determine the geographic location of the microanalytical laborato¬ 
ries in this country, the replies received from the East, Midwest, and West 
were tabulated, with the following results: 70 per cent are in the East, 
20 per cent in the Midwest, and 10 per cent on the West Coast. 

The replies to the question regarding methods that should be standard¬ 
ized mentioned eighteen in addition to the eighteen listed in the question¬ 
naire, making a total of thirty-six suggested. The ten determinations that 

* One of the Laboratories of the Bureau of Agrieultural and Industrial Chemistry, Agricultural Re- 
•oaroh Administration, United States Department of Agriculture. 
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received the most votes for standardization were: Carbon and hydrogen 
(37), sulfur (37), Kjeldahl nitrogen (36), molecular weight (36), Dumas 
nitrogen (35), chlorine (30), bromine (27), iodine (26), acyl group (25), 
alkoxyl group (25). These were closely followed by phosphorus, hydroxyl 
group, neutralization equivalent, and oxygen. The remainder received 18 
or fewer votes. A large percentage of the chemists who regularly perform 
a determination recommended standardization of the method. 

The selections of methods to be studied first, second, third, and fourth 
were weighted on a point system by multiplying each first choice by 4, 
second by 3, third by 2, and fourth by 1. The ten determinations which 
received the largest number of points were: Carbon and hydrogen (114), 
Dumas nitrogen (69), Kjeldahl nitrogen (56), sulfur (39), chlorine (33), 
molecular weight (31), oxygen (19), bromine (13), iodine (12), and acyl 
groups (11). 

In view of these replies to the questiormaire, the Referee and Associate 
Referee recommendf that collaborative studies be initiated on the methods 
for the determination of carbon and hydrogen, and the Dumas and Kjel¬ 
dahl methods, for the determination of nitrogen. 


REPORT ON STANDARD SOLUTIONS 

By H. G. Underwood (Food and Drug Administration, Federal 
Security Agency, Chicago, Ill.), Referee 

Standard Sodium Thiosulfate Solutioris. —The method for the standard¬ 
ization of sodium thiosulfate solutions was adopted as official, first action, 
in 1945, on the basis of excellent collaborative results, and after the 
Associate Referee had demonstrated that the solutions are stable for long 
periods of time under practical conditions. It was decided in 1945 that 
further studies were unnecessary. The method has been in use for a suffi¬ 
cient period of time to warrant its adoption as official, final action. 

Thiocyanate Solutions. —No formal report has been received on this 
subject in view of the recommendation last year that the study be closed. 
The method should be adopted as official, final action. 

Potassium Permanganate Solutions. —After the Referee on synthetic 
drugs observed that the official A.O.A.C. procedure for standardizing 
potassium permanganate solutions yielded higher results than the proce¬ 
dure recommended by the National Bureau of Standards, this subject was 
reopened. In 1944, Mr. Duggan found that the titers obtained by the 
A.O.A.C. procedure were 0.2-0.4 per cent higher than were obtained by 
that recommended by the Bureau of Standards. During the past year Mr. 
Duggan and two collaborators confirmed this difference and found that 
the results obtained by the Bureau of Standards procedure compare 


t For report of Subcommittee C end action of the Association, see This Journal, 31, 53 (1048). 




1948] underwood: report on standard solutions 567 

favorably with those obtained by direct comparison with Bureau of Stand¬ 
ards arsenious oxide, and by indirect comparison with Bureau of Stand¬ 
ards potassium dichromate. Although until this year Mr. Duggan did not 
favor changing the A.O. A.C. method, he is now convinced that the method 
which is now official should be replaced by that recommended by the Bur¬ 
eau of Standards. On the basis of the additional data, the method recom¬ 
mended by the Bureau of Standards should be adopted as official, first 
action. 

Bromide-Bromate Solutions, —Mr. Van Dame submitted to collaborative 
study the procedure reported in 1946 for the standardization of bromide- 
bromate solutions against Bureau of Standards arsenious oxide. The 
maximum variation from the average of 35 determinations made by seven 
collaborators was 2 parts in 1000, and that in only 2 determinations. On 
the basis of these results, the method should be adopted as official, first 
action, and the study closed. 

Titanium Trichloride Solutions .—Miss Breit has continued the study 
of the three methods of standardization of titanium trichloride solutions 
reported on last year. On the basis of the results obtained by Miss Breit 
and one collaborator in the same laboratory, and because of the simpler 
procedure, Miss Breit favors the method of standardization by compari¬ 
son with Bureau of Standards potassium dichromate, using diphenyl- 
amine as indicator; she recommends that the method be adopted as ten¬ 
tative. However, since titanium trichloride solutions are not stable and are 
difficult to handle, it is believed that collaborative studies should be made 
in more than one laboratory before adopting any one of the methods as 
tentative. 

Potassium Dichromate Solutions .—No report was received on the sub¬ 
ject. This study was recentlj'^ re-assigned to Mr. McClellan of the Food 
and Drug Administration, New Orleans, La. 

Standard Buffer Solutions. —Dr. Manov reports the preparation of 
larger quantities of pure buffer salts for certification b}^ the National Bu¬ 
reau of Standards. He proposes to submit samples of standard buffer salts 
and unknown buffer solutions to a few laboratories for collaborative pH 
measurements. This subject should be continued. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the method for the preparation and standardization of sodium 
thiosulfate solutions described in This Journal, 25^ 659 (1942) be adopted 
as official, final action; 

(2) That the method recommended by the National Bureau of Stand¬ 
ards for the standardization of potassium permanganate solutions be 


* For report of Subcommittee A and action of the Aasooiation, see ThU Joumal, 31,44 (1948). 
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adopted as ofiBcial, first action, and that it replace the official method ap¬ 
pearing in the Sixth Edition of the Methods of Analysis, p. 807. 

(3) That the method for the preparation and standardization of bro- 
mide-bromate solutions be adopted as official, first action; 

(4) That the methods for standardizing titanium trichloride solutions 
be studied further; 

(5) That the study of the preparation and standardization of potassium 
dichromate solutions be continued; 

(6) That the studies on buffer solutions be continued; 

(7) That the method for the preparation and standardization of thio¬ 
cyanate solutions be adopted as official, final action. 


No report was made on potassiiun dichromate solutions, or on thiocya¬ 
nate solutions. 


REPORT ON STANDARDIZATION OF POTASSIUM 
PERMANGANATE SOLUTIONS 

By R. E. Duggan (Food and Drug Administration, Federal Security 
Agency, New Orleans, La.), Associate Referee 

In previous reports (1, 2) on the comparison of the official A.O.A.C. 
procedure (3) and the procedure of Fowler and Bright (4), recommended 
by the National Bureau of Standards, for the standardization of potas¬ 
sium permanganate solutions using sodium oxalate as the primary stand¬ 
ard, the Associate Referee has stated that the titers obtained by the A.O.- 
A.C. procedure are 0.2-0.4 per cent higher than titers obtained by the 
Fowler and Bright procedure, which, for the sake of convenience, will be 
referred to as the National Bureau of Standards procedure. The two pro¬ 
cedures are as follows: 


PROCEDURE I—A.OA.C. 

Weigh 0.25-0.30 g of Bureau of Standards NajC 204 in sufficient HjO to make 
soln ca 0.1 N. Add 15 ml of 4 N HjSO« for each 50 ml of soln. Heat of 75-85° and 
titrate with the KMnOt soln, maintaining this temp, thruout titration. Add the 
KMn 04 slowly, especially at beginning, and wait each time until soln becomes 
colorless. Continue titration to end point, with continuous stirring. Correct for ex¬ 
cess of KMn 04 used for end point by matching color in another beaker containing 
same quantity of acid and hot HtO. 

PROCEDURE n—1TJB.S. 

Transfer 0.3 g of sodium oxalate (dried at 105°C.) to a 000-ml beaker. Add 250 
ml of diluted sulphuric acid (5+95) previously boiled for 10-15 min. and then 
cooled to 27 ±3°C. 

Stir until the oxalate has dissolved. Add 30 to 40 ml of 0.1 Af potassium pet^ 
manganate at a rate of 25 to 35 ml per min. while stirring slowly. Let stand until 
the pink color disappears (about 45 seconds). Heat to 55 to 60°C., and complete the 



t 9 J ^ DXToaAN: potassium pibrmanqanate solutions 660 

titration by adding permanganate until a faint pink color persists for SO seconds. 
Add the last 0.5 to 1 ml dropwise with particular care to allow each drop to become 
decolorized before the next is introduced. 

Determine the excess of permanganate required to impart a pink color to the 
soln. This can be done by matching the color by adding permanganate to the same 
volume of the boiled and cooled diluted sulphuric acid at 55 to 60®C. This correction 
usually amounts to 0.03 to 0.05 ml. 

EXPERIMENTAL 

A solution of approximately 0.1 iV* potassium permanganate, prepared 
according to the A.O. A.C. method, was standardized to National Bureau 
of Standards, Standard Sample No. 40C, sodium oxalate, by both of the 
above procedures. The same solution was then standardized to arsenious 
oxide, and indirectly to potassium dichromate, by the following two pro¬ 
cedures: 


PROCEDURE m (5> 

Aliquots of a standard soln of National Bureau of Standards Arsenious Oxide, 
Standard Sample No. 83, prepared according to the official A.O. A.C. procedure, (6) 
were diluted with 100 ml water and made ca N with hydrochloric acid. After the 
addition of 1 g of sodium chloride and 1 drop of M/400 potassium iodate soln (used 
as a catalyst), the mixture was titrated with the potassium permanganate to the 
first appearance of color. No difficulties were encountered in the titration. No per¬ 
ceptible lag was noted as the end point was approached, and a very sharp end point 
was obtained. 


PROCEDURE IV (7,8) 

Approximately 0,1 N sodium thiosulfate soln was standardized according to the 
A.O.A.C. procedure (9) using N.B.S. standard sample No. 136 potassium di- 
chromate. Aliquots of the potassium permanganate soln were pipetted into a soln 
of 2 g of potassium iodide dissolved in 10 ml of 10% sulfuric acid. The soln was gently 
swirled during the addition of the permanganate soln, then diluted with 200 ml 
water. The released iodine was titrated immediately with the sodium thiosulfate 
soln, using starch as an indicator toward the end of the titration. Although this is 
an indirect method, it was found to bo a very rapid determination and capable of 
giving very precise results. 

Table 1 presents the results of the experiments outlined above, as well 
as the normality obtained for the permanganate solution by other collab¬ 
orators using the N.B.S. procedure. 

Although only purely volumetric methods were used in these experi¬ 
ments, the findings confirm those obtained by Fowler and Bright poten- 
tiometrically. The above results show that the titer obtained by the oflS- 
cial A.O.A.C. procedure, using sodium oxalate as a primary standard, is 
higher than that obtained by procedures based on other primary stand¬ 
ards. These results also show that the titer obtained by use of the N.B.S. 
procedure recommended by Fowler and Bright, yields normalities identical 
with those obtained by procedures based on other primary standards. 

In addition, the results presented in the tabulation indicate that dupli- 
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cate normalities can be obtained by different chemists using the N.B.S. 
procedure. The Associate Referee does not believe that additional collabo¬ 
rative determinations are necessary. No additional work on this topic 
is being recommended at this time. 

It is recommended* that the N.B.S. procedure (Procedure II in this 
report) be adopted as official, first action, and be substituted for the pro- 


Tablb 1. —Apparent normality of potassium permanganate solution 
(Procedures I-IV) 



I 

II 

III 

IV 

COLLABORATOR 

A.O.A.C. 

N.B.S. 

AR8JBNIOIT8 

POTASSIUM 


OXIDB 

DICHROMATB 

G. McClellan 

0.1073 

0.1070 

0.1070 

0.1071 


0.1073 

0.1071 

0.1070 

0.1071 

0.1071 

Av. 

0.1074 

0.1071 

0.1070 

0.1071 

R. E. Duggan 

0.1074 

0.1071 

0.1072 

0.1071 


0.1074 

0.1073 

0.1070 

0.1070 


0.1075 

0.1071 

0.1071 

0.1071 


0.1074 

0.1070 

0.1073 

0.1071 


0.1074 

0.1070 

0.1071 

0.1070 

0.1070 

Av. 

0.1074 

0.1071 

0.1071 

0.1071 

E. C. Deal 


0.1070 

0.1071 



Av. 


0.1071 




cedure currently designated as official for the standardization of potas¬ 
sium permanganate solutions. 
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REPORT ON BUFFER SOLUTIONS 

By Georqe G. Manov (National Bureau of Standards, Department 
of Commerce, Washington, D. C.), Associate Referee 

There was reported last year the preparation of moderate quantities of 
very pure buffer salts, the directions for their use, and the pH values of 
their solutions. Announcement was made of the availability of these 
buffers, with the result that the first lots were exhausted much sooner 
than could have been anticipated. 

Operations were therefore renewed in 1947 on a scale ten times that pre¬ 
viously employed. Speeifications were prepared from which bids could 
be obtained from commercial soiirces on high-purity, 250-pound lots of 
each of the salts. The resulting purchases were carefully sampled and 
anab'zcd for homogeneity and pH value. Certification of the phosphate 
buffer is still in progress, but it is believed that there will soon be on hand 
sufficient quantities of the pure buffer salts to meet all reasonable demands 
for several years. The solid buffers can be used to prepare solutions having 
pH values at 25°C of 4.01, 6.80, and 9.18. 

With this phase of the work virtually completed, it is hoped that atten¬ 
tion may now be turned toward collaborative work on pH measurements. 
It is planned to furnish two standard samples of pure buffer salts and two 
solutions whose pH values are unknown to the collaborator. It is hoped 
by this means (a) to enable the analyst to determine whether his pH meter 
is in proper operating condition and to take corrective action if necessary, 
and (b) obtain information concerning the accuracy with which pH meas¬ 
urements can be made by different laboratories. This information should 
make it possible for other groups in the Association to determine the ex¬ 
tent to which differences in pH obtained by various laboratories are sig¬ 
nificant, and whether they should be made the basis of rejection of pur¬ 
chases or of possible court action by regulatory agencies. 

It is recommended* that the study on buffer solutions be continued. 


* For report of Subcommittee A and action of the Association, see This Journal, 31, 44 (1948). 
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REPORT ON BROMIDE-BROMATE SOLUTION 

By Halveb C. Van Dame (Food and Drug Administration, Federal 
Security Agency, Cincinnati, Ohio), Associate Referee 

The collaborative work on standard bromide-bromate solutions recom¬ 
mended in the previous report on this subject (This Journal, 30, 602 
(1947) has been completed. 

Details of the method for the preparation and standardization of brom¬ 
ide-bromate solutions are published in This Journal, 31, 119 (1948), 
under “Changes in Methods of Analysis." 

Collaborators were sent a standard arsenite solution whose normality 
at 20°C. was 0.11259 and an unknown standard bromide-bromate solution. 
They were asked to standardize the bromide-bromate solution against 
the standard arsenite solution and also against a standard arsenite solu¬ 
tion which they prepared. There follows the report of the collaborators. 
All normalities were corrected to 20°C. 


COIiLABOBATOB 

NOBllALITT or BBOUIDB BBOMATB SOLUTION AT 2(f C. 

USINO ASiOi SINT BT ABBOOIATX BXniBKB 

UBINQ COLLABOBATOBB ASlOi 

1 

0.1086,0.1087,0.1088 

0.1088,0.1088,0.1087 

2 

0.1087,0.1087,0.1087 

0.1088,0.1089,0.1089 

3 

0.1086,0.1086,1.1086 

0.1087,0.1087 

4 

0.1088,0.1087 

0.1086,0.1086 

5 

0.1087,0.1087,0.1087 

0.1086,0.1087,0.1087 

6 

0.1088,0.1088,0.1087 

0.1088,0.1087,0.1088 

7 

0.1087,0.1087 



Average of all determinations•»0.1087 


A standard bromide-bromate solution was standardized at various times 
over a year’s period by the Associate Referee to determine its stability. The 
normality varied only 1 part in 1000. 

CONCLUSIONS 

The results on the standardizations by collaborators are in good agree¬ 
ment. The maximum variation from the average normality being only 2 
parts in 1000 and that in only 2 of the 35 titrations made. The average 
variation is less than 1 part in 1000. The solution prepared as described 
and kept in the dark is stable and maintains its normality for a year or 
longer. 
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RECOMMENDATIONS* 

It is recommended that the method of preparation and standardization 
described in this report be adopted as official, first action, and that the 
subject be closed. 

REPORT ON STANDARDIZATION OF 
TITANIUM TRICHLORIDE 

By Juanita E. Breit (Food and Drug Administration, Federal Security 
Agency, Cincinnati, Ohio), Associate Referee 

The work of the Associate Referee was concerned with a further study 
on the preparation and standardization of titanium trichloride using three 
following methods: 

(1) Standardization of titanium trichloride using Method II, Methods 
of Analysis, A.O.A.C., 6th Ed. (1945), 21.37 (p. 290). 

(2) Ibid., substituting potassium dichromate for potassium permanga¬ 
nate. 

(3) Standardization of titanium trichloride using potassium dichromate 
and diphenylaminc indicator. 

PREPARATION OF SOLUTIONS 

Titanium trichloride .—A 15-16 per cent solution of technical grade 
titanium trichloride was thoroughly mixed and transferred to separate 
50 ml. glass-stoppered flasks, which were then sealed with paraffin. This 
was done to insure the use of a uniform solution in the event samples were 
submitted for collaborative work; however, on the basis of results obtained 
in the standardization it was considered inad\isable to send out collabo¬ 
rative samples at this time. To the titanium trichloride contained in one 
flask (the weight of the chloride being obtained by difference) were added 
ca 40 ml of hydrochloric acid and the mixture diluted at 20°C to 5(X) ml 
with recently boiled distilled water. The solution was placed in a dark 
container with hydrogen atmosphere provision^ and allowed to stand 
at least two days to permit the absorption of residual oxygen. All connec¬ 
tions of the apparatus were sealed with lacquer. 

REAGENTS 

Diphenylamine indicator .—One g of diphenylamine was dissolved in 100 ml of 
sulfuric acid. 

Potassium dichromate .—A standard soln was prepared by using about 5 g of 


* For report of Subcommittee A and action of the Association, see This Journal, 31,44 (1948). 
i of Analyou, A.OJi.C., 6th Ed. (1945), p. 289, Fig. 27. 
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U. S. Bureau of Standards polJkssium dichromate previously dried at 120®C. The 
normality was calculated at 20®C. 

Potasatum permanganate ,—A standard solution was prepared using the official 
A.O.A.C. method. 

PROCEDURE 

1. Methods of Analysis^ A.O.A.C., 6th Ed. (1945), 21.37, Method II. 

2. Ibid,, substituting 0.1 iV KjCr 207 for 0,1 N KMn04. 

3. Into a 500 ml flask put 50 ml of recently boiled H 2 O and 25 ml of 40% (by 
weight) H2SO4. Pass a strong stream of CO 2 into the soln and add 40 ml of 0.1 N 
K 2 Cr 207 . Then titrate the dichromate with TiCU without interrupting the flow of 
CO 2 . At the appearance of a green color add a few drops of diphenylamine indicator 
and continue the titration until the purple color just disappears. (In several of the 
titrations the indicator was added prior to the addition of TiCU. The results seemed 
to indicate that the diphenylamine may be added at any time) 

In the results given in Table 1, the titanium trichloride was prepared 
by J. E. Breit using 69.1260 g (ca 50 ml) per 500 ml. It was allowed to 
stand 90 hours before being used for the standardization. For the results 


Table 1. — Results—three methods 


COLLABOBATOB 

USTHOD 

iiL KMnOi 

UL TiCli 

NOBMALITT TlClf 

Breit 

1 

40.00 (AT 0.1038) 

28.08 

0.1479 

Van Dame 

1 

40.00 

ml K 2 Cr 207 

28.02 

0.1482 

Breit 

2 

40.00 (V 0.1000) 

26.90 

0.1487 

Breit 

2 

40.00 

26.95 

0.1484 

Breit 

3 

40.00 

26.55 

0.1507 

Breit 

3 

40.00 

26.60 

0.1504 

Van Dame 

2 

40.00 (V 0,1014) 

27.25 

0.1489 

Van Dame 

2 

40.00 

27.28 

0.1487 

Van Dame 

3 

40.00 i 

26.83 

0.1512 

Van Dame 

3 

40.00 

26.85 

0.1511 


Table 2. — Results—potassium dichromate 


COLLABOBATOB 

METHOD 

ML KsCriOr 

ML TiCit 

NOBMALITT TiCli 

Breit 

2 

40.00 (V 0.1000) 

25.85 

0.1547 

Breit 

2 

40.00 

25.83 

0.1548 

Breit 

3 

40.00 

25.45 

0.1572 

Breit 

3 

40.00 

25.42 

0.1573 

Van Dame 

2 

40.00 (isr 0.1014) 

26.10 

0.1554 

Van Dame 

2 

40.00 

26.15 

0.1551 

Van Dame 

3 

40.00 

25.84 

0.1570 

Van Dame 

3 

40.00 

25.86 

0.1569 
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obtained for Table 2, the titanium trichloride was prepared by H. C. 
Van Dame, using 70.3002 g per 500 ml. This solution was made 65 hours 
prior to use. For the determinations each analyst made and used his own 
0.1 iV potassium dichromate. 

In Table 3 are given the results of a series of titrations made to deter¬ 
mine the stability of titanium trichloride. This solution was prepared on 


Table 3 .—Results on stability 


MITBOD 

DATS 

ML KMnOiCi^ 0.1049) 

ML TiCli 

NORMALTTT TiClt 

1 

8/ 5/47 

30.00 

32.75 

0.0961 

1 

8/ 5/47 

30.00 

32.75 

0.0961 

1 

8/ 6/47 

30.00 

32.75 

0.0961 

1 

8/ 6/47 

30.00 

32.78 

0.0960 

1 

8/ 8/47 

30.05 

32.80 

0.0961 

1 

8/ 8/47 

30.05 

32.80 

0.0961 

1 

8/15/47 

30.00 

32.83 

0.0959 

1 

8/15/47 

j 

30.00 

ml KjCrjO, (AT 0.1036) 

32.85 

0.0958 

2 

8/ 5/47 

30.00 

32.32 

0.0962 

2 

8/ 5/47 

30.00 

32.28 

0.0963 

2 

8/ 6/47 

30.00 

ml KMn 04 (iV 0.1049) 

32.30 

0.0962 

2 

8/ 6/47 

32.00 

34.50 

0.0961 

2 

8/ 8/47 

30.00 

32.30 

0.0962 

2 

8/ 8/47 

30.00 

32 30 

0.0962 

2 

8/15/47 

30.00 

32.40 

0.0959 

2 

8/15/47 

30.00 

32.35 

0.0961 

2 

8/29/47 

30.00 

32.53 

0 .0955 

2 

8/29/47 

30.00 

32.55 

0.0955 

3 

8/ 5/47 

30.03 

31 .80 

0.0978 

3 

8/ 5/47 ! 

30 .00 

31.78 

0.0978 

3 

8/ 6/47 ! 

30.02 

31.82 

0.0977 

3 

8/ 6/47 

30.15 

31 .95 

0.0978 

3 

8/ 8/47 

30.00 

31.78 

0.0978 

3 

8/ 8/47 

30.00 

31.80 i 

0.0977 

3 

8/15/47 

30.00 

31.85 j 

0.0976 

3 

8/15/47 

30.00 

31.83 

0.0975 

3 

8/29/47 

30.00 

32.00 

0.0971 

3 

8/29/47 

30,00 

32.05 

0.0970 


August 4, 1947, by adding 90 ml of hydrochloric acid to ca 80 ml of ti¬ 
tanium trichloride and diluting with water to 1200 ml. In the titrations, 
50 ml of ordinary 10 per cent sulfuric acid w'ere substituted for the 50 ml 
of recently boiled water and 25 ml of 40 per cent sulfuric acid. 

On the basis of results obtained it seemed inadvisable to send out, at 
the present time, samples for collaborative work; however, to obtain some 
data on the reliability and accuracy of Method 3, four chemists of the 
Food and Drug Administration, Cincinnati, Ohio, standardized the same 
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titanium trichloride solution, each using a standard potassium dichromate 
solution he himself had prepared. Results are given in Table 4. The titan¬ 
ium trichloride solution stood for 48 hours before being used and was pre¬ 
pared by the same method given in obtaining the results in Table 3. 


Table 4. —Comparable reeiUta, Method 8 


OOLLABOBITOB 

hlNO.I 

KtCnOr 

(P-1.0026) 

ML TiCl, 

BOBMALITT TiCU 

R. Hyatt 

30.00 

30.76 

0.0978 

R. Hyatt i 

30.00 

30.72 

0.0979 

F. J. McNall 

30.00 

30.85 

0.0975 

F. J. McNall 

30.00 

30.90 

0.0974 

H. C. Van Dame 

30.00 

30.75 

0.0978 

H. C. Van Dame 

30.00 

30.75 

0.0978 

J. E. Brcit 

30.00 

30.70 

0.0980 

J. E. Brcit 

30.00 

30.70 

0.0980 


CONCLUSIONS 

(1) That a solution of titanium trichloride is not stable. 

(2) Method 3 gives a higher normality to a solution of titanium tri¬ 
chloride than Methods 1 and 2; however, results are consistent and can 
be duplicated by different chemists. Moreover, it involves the use of only 
two outside reagents, a primary standard, potassium permanganate, and 
an indicator, diphenylamine. 

RECOMMENDATIONS* 

It is recommended— 

(1) That further study be made on the stability of titanium trichloride. 

(2) That collaborative work be done on the standardization of titanium 
trichloride. 


REPORT ON COSMETICS 

By G. R. Clark (Food and Drug Administration, Federal Security 
Agency, Washington, D.C.), Referee 

The Referee makes the following recommendations rf 
That the following topics on which no reports have been received be 
continued for the following year: 

Alkalies in Cuticle Removers 
Cosmetic Powders 


* For report of Subcommittee B and action of the Aesooiation, see Thu Journal. 31,44 (1948). 
t For report of Subcommittee B and action of tlm Aaeociation. eee Tku Journal, 31, 47 (1948). 
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Cosmetic Skin Lotions 

Deodorants and Antiperspirants 

Depilatories 

Hair Dyes and Rinses 

Hair Straighteners 

Mercury Salts in Cosmetics 

The Referee concurs in the following recommendations :t 

The recommendation of Charles F. Bruening, Associate Referee on 
cosmetic creams, that the proposed periodate and acidimetric methods be 
adopted as tentative for the determination of glycerol, and that the study 
be continued. 

The recommendation of J. F. Weeks that the study of moisture in cos¬ 
metics be continued. 

The recommendation of C. R. Joiner that study of the problem of 
pyrogallol in hair dyes be continued. 

The recommendation of Paul W. Jewel that study of mascaras, eye¬ 
brow pencils, and eye shadows be continued. 

REPORT ON PYROGALLOL IN HAIR DYES 

By Curtis R. Joiner (Food and Drug Administration, Federal Security 
Agency, St. Louis, Mo.), Associate Referee 

In a report last year (1) the Associate Referee recommended that 
further work be done on the extraction of pyrogallol from henna powder- 
pyrogallol mixtures. An outline of a method used for separating the pyro- 
gallol from the henna was given. The final determination of the pyrogallol 
was made by the colorimetric method which has been adopted as tenta¬ 
tive (2). The major difficulties encountered were incomplete recovery of 
pyrogallol from mixtures several months old and high blanks on henna 
powder. 

A series of six samples were prepared and analyzed over a period of four 
to five months. Two samples were made from each of two different lots of 
henna, and for the other two, filter cel was substituted for the henna 
powder. Pyrogallol was mixed with filter cel in order to compare its stabil¬ 
ity when mixed with an inert material with its stability in henna mixtures. 
Copper sulfate and burnt sienna were added to one of the henna samples 
in order to prepare a mixture representative of one type of commercial 
preparation. Lawsone,* or 2-hydroxy-l, 4-naphthoquinone, the active 
constituent of henna for hair-dyeing purposes (3), was added to the extent 
of about one per cent to one of each of the henna and filter cel samples. 
If lawsone were the material in the henna which reacts with pjTogallol, 
then the addition of more lawsone should increase the rate of loss of pyro- 

> The lemone wee aynthaeiied from ff-osphthol in lour etepe «a given in Organie Synthmt, ll, 12 
(1231); 21.86 end 21 (1261); CoUeetive Volume 1,411 (1241). 
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gallol from the mixture. Sixty-mesh p 3 nrogallol was used in all samples, 
and all were mixed for six to eight hours. 

At the end of five months, analysis of two of the samples made from one 
lot of henna showed a loss of approximately five per cent of the pyrogallol 
content. One of these samples contained added lawsone, and there was no 
significant difference in the loss from the two. The other two henna sam¬ 
ples showed no significant loss of pyrogallol after four months. The two 
filter cel samples, after five months standing, showed approximately 30 
and 40 per cent losses of pyrogallol, with the sample containing the law¬ 
sone having the smaller loss. These two samples had turned noticeably 
gray within one week after they wore prepared, and the gray color de¬ 
veloped more slowly in the one containing the lawsone. 

Analysis of a two-year old henna-pyrogallol mixture showed a loss of 
about 20 per cent of the original pyrogallol content. 

The analyzing of all these samples at intervals will be continued, and a 
complete tabulation of the results will be given in next year’s report. 

An attempt was made to prove that some of the pyrogallol had under¬ 
gone a reaction, and had not, through a physical change, become merely 
difiicult to extract. Absorption curves of ethyl acetate extracts of a two- 
year old henna-pyrogallol mixture and the henna from which the mixture 
had been prepared were made with a Beckman spectrophotometer. The 
two curves were parallel and almost identical except in the range from 450 
to 500 millimicrons, where there was a pronounced divergence, Avith the 
sample extract showing the greater absorption. Further work will have to 
be done before any conclusions can be reached. 

The problem of lowering the blank is an important one since there is 
no simple method of evaluating it for any given sample. The variability 
of the blanks on different samples of henna (0.20 to 0.36 per cent) pre¬ 
cludes the possibility of including in the method an arbitrary blank cor¬ 
rection. 

Substituting mixtures of ethyl acetate and anhydrous ether in varying 
proportions for the ethyl acetate used in the initial extraction lowered 
the blanks roughly in proportion to the percentage of ether used. The 
addition of 15 per cent ether by volume resulted in a 60 per cent reduction 
in the blank, but it also slowed up the rate of extraction of the pyrogallol 
to such an extent as to make it impractical to u.se in routine determina¬ 
tions, and possibly reduced the total amoung of pyrogallol recoverable. 
An eight-hour extraction gave 75 per cent of the recovery obtained with 
ethyl acetate alone. 

In the method as previously outlined (1), the ethyl acetate extract was 
evaporated to dryness, and the residue was taken up in abater and given 
further treatment. When the dry residue was treated with anhydrous 
ether, the ether filtered and evaporated to dryness and this residue taken 
up in water, the blanks were reduced to about 10 to 35 per cent of their 
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fonner values. Blanks obtained by this method were low enough to be 
disregarded, but the additional treatment caused a loss of approximately 
10 to 15 per cent of the pyrogallol present. Boiling the ether with the resi- 
due increased the recovery of pyrogallol only slightly. 

By substituting ethyl acetate for the anhydrous ether in the treatment 
of the residue as given above, the blanks were reduced to 50 to 70 per cent 
of their former values. In a limited number of determinations, tliis addi¬ 
tional treatment with ethyl acetate caused no loss of pyrogallol. The 
maximum blank obtained on three different henna samples was 0.20 per 
cent. 

DISCUSSION 

Dry pyrogallol, protected from light, is very stable. However, an 
aqueous solution in the presence of air begins to develop a yellow-brown 
color almost immediately. In solution pyrogallol undergoes many differ¬ 
ent types of oxidation reactions, such as: 1. To purpurogallin by sodium 
nitrite in acetic acid solution (4). 2. By hydrogen peroxide to purpurogal¬ 
lin in the presence of low concentrations of tungstic, molybdic, or vanadic 
acids (5). 3. In barium hydroxide solution to hexahydroxybiphenyl (6). 4. 
In ammoniacal silver nitrate solution to oxalic and acetic acids (7). In 
view of the reactive nature of pyrogallol, it is possible that, when mixed 
with powdered henna, it might slowly react with one or more of the con¬ 
stituents of the henna. Cox (3) reports that a typical specimen of henna 
contains, among other things: Moisture, 8.4%; sugars, as dextrose, 11.3%; 
gallic acid, 0.0%; hydroxynaphthoquinone (Law^sone), 1.0%. This mois¬ 
ture content might be sufficient to catalyze a slow' oxidation reaction of 
added pryrogallol. 

The low recoveries of pyrogallol obtained w'hen anhydrous ether w'as 
used as a solvent might have been caused by the presence of peroxides 
in the ether w'hich oxidized some of the pyrogallol. None of the ether used 
w'as tested for peroxides. 

Since gallic and tannic acids both develop a blue-violet color with fer- 
ruous tartrate (8), the presence of either one in henna could account for 
the high blanks reported above. Alcohol, acetone, and w-ater extracts 
gave very high blanks, while ether extracts were practically zero. These 
facts, w'hen considered with the published solubilities of gallic acid and 
tannin in these solvents, indicate that tannic acid, and not gallic acid, is 
present in henna. How'ever, this is contrary to the findings of Cox (3), who 
reported a complete absence of tannins in all samples of henna tested by 
him. 

SUMMARY AND RECOMMENDATIONS* 

Results of some investigational work indicate that pyrogallol might 
undergo a reaction on long standing when mixed with henna powder. 

The high blank obtained from an ethyl acetate extract of henna is 

* For report of Suboomniittee B and action of the Association, see ThU Journal, 31, 47 (1948). 
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caused by either tannic or gallic acid in the henna. Methods involving the 
use of anhydrous ether as a solvent result in lower blanks, but also give 
low recoveries of pyrogallol. One method by which the blank is materially 
decreased without lowering the recovery of pjnrogallol is given. 

It is recommended that the analyses of the series of samples reported 
on above be continued, and that the details of the method of extraction 
and subsequent treatment of the extract that gave the best results be 
worked out and the method submitted to collaborative study. 
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REPORT ON COSMETIC CREAMS 
DETERMINATION OF GLYCEROL IN VANISHING CREAMS 

By Chables F. Bruening (Food and Drug Administration, Federal 
Security Agency, Baltimore, Md.), Associate Referee 

In the Associate Referee’s report of last year,* a collaborative study 
was made of the determination of glycerol in vanishing cream, using the 
Malaprade periodate oxidation method. Glycerol, after isolation by an ex¬ 
traction procedure and oxidation with potassium periodate, was deter¬ 
mined by two methods. In the first method the amount of periodate con¬ 
sumed was iodometrically determined; and in the second, the amount of 
formic acid obtained in the oxidation was determined by titrating with 
alkali using methyl red indicator and applying a correction for the acidity 
of the potassium periodate solution used. Nine collaborators who analyzed 
a vanishing cream containing a known amount of glycerol by the periodate 
consumption method obtained an average recovery of 100% glycerol 
with all results falling in the range 100% ±2.3%. Using the formic acid 
titration method and applying the correction the same collaborators ob¬ 
tained an average recovery of glycerol of 96.4% with a range of 96.4% ± 
3.4%. The periodate consumption method was concluded to be satisfac¬ 
tory, but the formic acid titration method was considered unsatisfactory 
because of the low yield and difficulties encountered in determining the 


> TKu Journal , 3Q, 807 (1947). 
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end points in both the fonnic acid titration and the acidity correction for 
the potassium periodate solution. 

A study of the fonnic acid method was made by Newburger and Bruen- 
ing* and a satisfactory modified titration method for determining glycerol 
developed. In this method the excess of periodate, which interferes with 
the formic acid titration, was destroyed by using propylene glycol, and 
bromcresol purple indicator was substituted for methyl red. It was also 
shown that no correction need be made for the acidity of the potassium 
periodate solution. This modified method appeared promising and was 
submitted to collaborative study. A sample of vanishing cream of the fol- 
loAving composition was sent to collaborators. 



pvr uni 

Stearic Acid 

20.93 

Water 

67.83 

Glycerol 

10.09 

Potassium Hydroxide 

1.05 

Propyl p-Hydroxy Benzoate 

.10 


The method used by the collaborators is given in detail in This Journal, 
31, 72 (1948). 

With this vanishing cream it was suggested to the collaborators that 
it was convenient to use a 2 gm sample and then take a 50 ml aliquot for 
oxidation from the 250 ml flask. This would provide about 40 mg of gly¬ 
cerol. Generally, the aliquot selected should contain 30 to 40 mg of gly¬ 
cerol so that appropriate titrations would result in the formic acid titra¬ 
tion method and glycerol can be determined, if desired, on the same ali¬ 
quot using the periodate consumption method described in the last year’s 
report. The suggestion was also made for this individual sample, since only 
formic acid titrations were to be made, that a 110 ml volumetric flask 
be substituted for the 100 ml flask in the oxidation, so as to permit the 
removal of two 50 ml aliquots for the acid titration. 

As indicated in last year’s report, the potassium periodate solution is 
subject to decomposition on standing and decreases in strength. The 
dry reagent grade salt is stable, and freshly prepared solutions can be used 
without standardizing if only the formic acid titration is desired. If, how¬ 
ever, the periodate solution has been allowed to stand for some time, it is 
necessary to standardize it as described in the periodate consumption 
method, in order to assure that sufficient periodate is present to completely 
oxidize all the glycerol contained in the aliquot. Alternatively, a prelim¬ 
inary test may be made to assure that excess periodate remains in the oxi¬ 
dation mixture by adding to a test portion an excess of sodium bicarbo¬ 
nate and a small amount of potassium iodide. The liberation of iodine indi¬ 
cates excess periodate. 


•/Md., 30, esi (1047). 
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Table 1. —Recovery of glycerol in vanishing cream 
(10.09% Glycerol) 


OOLLABOBATOB 

QhJCMBOL FOUND 

OLTCBROL SICOTBBT 


per ant 

Averao$ Per cent 

1 

9.87 

98.0 


9.90 


2 

9.96 

98.8 


9.97 


3 

9.94 

98.1 


9.86 


4 

9.66 



9.71 

96.4 

1 

9.81 


5 

9.8 

97.6 


9.9 


6 

9.77 

97.1 


9.82 


7 

9.86 

97.4 


9.79 


8 

9.99 

99.1 


10.01 


Average 

9.87 

1 97.8 

1 


COLLABORATORS 

1. Meyer Matluck, U. S. Food and Drug Administration, Boston, Mass. 

2. Sylvan H. Newburger, Cosmetic Division, U. S. Food and Drug Administra¬ 
tion, Baltimore, Md. 

3. Shirley M. Walden, U. S. Food and Drug Administration, Baltimore, Md. 

4. A. T. Schramm, National Aniline Division, Allied Chemical and Dye Cor¬ 
poration, Buffalo, N. y. 

5. Harry Isacoff, U. S, Food and Drug Administration, New York, N. Y. 

6. Edward C. Fearns, Lever Brothers Company, Cambridge, Mass. 

7. Louis B. Dobie, Bristol-Myers Company, Hillside, N. J. 

8. Charles F. Bruening, U. S. Food and Drug Administration, Baltimore, Md. 

The results obtained by the collaborators are given in Table 1. The 
average recovery was 97.8% with a range of 97.8% ± 1.4%. No collabo¬ 
rator reported having any difficulties with the method. 

When the results obtained by this method are compared with those of 
the formic acid method studied last year, in which the average recovery 
was 96.4%, with a range of 96.4% ±3.4%, it can be readily seen that the 
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present method is more accurate and precise. An outstanding advantage of 
the present method over the past one is that the color change at the end 
point, using bromcresol purple, is much more abrupt than the change 
using methyl red. In addition, when the excess of potassium periodate is 
removed with propylene glycol, titration difficulties caused by this com¬ 
pound are obviated and no acidity correction is needed for the periodate 
solution. It is believed that some unavoidable losses occurred in the isola¬ 
tion procedure which would account for a recovery somewhat less than 
theory. Possibly, if the initial addition of water of 25-50 ml were increased 
to 50-100 ml, a better recovery of glycerol may result. 

ACKNOWLEDGMENT 

The Associate Referee expresses his gratitude to the collaborators for 
their generous effort. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the periodate consumption method for the determination of 
glycerol in vanishing cream reported last year be made tentative. 

(2) That the formic acid titration method studied in this report be 
made tentative. 

(3) That the subject of glycerol in vanishing cream be closed and study 
continued on other cosmetic cream problems. 


No reports were made on alkalies in cuticle removers, cosmetic powders, 
cosmetic skin lotions, deodorants and antiperspirants, depilatories, hair 
dyes and rinses, or hair straighteners. 

REPORT ON MOISTURE IN COSMETICS 

By John F. Weeks, Jr. (Food and Drug Administration, Federal 
Security Agency, New Orleans, La.), Associate Referee 

MOISTURE IN COSMETIC CREAMS 

This phase of the general subject was continued. The work consisted of 
preparing three new cold creams of the non-mineral fat type, bearing a 
minimum, average, and maximum amount of water. These, together with 
a two-year old specimen of the same type, were subjected to dr 5 ing in a 
forced draft oven at 100 degrees C., room pressuie (about 770 mm Hg.) 
under varying time conditions. The samples were reduced to the consist¬ 
ency of soft mayonnaise (when necessary) by heating in a water bath, 
shaken well, about 2 g weighed out into a 7§ cm covered butter-dish, 
dried one-half hour, then at 15-minute intervals to constant weight. 


* For report of Suboommittee B and action of the Association, see This Jcumal, 31, 47 (1948). 
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Duplicate detenninations showed a precision variation of 0.01-0.07%, 
and the accuracy varied from 0.15% to 0.26% in excess of the calculated 
added water. 

These, together with two mineral oil type of cold creams, and three 
vanishing creams bearing glycerine and glycerine substitutes, were assayed 
by a refinement of the conventional moisture distillation method. Two 
size receivers, 25 ml readable to 0.05 ml, and 5 ml readable to 0.01 ml, 
were employed. Since no higher “reading” sensitivity was obtainable with 
25 ml receiver, it was soon abandoned. The samples were mixed as before, 
and the soft mass sucked up into roughly calibrated tubes, immediately 
blown into glass-stoppered distillation flasks and weighed to the nearest 
milligram. A few glass beads, a small lump of rosin, and the proper amount 
of varsol were added and the flask connected to the remainder of the ap¬ 
paratus. The condenser and receiver had previously been cleaned by filling 
completely with cleaning solution which stood overnight in the apparatus. 
Distillation was allowed to proceed at the maximum safe rate, until no 
further increase in the water volume was noticeable in fifteen minutes 
heating. The flask was then immediately removed from the hot plate, and 
the Condenser washed down with 2 ml of 0.2% Aerosol O. T. dissolved 
in Varsol. This operation was sufficient to sweep dovTi completely the 
water entrained in the condenser. No significant flattening of the meniscus 
curve was observable. The trap graduate was brought to room tempera¬ 
ture in a water bath, and read to the nearest 0.01 ml (5 ml receiver), 
or 0.05 ml (25 ml receiver). Flushing with water, alcohol, and ether, and 
drying with an induced current of air will ready it for the next determina¬ 
tion in about five minutes. 

The product, Varsol, is a standardized petroleum fraction manufactured 
by the Standard Oil Company. The specimen used in this work had an 
initial boiling point of 82 degrees C., 2% distilled at 123 degrees C., and 
99% at 191 degrees C. (about 770 mm pressure). 

Values on the cold creams were excellent, approaching the mathe¬ 
matical theory of 0.2% in the case of the 24% moisture sample, and the 
mineral-oil type creams gave results 0.1-0.7% of the calculated added 
water. 

As might be expected, the accuracy of the vanishing cream assays 
varied by almost inverse proportion to the quantity and volatility of 
their glycerine or glycol constituent. It is projected that the distillation 
may be carried out as above, the water layer made to volume, and the 
glycol constituent determined by conventional methods, to give the water 
by difference. 

It is suggested that cold creams showing less than one-half of one per 
cent of non-saponifiable fat be assayed for moisture by the drying method 
given, pending collaborative work. 

It is hoped that others will have occasion to check moisture by the re- 
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fined distillation method in the immediate future. Unless boil-over occurs, 
the original trap and condenser maybe repeatedly used without meniscus 
distortion. A 5 or 10 ml modified Bidwell & Sterling trap (Ace Glass Co.) 
is recommended. 

Preparation and distribution of collaborative samples of nonmineral 
and mineral fat type cold creams is projected for the coming year. It is 
recommended* that the study of moisture be continued. 

REPORT ON MASCARAS, EYEBROW PENCILS, 

AND EYE SHADOWS 

By Paul W. Jewel (Chief Chemist, Max Factor & Co., 
Hollywood, Calif.), Associate Referee 

ANALYSIS OF MASCARA 

Additional surveys have been made of various brands of mascara offered 
for sale, and this survey indicates that more and more brands are shifting 
from the conventional formulation, using triethanolamine soaps, to that 
using potassium or sodium soaps. This makes it impossible to devise a 
general method which will be applicable to all types. 

The method previously described* is satisfactory for the type which 
is based on mineral soaps. However, a new method developed during the 
past year must be used for those which contain triethanolamine soaps. 
This method will be described in detail in the experimental portion of this 
report. 

ANALYSIS OF P:YEBR0W PENCILS 

Methods for the analysis of products of this type are still far from 
complete. The same technique used for mascaras containing triethanol¬ 
amine soaps may be used but the extraction time must be prolonged by 
some five or six hours. 

ANALYSIS OF EYE SHADOWS 

A tentative method is offered for this type of preparation for the first 
time. Eye shadows are very simple preparations which give little diffi¬ 
culty. They consist of mixtures of oils and waxes into which is milled suffi¬ 
cient pigments of the proper shade. The base is mostly mineral oil with 
small amounts of paraffin or ceresin wax, and possibly small amounts 
of lanolin. The pigments are usually titanium dioxide, ultramarine blue, 
iron oxide browns, carbon black, and in some cases chromium oxide green. 

EXPERIMENTAL METHODS 

HASCASA 

Place a small piece of mascara in a beaker, add 10 ml chloroform, and boil for a 


* For r^rt of Subcommittee B and action of the Association, see Thu Jouraof. 31, 48 (1948). 
» Thu Jwmal, 29, 32 (1946). 




586 ASSOCIATION OF OFFIOAt AOBlOXTXmmAL CHEMISTS [Vol 81, No. 8 


few minutes. If the mass disintegrates and appears to dissolve completely except for 
the pigments, it may be safely assumed that this is one in which the soaps are based 
on triethanolamine. If the mass dissolves slightly or not at all, the reverse is prob¬ 
ably true. 

If the soaps present are formed from mineral alkalis, proceed with the method 
previously described.' 

If the soaps are formed from triethanolamine proceed according to the following 
method: 

Total Base. —Weigh about three grams of mascara, wrap tightly in Munktell 
00 filter paper, turning the ends under and tying with a thread to hold the paper 
in place. Place the wrapped sample in an extraction thimble, and extract in a Sox- 
hlet extractor for eight hours with chloroform. Tare the extraction flask and wrap 
the extraction chamber with a towel so as to keep the so vent in the extraction 
chamber, as nearly as possible, at the boiling point. When extraction is complete, 
evaporate the solvent and weigh. The weight of the extract will be the total base in 
the mascara. 

Triethanolamine, —To the base contained in the extraction flask add 25 ml of 
0.50 N sulfuric acid, heat until the waxes melt, and allow to cool with occasional 
shaking. As soon as the mixture has cooled to room temperature, filter into a 
titration flask washing the residue and filter well with distilled water. Do not at¬ 
tempt to remove the solid waxes from the flask. Titrate the excess acid in the 
filtrate with 0.50 N sodium hydroxide using methyl red as an indicator. Each ml 
of 0.50 N acid used is equivalent to 0.07143 grams of triethanolamine. 

Acid Number of Base. —After removal of the triethanolamine transfer any of the 
base which has come over onto the filter back to the flask. Pour several small por¬ 
tions of boiling absolute alcohol through the filter into the flask. The total should 
not exceed 25 ml. Heat to dissolve the waxes and titrate with 0.50 N alcoholic 
potassium hydroxide using phenolphthalein as an indicator. Multiply the ml of 
normal alkali used by 56.1 and divide by the sample weight to determine the acid 
number. 

Arsenic and Lead. —The method previously described' is adequate. The digestion 
may be done on the extracted pigments if desired, or a sample, one-two grams, of 
the original material may be used. 

EYEBROW PENCILS 

Total Base. —Proceed as described under Mascara except that the extraction 
should be continued for 16 hours. 

Arsenic and Lead. —Proceed as directed under Mascara. 

EYE SHADOWS 

Total Base —Weigh a sample, ca 5.0000 grams, and place in a 250 ml beaker. 
Add 50 ml petroleum ether and heat to gentle boiling for five minutes. Allow the 
pigments to settle and decant through a dry filter into a tared dish. Evaporate the 
solvent and weigh. Repeat the extraction until no further increase in weight is noted, 
finally bringing all of the pigments onto the filter. 

Arsenic and Lead. —Place the filter paper with the extracted pigments in a Kjel- 
dahl flask and proceed as directed under Mascara. 

RECOMMENDATIONS* 

It is recommended that work be continued on this project and that sam- 


* For report of Suboommittee B, and action of the Aeeooiation, see Thu Journal. 31,48 (1948). 
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pies be submitted for collaborative study as soon as it appears that the 
methods are sufficiently workable to make such a study feasible. 


No report was made on mercury salts in cosmetics. 


REPORT ON COAL-TAR COLORS 

By G. R. Clark (Food and Drug Administration, Federal 
Security Agency, Washington, D.C.), Referee 

The Referee makes the followng recommendations:* 

That the proposed method for the determination of aniline in coal-tar 
colors, recommended as tentative by the Associate Referee, be adopted 
as official, first action, and that the study of volatile amine intermediates 
be continued. 

The Referee concurs in the following recommendations: 

The recommendation of K. A. Freeman that the proposed titanium 
trichloride titration method be adopted as tentative for the determination 
of pure dye in D&C Red No. 7 and D&C Red No. 10 and lakes of these 
colors, and that study of lakes and pigments be continued. 

The recommendation of K. A. Freeman that studies of the following 
topics be continued: Identification of certified coal-tar dyes, non-volatile 
unsulfonated amine intermediates in coal-tar colors, sulfonated amine 
intermediates in coal-tar colors, sulfonated phenolic intermediates, inter¬ 
mediates derived from phthalic acid, and halogens in halogenated fluor¬ 
esceins. 

The recommendation of W. C. Bainbridge that the study of mixtures of 
coal-tar colors for drug and cosmetic use be continued. 

The recommendation of Mr. L. Koch that study of subsidiary dyes in 
D&C colors be continued. 

The Referee further recommends: 

That the following topics be reassigned to Associate Referees as listed: 

Halogens in Halogenated Fluoresceins, —Nathan Gordon, Food and Drug Admin¬ 
istration, Washington, D. C. 

Nonvolatile Unsulfonated Amine Intermediates in CoaUtar Colors, —L. S. Harrow, 
Food and Drug Administration, Washington, D, C. 

Sulfonated Amine Intermediates, —Nathan Ettelstein, Food and Drug Admin¬ 
istration, Washington, D. C. 

Intermediates Derived from Phthalic Acid, —Charles Graichcn, Food and Drug 
Administration, Washington, D. C. 

Lead in CoaUtar Colors. Nathan Ettelstein, Food and Drug Administration, 
Washington, D* C. 


* For report of Subcommittee B and action of the Aaeociation, see ThU Journal, 31, 48 (1848). 
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That an attempt be made to obtain another Associate Referee to study 
sulfonated phenolic intermediates. 

That the following new topics be added and the Associate Referees 
appointed as follows: 

Lead in CoaUTar Colors, —Nathan Ettelstein, Food and Drug Administration, 
Washington, D. C. 

Lead in Lakes of CoaUtar Colors, —L. S. Harrow, Food and Drug Administration, 
Washington, D. C. 

Subsidiary Dyes in FD&C Colors. —M. Dolinsky, Food and Drug Administra¬ 
tion, Washington, D. C. 

Hygroscopic Properties of Coal-tar Colors, —Charles Stein, Food and Drug Ad¬ 
ministration, Washington, D. C. 

That study be continued on topics for which no report was received, as 
follows: 

Acetates, carbonates, halides, and sulfates in certified coal-tar colors. 

Buffers and solvents in titanium trichloride titrations. 

Ether extract in coal-tar colors. 

Unsulfonated phenolic intermediates in coal-tar colors. 


No report was given on acetates carbonates, halides, and sulfates in 
certified coal-tar colors or on buffers and solvents in titanium chloride 
titrations. 


REPORT ON ETHER EXTRACT IN 
COAL-TAR COLORS 

By S. S. Forrest (Cosmetic Division, Food and Drug Administration, 
Federal Security Agency, Washington, D. C.), Associate Referee 

Since little work has been done on ether extracts from fluorescein colors, 
it was decided to investigate this problem. D&C Orange No. 5 was chosen 
for this study since it is one of the fluorescein colors most frequently sub¬ 
mitted for certification. 

A method which appeared to give good results was submitted to col¬ 
laborative study. Samples with the method were sent to various collabo¬ 
rators of whom four replied in time for this report. Listed in the order 
received, they were: 

Ansbacher-Siegle Corporation, H. Holtzman reporting. 

H. Kohnstamm and Company, Inc., Samuel Zuckerman reporting. 

Bates Chemical Company, Inc., C. O. Beecher reporting, 

Wm. J. Stange Company, W. H. Kretlow reporting. 

METHOD 

Dissolve 5 g of the color in 200 ml of 2% NaOH, place in a continuous extractor 
and extract with 100 ml of ethyl ether for 3-4 hours. Transfer the extract to a 
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separatory funnel, wash with successive 10 ml portions of ca 0.1 N NaOH until the 
washings are colorless, then with 10 ml portions of distilled water until the wash¬ 
ings are neutral to litmus paper. Decant the ether into a weighed evaporatng dish, 
allow to evaporate at about 40“C., dry over calcium chloride, and weigh. The in¬ 
crease in weight represents "ether extract.” 

As may be seen from the table, the results are widely divergent. It ap¬ 
pears therefore that the method should be studied further. 


Table 1 . —Collaborative results; ether extracts from D&C Orartge No. 6 


COLLABORATOB 


1 

0.19 


0.15 

2 

0.050 


0.048 


0.040 

3 

0.08 


0.108 


0.036 

4 

0.13 


0.10 

Associate Referee 

0.040 


0.048 


RECOMMENDATION* 
It is recommended that the topic be continued. 


No report was given on identification of certified coal-tar colors. 


REPORT ON HALOGENS IN HALOGENATED 
FLUORESCEINS 

By N. Gordon (Cosmetic Division, Food and Drug Administration, 
Federal Security Agency, Washington, D. C.), Assodaie Referee 

IODINE 

A rapid method for the determination of iodine in soluble iodides and in 
organic compounds has been reported by Clark and Jones.* The method 
involves oxidation of the iodine to iodate in an acid-permanganate me¬ 
dium, removal of excess permanganate and manganese dioxide, addition of 

* For report of Subcommittee B and action of the Association, see Thu Journal, 31,48 (1948). ' 

1 This Journal, 25, 755 (1942). 
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potassium iodide, and titration of the liberated iodine with standard 
thiosulfate solution. 

A collaborative study of this method has been undertaken. Samples of 
FD&C Red No. 3 and D&C Red No. 3, Aluminum Lake, were submitted 
with the method to the following collaborators listed alphabetically: 

Bates Chemical Company, Inc., C. O. Beecher reporting. 

Max Factor, Inc., P. W. Jewel reporting. 

Hilton-Davis Chemical Company, Anna Bartruff reporting. 

H. Kohnstamm and Company, Inc., I. Hanig reporting. 

National Aniline Division, Allied Chemical and Dye Corporation, A. T. Schramm 
reporting. 

Wm. J. Stange Company, W. H. Kretlow reporting. 

Cosmetic Division, Food and Drug Administration, L. S. Harrow and C. Stein 
reporting. 

In some cases, two or more reports were received from the same labo¬ 
ratory, making a total of twelve reports. Six collaborators reported no 
difficulty with the method, while the others experienced various degrees 
of difficulty. The principal recommendations and comments were: 

I. The addition of the dilute potassium permanganate solution dropwise, instead 
of in 1 ml portions to reduce incidence of brown color formation. 

Analyses were conducted following this recommendation. No difference in re¬ 
sults were found. 

2. Difficulty in obtaining the permanent pink after filtration, and the appear¬ 
ance of a brown coloration during filtration, even after repeated treatment with 
additional KMn 04 . 

These difficulties appear to be due to the addition of excess potassium nitrite 
solution. 

3. Difficulty in ridding the solution of manganese dioxide and in filtering. 

The method emphasizes that no attempt should be made to destroy the remain¬ 
ing particles of manganese dioxide. Filtration is used to remove these particles of 
manganese dioxide from the solution. 

4. More explicit description of the proper addition of potassium nitrite was re¬ 
quested by two collaborators. This step is the only truly critical point in the deter¬ 
mination. 

A revised procedure is being prepared to include a more detailed description of 
this step. 

5. After the addition of sulfamic acid, the statement ''swirl the contents until 
the evolution of gas ceases^' has been pointed out to be meaningless, as only a very 
small volume of gas will be produced. 

Accordingly, the revised procedure will not contain this statement. 

All results, listed in the order they were received, are shown in Table 1. 

The results of the collaborators and of the Associate Referee are in fair 
agreement. 

CHLORINE 

A method for the determination of chlorine and bromine in the presence 
of each other has been reported by Clark and Jones.^ 


i Thit Journal, 26, 816 (1943). 
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The chloride and bromide ions are determined in the presence of each 
other by precipitating the combined silver halides from one protion of 
the sample and determining the bromide in another portion. Thus bro¬ 
mine is determined directly and chlorine by difference. 

The bromine determination depends upon oxidation with an excess of 
permanganate in a phosphoric acid solution containing cyanide. Under 
these conditions the bromide is quantitatively converted to bromine 
cyanide while the chloride is not oxidized. After the excess permanganate 


Table 1. —Collaborative results of iodine in halogenated fluoresceins 


COLLABORATOB 

FDAC RID NO. 3 
rOTTND 

D*C RID NO. 3, AL. LAO 

FOUND 


percent 

per cent 

Associate Referee 

50.0 

9.3 

2 

49.6 

9.3 

3 

50.5 

9.3 

4 

49.6 

9.3 

5 

49.0 

9.1 

6 

50.0 

9.4 

7 

49.6 

1 9.6 

8 

48.5 

9.0 

9 

50.9 

9.2 

10 

50.1 

9.4 


49.3 

— 

12 ; 

— 

9.2 

Average per cent 

49.7 

9.3 

Average deviation 

±0.5 

±0.1 


is reduced with ferrous ammonium sulfate, potassium iodide is added, 
and the liberated iodine titrated with thiosulfate. 

The method for determining bromine is official, first action, A.O.A.C. 
21.53, Sixth Edition. 

Samples of D&C Red No. 27 and directions for analysis were submitted 
to the follomng collaborators: 

Max Factor, P. W. Jewel reporting. 

H. Kohnstamm and Company, Inc., R. C. Cooney and Virginia Schmuckle 
reporting. 

Wm. J. Stange Company, W. H. Kretlow reporting. 

Cosmetic Division, Food and Drug Adminbtration, R. N. Sclar reporting. 

The sample submitted was a commercial product. In some cases, two 
reports were received from the same laboratory. 

A total of six reports containing analytical results have been received. 

One collaborator reported that his results for bromine were too variable 
to warrant continuation of the analysis for chlorine. 

Another collaborator experienced difficulty duplicating results when 
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separate gravimetric samples were employed. However, he reported good 
checks upon using aliquot portions of a 1% solution. 

All results, listed in the order they were received, are shown in Table 2. 


Tablk 2 .—Collaborative results for chlorine and bromine in 
halogenated fluoresceins 


OOLLABOBATOB 

DAO BID NO. 27 

OHLOBINl 

BBOMINB 


Psresnt 

PsresiU 

Associate Referee 

17.0 

37.8 

2 

20.3 

37.6 

3 

— 

37.2 

4 

15.8 

37.7 

5 

17.6 

37.5 

6 

— 

— 


The results of the collaborators and of the Associate Referee for bro¬ 
mine are in fair agreement. The results for chlorine are poor and in dis¬ 
agreement. 

RECOMMENDATIONS* 

It is recommended that— 

(1) The iodine method be revised to include a more detailed explana¬ 
tion of the potassium nitrite addition. 

(2) The revised method be submitted to collaborators for investigation. 

(3) More work be done on the chlorine method. 


VOLATILE AMINE INTERMEDIATES IN 
COAL-TAR COLORS 

By Alice B. Caemmeber (Cosmetic Division, Food and Drug 
Administration, Federal Security Agency, Washington, 

D. C.), Associate Referee 

The methods most commonly used for the quantitative determination 
of free volatile amine intermediates in coal-tar colors involve colorimetric 
procedures. However, visual colorimetric determinations are subject to 
personal errors because of the variation in visual perception. 

The method proposed involves separation of the intermediate by steam 
distillation, followed by diazotization, and coupling with an appropriate 
phenolic derivative. The resulting dye is titrated with standard titanium 
trichloride solution. The weight of amine intermediate may then be read¬ 
ily computed. The equipment used is normally found in all color laborato- 


* For report of Suboommittee B and action of the Association, see This Journal, 31, 48 (1948). 
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lies, and is inexpensive and readily replaced. Details of the method are 
given in This Journal, 31, 81 (1948), under “Changes in Methods of 
Analysis.” 

In experiments conducted by the Associate Referee, recoveries of known 
amounts of aniline averaged 97 per cent. In these experiments, the method 
was applied to recoveries of added aniline from D&C Black No. 1, D&C 
Red No. 17, D&C Red No. 31, D&C Red No. 33, and Ext. D&C 
Yellow No. 3, Lake. Other members of the Color Certification Section also 
obtained good results in trials of the proposed method. 

COLLABORATIVE RESULTS 

Samples of D&C Orange No. 3 and FD&C Yellow No. 3 containing 
known amounts of aniline were prepared and distributed to collaborators. 
The results obtained are shown in Table 1. 


Table 1. —Collaborative results 



n>&C TXLLOW NO. 3 

D&C ORANQS NO. 3 


per cent 

per cent 

Aniline added 

0.20 

0.20 

Collaborator No. 1 

0.090 

0.086 


0.086 

0.074 

Collaborator No. 2 

0.19 

0.20 


0.19 

0.19 

Collaborator No. 3 

0.1916 

0.1916 


0,1930 

0.1890 

Collaborator No. 4 

0.20 

0.30 


0.20 


Associate Referee ! 

0.20 

0.20 


0.20 

0.20 


With one exception, the collaborators obtained results agreeing very 
closely with the actual amount of aniline present. 

The Associate Referee ^vishes to acknowledge the assistance of the fol¬ 
lowing collaborators: 

Ansbacher-Siegle Corporation, H. Holtzman reporting. 

Harmon Color Works, Inc., V. C. Vesce (per J. W. Ingram) reporting. 

H. Kohnstamm and Company, Inc., L. Koch reporting. 

Wm. J. Stange Company, W. H. Kretlow reporting. 

FURTHER STUDIES 

Since the method was submitted to collaborative study, investigations 
have been made to determine its applicability to other aromatic amine 
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intermediatefl that are volatile vnth steam. Good recoveries have been 
obtained for p-toluidine by the Associate Referee. 

RECOMMENDATIONS* 

It is recommended— 

(1) That the method for volatile amine intermediates be adopted as 
tentative for aniline. 

(2) That the method be further studied to determine its applicability 
to volatile amine intermediates other than aniline. 


NON-VOLATILE UNSULFONATED AMINE INTER¬ 
MEDIATES IN COAL-TAR COLORS 

By Lee S. Habbow (Cosmetic Division, Food and Drug Administration, 
Federal Security Agency, Washington, D. C.), Associate Referee 

D&C Black No. 1 (also known as Napthol Blue Black, C. I. 246) is one 
of the colors certifiable by the Food and Drug Administration for coloring 
drugs and cosmetics.^ The free intermediate, p-nitroaniline, is permitted 
in a certified batch of this color to the extent of not more than 0.2 per cent. 

The method proposed herein consists of extracting the p-nitroaniline 
from the color with ether and titrating the nitro group with titanium tri¬ 
chloride.* 

METHOD 

DETERMINATION 

Place a 10 g sample of D&C Black No. 1 in a Soxhlet extraction thimble. Ex¬ 
tract with ether until the flushings are colorless. (This should take at least three 
hours.) Transfer the extract to a 500 ml wide-mouth Erlenmeyer flask. Rinse the 
flask with two 10 ml portions of ether and add these to the main extract. Add 50 ml 
of water to the extracts and evaporate on a steam bath until all the ether is driven 
off, using a gentle air blast to hasten the process. Remove the flask from the steam 
bath, cool to room temp, and add ca 15 g of sodium tartrate. Heat the soln to boiling 
and titrate with standard 0.1 iV titanium trichloride under a stream of carbon 
dioxide to the disappearance of the yellow color. The end point can be more readily 
detected when 1 ml of a standard soln of FD&C Green No. 2 (Light Green SF Yel¬ 
lowish) is added near the end of the titration to serve as an indicator. 

RESULTS 

A sample of D&C Black No. 1 was purified by repeated extraction with 
ether imtil no more intermediate was shown by this method. Known 
quantities of p-nitroaniline were added to 10 gm. portions of the color and 
tested for recovery. Results obtained with the method are shown in 
Table 1. 


* For report of Suboommittee B and action of the Aeeodation, aee This Journal, 31,48 (1948). 

^ Food and Drug Administration S.R.A., F.D.C, 3 (1940). 

s KMBoaT and Hibbbbt, '*New Reduction Methods in Volumetric Analysis," Longmans, 1918. 
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Table 1. —Recovery of p-nitroaniline from DdtC Black No. 1 


p-NITBOAmiNa 

AODID 

p-mrsoAmiNi 

ADDBD 

1 p^lTBOANIUia 

BIOOTBRID 

[ 

B^OOTXBT 

percent 

gram 

gram 

percent 


0.00 

0.00 


0.2 

0.0199 

0.0189 

94.8 


0.0200 

0.0190 

95.0 

j 

0.0200 

0.0195 

97.1 

0.4 

0.0400 

0.0378 

94.4 


0.0403 

0.0399 

99.0 


0.0404 

0.0404 

100.0 

0.6 

0.0606 

0.0603 

99.6 


0.0600 

0 .0593 

98.8 


0.0610 

0.0608 

99.7 


Further investigations are being conducted to determine the applic¬ 
ability of the method to 2-4-dinitroaniline, 2-nitro-p-aDisidine, and 3- 
nitro-p-toluidine in colors in which they may be encountered. 

SUMMARY 

A titrametric method has been presented for the quantitative deter¬ 
mination of p-nitroaniline in D&C Black No. 1. The intermediate is re¬ 
moved from the color by ether extraction and quantitatively estimated 
by titration with titanium trichloride. Recoveries of OA^er 95 per cent have 
been obtained when the method was used to determine 0.2 to 0.6 per cent 
of the intermediate. 


No reports were given for sulfonated phenolic intermediates, interme¬ 
diates derived from phthalic acid, or mixtures of coal-tar colors for drug 
and cosmetic use. 


PURE DYE IN LAKES AND PIGMENTS 

By Kenneth A. Freeman (Cosmetic Division, Food and 
Drug Administration, Federal Security Agency, 

Washington, D. C.), Associaie Referee 

The A.O.A.C. has adopted as tentative a titration procedure for D&C 
Red No. 31 and D&C Red No. 8. (1) At the aimual meeting in October 
1946 a report was presented further showing the accuracy of the method. 
(2) Since that time pure D&C Red No. 7 has been prepared, analyzed by 
various methods, and the results compared with the titration method. 
The results agreed within ±0.8 per cent. 
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It appeared, therefore, that the titration procedure could be applied 
to D&C Red No. 7. Clark (3) has shown the method to be applicable to 
D&CRedNo. 10. 

Accordingly, samples of D&C Red No. 7, Calcium Lake, D&C Red 
No. 8, Sodium Lake, D&C Red No. 10, Sodium Lake, and D&C Red 
No. 31, Calcium Lake, were submitted to various laboratories for col¬ 
laborative study. Samples with directions were sent to the following, listed 
alphabetically: 

Ansbacher-Siegle Corporation, H. Holtzman reporting. 

Calco Chemical Division, American Cyanamid Company, Mrs. E. Z. Mont¬ 
gomery reporting. 

Harmon Color Works, Inc., Vincent C. Vesce reporting (per J. W. Ingram). 

Hilton-Davis Chemical Company, Anna Bartruff reporting. 

H. Kohnstamm & Company, Inc., Eugene F. Wojt reporting. 

National Aniline Division, Allied Chemical & Dye Corporation, A. T. Schramm 
reporting. 

Wm. J. Stange Company, W. H. Kretlow reporting. 

U. S. Food <fe Drug Administration, Cosmetic Division, Lee S. Harrow, S. S. 
Forrest, and Charles Stein reporting. 

The results are listed in Table 1 in the order in which they were received. 

An inspection of the table discloses that the results of each collaborator 
are consistent. In cases where the collaborators results are high for one 
dye, they are generally high for all four dyes. Where they are low for one 
they are generally low for all four. It is the opinion of the Referee that this 
is due to variation in the standard titanium trichloride solutions used 
rather than to failure of the method. The A.O.A.C. Book of Methods de¬ 
scribes two tentative methods for standardizing titanium trichloride solu¬ 
tions. Method I uses Bureau of Standards ingot iron as a primary standard 
while Method II uses standard potassium permanganate solution. Our 
experience in the color certification laboratory has shown that Method I 
gives imsatisfactory results because the Bureau of Standards iron is not 
pure, nor is the purity known. The Bureau of Standards itself points out 
this fact. If, therefore, the collaborators standardized their titanium tri¬ 
chloride solutions with iron, the results would vary with the purity of the 
iron used for standardization. Titanium trichloride is standardized by the 
color certification laboratory by Method II except that Bureau of Stand¬ 
ards potassium dichromate is used instead of potassium permanganate. 
This has been found to be more convenient and equally accurate, and 
should have been specified in the submitted method. 

The collaborators encountered some difficulty with the method for all 
colors except D&C Red No. 7. D&C Red No. 10 appeared to give the 
most trouble since three collaborators each reported some difficulty. 

Their comments were: 

‘‘End point of titration was variable in the shade of the reduction product.” 

“ . . . We found the titration to be sensiuire to small differences in acidity, a 
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Table 1 . —Collaborative reaulte 


ooLoa 


PUBl DTI 

▲TBBAQI 

BTAMDABO 


VALDB 

OBVIATION 

D&C Red No. 7 

1 

ptreent 

24.7 

per cent 

pereenf 

Calcium Lake 

2 

26.6 




3 

24.4 




4 

26.6 




5 

25.7 




6 

25.8 




7 

25.9 




8 

25.5 

i 



9 

25.6 




Referee 

25.5 

25.6 

±0.7 

D&C Red No. 8 

1 

73.8 



Sodium Lake 

2 

73.8 




3 

73.2 




4 

76.7 




5 

74.4 




6 

75.8 




7 

75.9 




8 

73.2 




9 1 

73.2 




Referee 

73.6 

74.4 

±1.1 

D&C Red No. 10 

1 

92.4 I 



Sodium Lake 

2 

92.3 

] 



3 

90.0 




4 

91.7 




5 

92.0 




6 

92.2 




7 

92.2 




8 

90.9 




9 

92.3 




Referee 

91.2 

91.7 

±0.7 

D&C Red No. 31 

1 

* 



Calcium Lake 

2 

44.8 




3 

44.3 




4 

47.5 




5 

45.4 




6 

45.2 




7 

43.6 




8 

42.9 




9 

45.3 




Referee 

44.2 

44.9 

±1.2 


* This oollaborator reported inability to obtain a satisfactory end point. 
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slightly more alkaline condition producing a cloudy soln with an orange, instead of 
a yellow end point. In such conditions low results were obtained, whereas under the 
proper condition there was no difficulty in obtaining a clear soln, yellow end point, 
and good duplicability.” 

“It was observed that the D&G Red No. 10 decomposed when allowed to stand 
in contact with cone. HsS 04 for a prolonged period of time.” 

In the case of D&C Red No. 8 two collaborators reported a slow 
fading of the end point but were able to obtain reasonably good checks. 

D&C Red No. 31 also gave some trouble, one collaborator observing that dupli- 
cabiiity was poorest with this color. Another reported "Sodium bitartrate precipi¬ 
tated the dye, making the titration impossible. Alcohol did not remedy the situa¬ 
tion.” 

One collaborator suggested a back titration procedure to avoid uncer¬ 
tainty as to the true end point, particularly in those cases where the end 
point is a gradual change from orange to yellow. This suggestion was 
studied by the Associate Referee and found to be sound. Reserve samples 
of each color submitted to collaborative study were analyzed by the back 
titration procedure. The results were the same but in some cases the end 
points were easier to see. Therefore, the method is revised to include the 
back titration procedure at the option of the analyst. 

RECOMMENDATIONS* 

It is recommended that— 

(1) The method be adopted as tentative for D&C Red No.’s 7 and 10 
and their lakes. 

(2) The following be inserted; “If the end point is indistinct, over¬ 
titrate by ca 0.5 ml of the titanium trichloride solution and back-titrate 
with standard indicator solution substracting the indicator blank from 
the standard titanium trichloride solution used.” 

(3) The study of Lakes and Pigments be continued. 

REFERENCES 

(1) Methods of Analysis, A.O.A.C., 6th Ed., 21.41(d), p. 291. 

(2) Fbeeman, Kenneth A., This Journal, 30, 520 C947). 

(3) Clark, G. R., lUd., 28, 761 (1946). 


REPORT ON SPECTROPHOTOMETRIC TESTING 

ANALYSIS OF COAL-TAR COLORS 
EXT. D&C ORANGE NO. 1 

By Rachel N. Sclar (Cosmetic Division, Food and 
Drug Administration, Federal Security Agency, 

Washington, D. C.), Assonale Referee 

Spectrophotometric analysis of oil-soluble dyes certifiable under the 


* For report of Suboommittee B and action of the Aeeooiation, see This Journal, 31,48 (1948). 
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Coal-Tar Color Regulations^ is extended in this report to Ext. D&C 
Orange No. 1 (Hansa Orange). Previous reports gave spectrophotometric 
data for Ext. D&C Yellow No. 5* and for D&C Red No. 35’ and D&C Red 
No. 36.* 

Agreement with Beer’s law, location of the absorption peak, and the 
extinction ratio were determined for solutions of this dye. 

Data were obtained with a General Electric recording spectrophoto¬ 
meter equipped with an automatic slit adjustment for an 8 millimicron 
wave-length band. 


EXPERIMENTAL 

Preparation of Standard Dyestuff .—^3 nitro-4-aminoanisole (m.p. 123°) 
was diazotized and coupled with aceto-aceto-ortho-toluidide (m.p. 103°) 
in alkaline solution. The product was washed thoroughly with hot water. 


Table 1.— Extinciion values of solutions of Ext. D&C Orange No, 1 
in U.S.P. chloroform 

Typical Data 


BH 

OONCSN- 


aXTIKCTION 


£411 IDM 

£411ID^ 


TBATION 

420 ni/4 1 

432 

450 

CONCENTRATION 

Eilo ntM 

1 

mo./lii$r 

3.17 

.150 

.158 

.136 

.0498 

1.103 

2 

6.33 

.300 

.316 

.272 

.0499 

1.103 

3 

12.66 

.598 

.632 

.544 

.0499 

1.099 

4 

25.33 

1.196 

1.264 

1.086 

.0499 

1.101 

1 





Av. .0499 1 

1 

Av. 1.10 


dried and recrystallized from benzene; it melted at 210°C (on Fisher 
Block). A portion of this product recrystallized from chloroform showed 
the same melting point. 

A sample of the dye, made commercially but with a special effort to ob¬ 
tain purity, melted at 207.5°C. Spectrophotometric examination of this 
material showed the extinction per milligram/liter to be lower than that 
of the material prepared in this laboratory. When the commercial sample 
was washed with hot water and recrystallized first from benzene, then 
from chloroform, the melting point and extinction per milligram/liter 
were found to agree with those of the laboratory sample. The laboratory 
sample was therefore considered sufficiently pure to serve as a standard. 

Preparation of Solutions .—A 25.33 mg portion of dye weighed on a 


^ tJ. 8. Food and Drug Administration, Sorvice and Regulatory Announcements, F.D.C. 3. 
s O. R. Clark and S. H. Newberger, This Journal, 27, 576 (1944). 

• Rachel N. Solar, Ibid., 30, 622 (1947). 
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Chart 1.—Pure Ext. D&C Orange No. 1 in chloroform. 

Curve 1— 3.17 mg./liter. 

Curve 2— 6.33 mg./liter. 

Curve 3—12.66 mg./liter. 

Curve 4—25.33 mg./liter. 

Cells—1 cm. 

A—Corning Didymium Glass 512, 6.0 mm. 

(Absorption peaks at 400.4, 441.4, 477.1, 529.0, and 684.8 mM.) 
B—Corning Didymium Glass 592, 4.02 mm. 

(Absorption peak at 583.7 mfi.) 

C—Signal Lunar White Glass H-6946236. 


semimicro balance sensitive to 0.02 mg, was dissolved in about 50 ml of 
chloroform in a 100 ml volumetric flask. The solution was made to volume 
with chloroform and aliquot portions diluted with chloroform to the con¬ 
centrations shown in Table 1. All solutions were made to volume at the 
temperature of the room in which the optical measurements were made. 
U.S.P. chloroform was used throughout the experiment. 

In subsequent experiments, it was found that gentle warming on a 



















Chart 2. —Certified samples of Ext. D&C Orange No. 1. 

Curve 1—Primary Color—18.63 mg./liter. 

Curve 2—Lake —42.09 mg./liter. 

Cells—1 cm. 

A—Corning Didymium Glass 512, 6.0 mm. 

(Absorption peaks at 400.4, 441.4, 477.1, 529.0, and 684.8 mu.) 
B—Corning Didymium Glass 592, 4.02 mm. 

(Absorption peak at 583.7 m/*.) 

C—Signal Lunar White Glass H—6946236. 


water bath facilitated the solution of samples of the color. No adverse ef¬ 
fects from this treatment were noted. 

The stability of the color in chloroform solution was investigated by 
aging a diluted aliquot of a master solution for three days in the dark. 
When this solution was made to volume spectrophotometric examination 
showed no fading of color when compared with a diluted aliquot examined 
at the beginning of this period. 

Spectrophotometric Data .—The extinction curves for the chloroform 
solutions of Ext. D&C Orange No. 1 are shown in Chart 1. They show an 
absorption peak at 432 ±2 (All wave lengths were corrected to ±2 

mu with the aid of didymium glasses tested by the National Bureau of 
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Standards; see footnote to Charts 1 and 2.) Average extinction per 
milligram/liter at this wave length was found to be .0499. 

The ratio of extinction values at 420 m/t and 450 mju was calculated 
This ratio EiM mju/Etfo mM=1-10±.005; see Table 1. 

DISCUSSION 

The ratios of extinction to concentration in Table 1 indicate that at 
432 m/u, chloroform solutions of Ext. D&C Orange No. 1 containing 3.2 
to 25.3 mg of color per liter obey Beer’s law. The pure dye content of a 
sample of this color can therefore be determined from spectrophoto- 
metric data of its solution by comparison with the experimentally deter¬ 
mined standard. 

APPLICATION TO COMMERCIAL SAMPLES 
Primary Colors and Lakes 

One sample of certified Ext. D&C Orange No. 1 and one sample of Ext. 
D&C Orange No. 1, Lake (made by extending the dye on insoluble sub¬ 
strata) were analyzed spectrophotometrically. Weighed samples were 
warmed on the steam bath with U.S.P. chloroform to dissolve the color. 
It was necessary to filter the solution obtained from the lake through a 
fine sintered glass crucible to remove the substratum. The solutions were 
transferred to 100 ml flasks and made to volume at room temperature. 
Extinction measurements were made on suitably diluted aliquots. The 
curves are shown in Chart 2, and the data in Table 2. 


Table 2. —Analysis of certified samples of Ext. D&C Orange No. 1: 
a primary color and a lake 
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REPORT ON SUBSIDIARY DYES IN D&C COLORS 
D&C RED Nob. 6 or 7 

By L. Koch (H. Kohnstamm & Co., Inc., Brooklyn, N. Y.), 
Associate Referee 

Previous investigation of this subject by the Associate Referee,^ and by 
collaborators,* has indicated the feasability of estimating the percentage of 
4-toluene-azo-2-naphthol-3-carboxylic acid, in D&C Red No. 6, by titra¬ 
tion with titanium trichloride. Continued work on this topic unearthed 
the fact that the method was not applicable to rosinated colors, because 
the extender masked the true end point. 

A reduction type of assay was therefore considered, based on a modifica¬ 
tion of a procedure outlined in a previous paper.* Three certified speci¬ 
mens of rosinated D&C Red No. 7, with and without adulteration, were 
thereupon submitted to the following collaborators; K. C. Johnson, E. I. 
duPont de Nemours & Co., Wilmington, Del.; R. Pasternack, Chas. 
Pfizer & Co., New York, N. Y.; and A. T. Schramm, National Aniline 
Division, Allied Chemical & Dye Corp., Buffalo, N. Y. Their results are 
outlined in Table 1, and the Associate Referee wishes to express his in¬ 
debtedness to them. 

METHODS 

RBAOENTS 

Stannous chloride soln, —100 grams of SnClj per 100 ml of cone. IICl soln. 

Sodium hydroxide soln. —50%. 

Hydrochloric acid. —Approximately 0.3 N. 

Potassium bromide-bromate soln. —0.05 N containing 1.3920 grains C.P. KBrOi 
and 10 grams of C.P, KBr per liter. 

Sodium thiosulfate soln. —12.5 grams NajSaOi *51120 per liter. Standardize 
against KBrOa-KBr soln as follows: Place 100 ml of water, 25 ml cone. HCl, and 
100 grams of ice into an iodination flask. Add 20 ml of KBrO*-KBr soln from a buret 
as rapidly as possible, and let stand in an ice bath for 10 min. Continue as directed 
under Procedure. Calculate the value of the Na2S20|8oln in the terms of the KBrOj- 
KBr. 

Starch indicator. —0.5% soln. 


PROCEDUBE 

Weigh 5.0 g of sample into a beaker, and add 50 ml of glacial acetic acid, 25 ml 
of 6 HCl, and 5 ml of the SnCb soln. Cover the beaker with a watch-glass, and 
boil gently until the volume is ca 40 ml. Dil. the reaction mixture with 60 ml of 
methyl cellosolve, and boil again to half volume. Dil. the reduction product with 200 
ml of water, cool and transfer to a 500 ml volumetric flask. Filter off a 200 ml ali¬ 
quot, using Whatman #2, and place it in a 500 ml extraction funnel. Add 100 ml of 
water, and make the sample alkaline with ca 35 ml of 50% NaOH soln. Extract the 
liberated amine with two 100 ml portions of ether (if a non-separable emulsion forms 


» ThU Journal, 25, 948 (1942). 

* Ihid., 28, 763 (1945). 

> Kooh, ThU Journal, 29, 237 (1946). 
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add a few ml of methyl cellosolve to the supernatant ether layer and swirl gently). 
Wash the combined ether extracts with one 75 ml and three 40 ml portions of water. 

Remove the amine from the ether with four 30 ml portions of ca 0.3 N HCl, and 
finally with 30 ml of water, transferring the washings to a 500 ml iodination flask, 
marked at the 100 ml level. Boil to expel dissolved ether, and cone, to 100 ml. 
Cool, and add 25 ml coned. HCl and ca 100 g of crushed ice. Add the KBrOs-KBr 
soln from a buret, while agitating the flask, until the soln remains yellow at least a 
half-minute. Then add ca 5 ml more. Stopper the flask, and let it stand in an ice 
bath for 10 min. Add 2-3 g KI, and titrate while cold with the Na2S208 soln, using 
the starch indicator internally only near the end point. 

1 ml of 0.05 N KBrOa soln is equal to 4.11 mg of subsidiary dye—Na 
1 ml of 0.05 N KBrOa soln is equal to 4.07 mg of subsidiary dye—Ca/2 


Table 1. —Collaborative results (per cent) 


AI^LTST 

SAlfPLl 1 

SAMPLE 2 

SAMPLE 3 

A 

0.18 

0.95 

3.48 


0.17 

0.90 0.93 j 

3.47 


0.18 0.18 


3.18 


— 


3.23 




3.40 3.35 

B 

0.02 

0.67 

3.02 


0.02 0.02^ 

0.50 0.59 

3.17 3.10 

C 

0.24 

1.00 

3.28 

Ass. Referee 

0.29 

0.98 

3.47 

Calc. 

0.24* 

1.22* 

4.01» 


i Omitted in caloulatinff average of results for Sample No. 1. 

* Average subsidiary dye content of Sample No. 1. 

* Average of results for Sample No. 1 plus the percentage adulteration. 


COMMENTS BY COLLABORATORS 

A, T. Schramm. —(1) Allow the first ether extraction to stand approximately 
two hours to facilitate separation. 

(2) Add glass beads to the beaker before reduction, and during the evaporation 
of the ether to reduce the amount of ‘‘bumping." 

DISCUSSION 

The consistent low results obtained by the collaborators and the As¬ 
sociate Referee indicated that the reduction did not yield a quantitative 
recovery of p-toluidine. Experiments were therefore run to ascertain the 
percentage recovery of amine by treating 1 gram of pure subsidiary dye 
according to the proposed method. The results are shown in Table 2 in 
terms of subsidiary dye. Because it was also possible that large quantities 
of D&C Red No. 7 might alter the findings, 1 gram of subsidiary dye and 
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4 grams of certified color were also reduced and assayed for p-toluidine. 
The recoveries are outlined in Table 3. 


Table 2.— Results in terms of subsidiary dye 


SUBSIDf AST DTB 

TAUN 

roUKD 

RBCOVKRT 


mg 

mg 

76.8 

65.6 

85.3 

48.0 

40.3 

84.0 

19.2 

17.5 

91.1 


Table 3.— Results assayed for p-toluidine 


StTBSTDiART DTB 


TAKCN 

roowD 

RXCOTBRT 

mg 

mg* 

per cent 

76.8 

67.0 

87.2 

48.0 

40.6 

84.6 

19.2 

17.5 

91.1 


• Minua the subsidiary dye content of the D&C Red No. 7. 


Conclusions, based on these tentative experiments, indicate that the 
reduction conditions of the method do not give quantitative yields of the 
expected product. If these findings can be confirmed by additional work, 
a correction factor should be applied to the results obtained by this 
method, or a variation of the procedure should be made in order to ob¬ 
tain more quantitative recoveries of the amine. 

It is therefore recommended* that the study of this topic should be 
continued. 


For report of Subcommittee B and action by the Aasociation, sec Thi» Journal, 31,48 (1948). 








WEDNESDAY—MORNING SESSION 

REPORT ON FEEDING STUFFS 


By L. S. Walker (Agricultural Experiment Station, 
Burlington, Vt.), Referee 

RECOMMENDATIONS* 

(1) It is recommended that further study be made on the following: 

Mineral mixed feeds (calcium and iodine) 

Lactose in mixed feeds 
Fat in fish meal 

Adulteration of condensed milk products 

Crude fat or ether extract 

Activity of yeast 

Microscopic examination of feeds 

Fluorine 

Protein evaluation in fish and animal products 
Hydrocyanic acid glucosides 
Sampling and analysis of condensed buttermilk 
Tankage (hide, hoof, horn, and hair content) 

(2) It is recommended that the methods for calcium and phosphorus and 
the acetone method for fat in fish meal, as outlined by the Associate 
Referees, be made tentative and work continued. 

(3) It is recommended that the editorial changes in the method for 
crude fiber, as recommended by the Associate Referee, be made, and 
study continued. 

(4) It is recommended that work on the following be discontinued: 

Fat in cooked animal feeds containing cereals 
Crude protein (catalysis) 


No report was given on mineral mixed feeds (calcium and iodine); or 
lactose in mixed feeds. 


REPORT ON FAT IN FISH MEAL 

By Maurice E. Stansby (Fish and Wildlife Service, Department 
of the Interior, Seattle, Washington), Associate Referee 

Tests carried on in laboratories of the Fish and Wildlife Service during 
the past ten years have shown that when the fat content of fish meal is 
determined by conventional methods, that is, by extraction with ethyl 
ether, the apparent fat content drops during even short storage periods; 
while after six months to a year values obtained are as low as 30 per cent 
of the original. It has also been shown that when acetone is substituted for 
ethyl ether much higher recoveries of the initial fat are obtained, although 


* For report of Subcommittee A and action of the Association, see Thu Joumali 31,41 (1948). 
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a small drop in the apparent fat content does take place after extended 
storage periods. More recent studies have shown that certain mixed 
solvents give somewhat higher results than is obtained with acetone, but 
other diflSiculties in technique have thus far prevented the use of such 
mixed solvents on a routine basis. Inasmuch as such extremely low values 
are obtained when using conventional methods, it seemed advisable to 
test the acetone-extraction method on a collaborative basis even though 
it has not been perfected. Accordingly, during the past year such a col¬ 
laborative analysis has been conducted. 

Before starting the collaborative analysis it was necessary to stand¬ 
ardize on a procedure. In preliminary experiments carried out during the 
past years it had been customary to first extract the meal with acetone 
then to evaporate off the acetone and redissolve the fat in ethyl ether. 
This solution was then evaporated and the ethyl ether-soluble material 
weighed as fat. This purification step was carried out in the past to be 
certaiD that the acetone was not dissolving extraneous material and that 
the final reported value was true fat. Extensive experience with this pro¬ 
cedure, however, showed that the gross unpurified acetone extract of old 
meals was never higher than the purified ether extract of the same meal 
in the fresh condition nor was it higher than the initial fat content as 
determined by standard A.O.A.C. procedure. Thus, once having shown 
that the acetone extract contained no significant amount of extraneous 
materials it was felt that for a routine analysis it would be unnecessary to 
carry out the so-called ‘‘purification’^ step, and that by merely weighing 
the crude acetone extract a minimum value would be obtained which in 
no case would be higher than the true fat content of the meal. Accordingly, 
no purification with ethyl ether was included in the final procedure as 
adopted for the collaborative analysis. 

Another decision which had to be made was whether a second step, 
namely, hydrolysis of the extracted meal with acid followed by a second 
extraction, should be included in the standardized method. Previous 
tests had 8ho^vn that a considerable amount of additional fat could be 
extracted from meals in this way, especially meals which had been stored 
for a considerable length of time. Such a hydrolysis and extraction pro¬ 
cedure on fresh meals usually yielded about 1 per cent additional fat by 
this method. For very old meals a considerably larger proportion of the 
meal was not extracted by the initial solvent but could be obtained by 
this hydrolysis procedure. Accordingly, in order to determine more 
nearly the true fat content in older meals it was decided to include the 
acid hydrolysis in the standard procedure. By so doing, the initial fat 
content of fresh meals is increased by about 1 per cent over values which 
would have been obtained had this process not been included. 

The acetone procedure for fat in fish meal, exactly as sent to collabora¬ 
tive laboratories for this analysis is published in Thu Journal, 31, 98 
(1948). 
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FAT DETERMINATION—A.O.A.C. METHOD 

Determine oil content by the official A.O.A.C. method for grain and 
stock feeds, as described on page 408 of the sixth edition of Methods of 
Analysis, section 27.24 and 27.25, first drying the meal as described imder 
section 27.3. It should be noted that in drying to constant weight, or¬ 
dinarily, a truly constant weight will never be attained with fish meal, 
because loss in weight due to evaporation of moisture, and gain of weight 
due to oxidation of fish oils (even in vacuum oven), both occur simultane¬ 
ously. Drying is therefore discontinued after the sample ceases to lose 
weight. 

Average results obtained in the collaborative analysis are shown in 
Table 1, while individual determinations in triplicate, as reported by the 
different laboratories, are given in Table 2. The meal used in this col- 


Tabi.e 1. —Average values for fat in fish meal as reported by 
collaborative laboratories 


LABORATOBT 

ACITONB IXTRACTION UBTBOD 

A.O.A.C. ETHTL 

ETHER METHOD 

INITIAL 

EXTRACT 

ACID 

HTDROLTSIS 

EXTRACT 

TOTAL 

EXTRACT 


Per cent 

Percent 

Per cent I 

Per cent 


Fat Content of Pilchard Meal Stored 7J months 


A 

11.15 1 

2.57 

13.72 

5.25 

B 

13.32 

2.57 

15.67 

4.92 

C 

11.9 

3.7 

15.6 

5.8 

D 

11.0 

2.1 

13.1 

4.57 

El 

12.31 

2.05 

14.36 

6.12 

F 

13.5 

2.5 

16.0 

5.7 

G 

11.38 

2.80 

14.18 

4.97 

Average 

12.08 

2.58 

14.66 

5.33 


Initial fat content of freshly prepared meal 



17.96 

0.93 

18.89 

14.75* 


^ Soxhlet extraction equipment was used by Laboratory £. 

* With hsrdrochloric acid digest extraction included, this value was 16.96 per cent. 


laborative assay was an experimental pilchard meal prepared^ in the pilot 
plant of the Seattle Fishery Technological Laboratory of the Fish and 
Wildlife Service, on September 25, 1946. The meal was stored in a paper 
bag at room temperature under conditions similar to those prevailing in 
the storage of commercial meals. A large sample was withdrawn during 
the latter part of April 1947, ground, and mixed thoroughly to insure 
homogeneity; and samples were placed in glass-stoppered paraffined 

1 The meal was prepared by a method somewhat similar to commercial wet process rendering but on a 
small scale. This involve cooking the pilchard with steam, pressing out oil in a hydraulic press, and drying 
the meal. The latter step differed from commercial practise in that a tunnel drier was employed using a blast 
of air at 150**F. 
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bottles and mailed to collaborative laboratories with instructions that all 
tests should be run during the ten-day period of May 10 to May 20. As 
shown in Table 1 the average fat content of the meal had fallen from the 
original 14.75 per cent in the freshly prepared meal (when determined by 
the ether extract method) to an apparent value of 14.66 per cent when 
determined by the acetone method, but to a value of 5.33 per cent when 
determined by the ether extract method (A.O.A.C.). 

There was no outstanding difference in precision between the A.O.A.C. 
method and the acetone method either in regard to reproducibility be¬ 
tween the triplicate samples run within the same laboratory or with 


Table 2. —Precision attained by individual laboratories on acetone 
and ethyl ether extraction of fish meal 


LABO- 


FAT CONTENT OF MBAL 


RA- 

TORT 

INITIAL EXTRACT 

ACID BTDROLTBI8 

TOTAL BXTRACT 

A.O.A.C. KTHTL 

XTHBR BXTRACT 

ATum- 

P$r cent 

Per cent 

Per cent 

Per cent 

her 

A 

11.21;11.27; 10.98 

2.75; 2.32; 2.65 

13.96; 13.59; 13.63 

5.17; 5.27; 5.33 

B 

13.10; 13.18; 13.68 

2.05; 2.77; 2.24 

15.15; 15.95; 15.92 

4.93; 4.90; 4.92 

C 

10.8; 12.0; 11.9 

4.0 ; 3.5 ; 3.7 

14.8; 15.5; 15.6 

6.0; 5.7; 5.8 

D 

11.2; 10.6; ll.O 

2.1;2.1;2.1 

13.3; 12.7; 13.1 

4.55; 4.70; 4.60 

E 

12.24; 12.17; 12.51 

1.99; 2.08; 2.09 

14.23; 14.25; 14.60 

6.00; 6.20; 6.07 

G 

11.14;11.48; 11.51 ' 

3.00; 2.72; 2.67 

14.14; 14.20; 14.18 

4.93; 4.98; 5.00 


respect to differences between indi\ddual laboratories. As a rule, individual 
laboratories were able to check themselves among the triplicate deter¬ 
minations better t han they checked each other and this was true with both 
the acetone extraction method and the A.O.A.C. method. While absolute 
differences were greater in the case of the acetone extraction method, 
relative per cent differences were about the same. Values about three 
times as high were obtained for the acetone extraction fat determinations 
as for the A.O.A.C. method, and differences between replicate samples 
and individual laboratories were likewise about three times as high. Thus, 
the relative difference was of the same order of magnitude for the two 
different methods. On the whole, the precision was not nearly as good as 
could be desired, and future studies should be carried out to determine the 
cause for such lack of precision, and, if possible, to improve upon the 
procedure in order to obtain better agreement. 

In spite of the fact that the acetone extraction method does not give 
ideal and complete extraction of fat from old meals and precision is not all 
that could be expected, the results by this method are so far superior to 
those obtained by ethyl ether extraction that it is felt the acetone method 
should be adopted tentatively, pending improvements which may require 
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a considerable number of years to be attained. Accordingly, the following 
recommendations are made; 

(1) It is recommended* that the acetone extraction procedure proposed 
be made tentative. 

(2) That study be continued to improve the precision of the acetone ex¬ 
traction procedure. 

(3) That studies be continued on the use of other solvents or mixtures 
of solvents which might eventually lead to a better procedure than is 
possible by the use of acetone. 

LIST OF COLLABORATIVE LABORATORIES 

Commonwealth of Virginia, Department of Agriculture and Immigration, 
Division of Chemistry, Richmond, Virginia 

Maine Agricultural Experiment Station, Orono, Maine 
State of California Department of Agriculture, Sacramento, California 
State of Michigan Department of Agriculture, Lansing, Michigan 
U. S. Department of the Interior, Fish and Wildlife Service, Fishery Technologi¬ 
cal Laboratory, Seattle, Washington 

Wirthmore Research Laboratory, Malden, Massachusetts 


No report was pven on adulteration of condensed milk products. 

REPORT ON FAT IN COOKED ANIMAL FEEDS 
CONTAINING CEREALS (ACID HYDROLYSIS)! 

By Stacy B. Randle (New Jersey Agricultural Experiment Station, 
New Brunswick, N. J.), Associate Referee 

The Associate Referee has continued the investigation of the acid 
hydrolysis method for fat in cooked animal feeds containing cereals. Pre¬ 
viously, it was shown (1,2,3) in individual and collaborative studies by the 
author that this method may give higher fat results than does direct 
ether extraction. Furthermore, it has been pointed out that extreme care 
must be exercised in order to obtain duplicable results by the acid 
hydrolysis method. Several other difficulties, such as emulsion formation, 
filtration of the sample, and separation of ether extract and hydrolysate, 
have been reported. 

Schall and Thornton (4) have shown that not all the material extracted 
by this method is fat. The findings of the Associate Referee are in agree¬ 
ment with this leport. It is apparent that the solvents used in the pro¬ 
cedure may extract non-fatty materials. In view of the fact that this 
method is more tedious and requires greater skill of operation than the 
direct ether extraction method, your Associate Referee feels that the acid 


* For report of Subcommittee A and action of the Aesooiationy see Thi$ Journal^ 31,41 (1948). 
t Paper of the Journal Series, New Jersey Agricultural Experiment Station, Autgers University, De¬ 
partment of Chemistry. 
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hydrolysis method would not receive widespread use, even tho the ac¬ 
curacy of the two methods were the same. 

It is the opinion of the Associate Referee that the present acid hy¬ 
drolysis method is not so reliable as the direct ether extraction method 
for the determination of fat in dog feeds. There are more difficulties en¬ 
countered in the acid hydrolysis procedure. It is admittedly true that 
both methods determine ether extract and not true fat. It is recom¬ 
mended,! therefore, that the acid hydrolysis method be not adopted for 
the determination of fat in cooked animal feeds containing cereals and 
that further investigation of the method for tliis purpose be discontinued. 

REFERENCES 

(1) This Journal, 25, 864, 1942. 

(2) Ibid., 26, 340, 1943. 

(3) Ibid., 28, 768, 1945. 

(4) Ibid., 26, 404, 1943. 

No report was made on crude fat or ether extract, or on activity of 
yeast. 


REPORT ON MICROSCOPIC EXAMINATION OF FEEDS 

By H. J. WiTTEVEEN (Department of Agriculture, Daiiy and Food, 

St. Paul, Minn.), Associate Referee 

The last report on the microscopic examination of feeds to this Associa¬ 
tion was made by Mr. A. W. Creswell of the Ohio Department of Agri¬ 
culture in 1944. Based on a survey made about that time, microscopic ex¬ 
amination of feeds was started in several States in 1907. This work con¬ 
tinued to expand so that by 1942, 24 States and the Dominion of Canada 
employed full or part time microscopists. Included in the survey was an 
outline of a procedure, together with the necessary equipment. 

Early this year this study was resumed by sending letters to twenty- 
four feed control officials and chemists associated with feed manufacturing 
concerns requesting that an outline of their procedure be submitted, 
stating the preliminary steps and describing the characteristic appearance 
of each ingredient identified. Sixteen replies were received, five of which 
included procedures. In addition to the five who submitted procedures two 
stated that microscopic work was being done; procedures were not sub¬ 
mitted but interesting and helpful comments were made. 

The request for the description of the characteristic appearance of each 
ingredient identified resulted in a variety of comments. The majority 
stated that stud3dng reference samples and acquiring experience was the 


t For report of Subcommittee A and action of the Aaeociation, see ThiB Journal, 31, 41 (1948). 
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most satisfactory way of learning how to identify ingredients. Simplicity 
in procedure was expressed as an important factor particularly where 
many samples are examined and a limited amount of time can be devoted 
to each sample. Others submitted procedures and outlines describing the 
characteristic appearance of the various feed ingredients. 

Of interest in the study of this problem is the work of the Check 
Sample Committee of the Association of the American Feed Control 
Officials. During the early part of the year a sample of feed was prepared 
containing ten ingredients common to most feeds, nine of which were in¬ 
cluded in a list of fifteen comparable to the ingredients listed on a tag or 
label. Portions of the sample were sent to forty-five collaborators, thirty- 
one of whom were control chemists, the other being chemists associated 
with feed manufacturing concerns. Each collaborator was supplied with a 
copy of the following procedure and a description of the characteristic 
appearance of each of the fifteen ingredients listed as stated in “Micro¬ 
scopical Examination of Feeds and Feedingstuffs” by B. H. Silberberg 
(1918), revised by Geo. L. Keenan (1940). 

PROCEDURE FOR IDENTIFICATION OF FEED INGREDIENTS 
Prepared by the A.A.F.C.O. Collaborative Check Sample Committee 

As a preliminary to the actual identification of the numerous ingredients 
contained in present day mixed feeds, each analyst should provide him¬ 
self with the proper equipment for the work, including a microscope, 
hand lenses, slides, cover glasses, needles, sieves, scalpels, solutions, and 
authentic type samples of the various ingredients commonly contained in 
mixed feeds. The following references, and others not mentioned, are also 
of great importance: 

The Microscopy of Vegetable Foods, by A. L. Winton. 

The Structure and Composition of Foods, by A. L. and K. B. Winton. 

Elementary Chemical Microscopy, by Chamot. 

Massachusetts Agricultural Experiment Bulletin 141. 

Special Bulletin 120 Agricultural Experiment Station, East Lansing, Mich. 

Bulletin 246 Vermont Agricultural Experiment Station, Burlington, Vermont. 

The next step is for the analyst to thoroughly familiarize himself with 
the appearance of the various feed ingredients without magnification and 
with magnification of such degree as he feels will enable him to recognize 
numerous ingredients both singly and mixed with other ingredients. For 
practice, mixtures of various ingredients should be made up by the 
analyst and identification studied. Labels showing manufacturers’ state¬ 
ments of ingredients contained are of assistance to the analyst in providing 
leads of what to look for. In cases where an ingredient is claimed and not 
possible of identification, a minor amount (one or two per cent) of the 
missing ingredient might be added from an authentic source, to determine 
if such small amounts can be identified in the mixture under examination. 
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The following is a modification of the preliminary procedures used in 
the Maryland and Minnesota Feed Control laboratories on mixed feeds 
(especially those containing added mineral constituents). 

Sift a portion (ca 10 g) of the unground mixed feed on a 20-meBh sieve. The ma¬ 
terial remaining on the sieve is placed on a white paper or glass and examined under 
a strong light, with a hand lens or microscopically, or both. The portion which 
passes thru the sieve may be used to verify the first findings by examining under the 
microscope, using chloral hydrate soln (45 g chloral hydrate, 25 ml hydrochloric 
acid (1-8), with 10 ml of glycerine) as a clearing agent. 

A second portion of 10 g of the unground feed is mixed with 50 ml of chloroform 
in a 100 ml beaker. After stirring with a spoon allow to settle briefly and skim off 
the floating portions containing most of the feed. Pour off the excess chloroform. 
After drying on a low-heat hot plate to evaporate the chloroform, examine the set¬ 
tlings which contain the mineral ingredients in fairly pure condition. Individual 
chemical tests should be made for chlorides, carbonates, sulphates, iron, copper, io¬ 
dine, phosphates, and grit, as specified in A.A.F.C.O. Oflficial Publication; the 
A.O.A.C. Methods of Analysis (6th Ed.); and other standard references. 

These collaborators were asked to identify the ingredients listed and any 
other ingredients they might find. 

Results Obtained in the Microscopic Examination of Prepared Feed 


INORBDIKKTB DECLARED 

31 CONTROL CHEMISTS 

14 INDUSTRIAL CHEMISTS 

FOUND BT—• 

PER CENT 

FOUND BT— 

PER CENT 

Ground Corn 

31 


mBm 

100.0 

Ground Oats 

24 

WEtU 


100.0 

Corn Gluten Feed 

23 



92.9 

Alfalfa Meal 

23 


10 

71.5 

Cottonseed Meal 

25 

80.6 

10 

71.5 

Soybean Oil Meal 

22 

71.0 

10 

71.5 

Linseed Meal 

26 

83.8 

10 

71.5 

Wheat Bran 

31 

100.0 

14 

100.0 

Iodized Salt 

31 

100,0 

34 

100.0 

Defluorinated Phosphate 

18 

58.1 

9 

64.2 

INOREDIENTB NOT DEOLAREO 





Calcium Carbonate 

19 

61.3 

13 

92.9 

Brewers Grains 

6 

19.4 


35.7 

Weed and Grass Seeds 

6 

19.4 i 


21.4 

Ground Barley 

12 

38.7 


50.0 

Meat Scraps 1 

10 

32.2 


35.7 

Coconut Meal 

5 

16.1 


28.6 

Peanut Meal 

6 

19.4 

HH 

21.4 


The data in the above table indicate that five control chemists and one 
industrial chemist made perfect analyses. A high percentage of perfect 
analyses would be unlikely inasmuch as feeds are impure products, small 
amounts of ingredients being present as impurities or as generally occur- 




614 AssoeiATKW OP oppioiAL AOBicourmuL GBBinens [FoZ. 81, N^. 8 

ring with a product of Bimilar nature, such as oats and barley, bran and 
middlings, etc. 

In this connection familiarity with macroscopic characteristics might be 
helpful in avoiding identification of ingredients present as impurities or 
accompanying ingredients of a similar nature such as those just mentioned. 
To identify ingredients from their macroscopic appearance would also 
reduce the amount of time required for each sample. 

Thus far little consideration has been given to the identification of 
mineral ingredients and whole weed seeds in feeding stuffs. Further study 
including these phases of the work would be desirable. 

It is recommended* therefore that the study of microscopic examination 
of feeds be continued. 


No report was given on fluorine in feeding stuffs. 


MINERAL CONSTITUENTS OF MIXED FEEDS 

By J. L. St. John (Associate Referee) and Edith Eng Huey 
(Division of Chemistry, Agricultural Experiment Stations, 
and State Chemist’s Laboratory, Pullman, Washington) 

Following last year’s report (This Journal, 30, 606 (1947)), additional 
samples of the identical feed samples previously utilized were sent to a 
second group of collaborators. The methods used are described in the 
previous report. 

Since only summarized averages were reported last year, the results 
obtained by individual collaborators for both 1946 and 1947 are included 
in Table 1. 

The results of the two years’ work are so nearly the same that the con¬ 
clusions of last year are not changed. The results obtained by the nitric- 
perchloric acid method of sample preparation are essentially the same as 
those given by the A.O.A.C. method 12.5. It thus appears that these two 
methods of sample preparation for calcium and phosphorus in mixed feeds 
may be used interchangeably. The nitric-perchloric acid method of 
sample preparation is therefore recommendedf as tentative. The details 
of the procedure are published in This Journal, 31, 98 (1948). 

Precautions regarding the use of perchloric acid to guard agamst the 
danger of an explosion, which has been feared by analysts, are described 
in the previous paper, (This Journal, he. dt.) and in Ind. Eng. Chem. 
Anal. Ed., 13, 48; 14, 301; 16, 630. It is emphasized that all of the easily 
oxidizable organic matter should be oxidized with nitric acid before the 
perchloric acid is added. 


* For report of Suboommittee A And action of the Assooiation, aee Thi$ J&umai, 31,41 (1048). 
t For report of Subcommittee A and action of the Aeeociation, aee ThU Journal, 31, 41 (1048). 
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REPORT ON CRUDE FIBER 

By William L. Hunteb (State of California, Department of 
Agriculture, Sacramento 14, Calif.), Associate Referee 

The 1946 report on the determination of crude fiber contained a pre¬ 
liminary discussion of a survey of the method as applied by the several 
participants in the collaborative sample of the Association of American 
Feed Control Officials. It was observed that the present procedure was 
but rarely followed in all details. 

The diversity of techniques reported is extremely disconcerting in the 
instance of a method which is as openly arbitrary and empirical as that 
for crude fiber. This is especially true in some cases where the variations 
depart from the official method almost completely. It seems necessary to 
warn all laboratories interested in crude fiber that departure from the 
official method in any respect places them in a vulnerable position in an 
action based on crude fiber analyses. It may be argued that the results 
obtained by a variation of the method do not represent crude fiber con¬ 
tent in a legalistic sense and are, therefore, immaterial and irrelevant. This 
possibility is not too far-fetched since crude fiber is not a specific chemical 
substance, but rather the result of an arbitrary physico-chemical test. It 
is the residue, the insoluble material remaining after a series of carefully 
prescribed operations. Liberties taken with the procedure may alter the 
results and defeat agreement between laboratories. Strict adherence to 
the established method cannot be too strongly emphasized. It should be 
followed in all respects. 

While insisting upon adherence to the official method, it appears that 
some revisions of this procedure are in order for the purposes of clarity, 
preciseness, and emphasis of detail. The use of Erlenmeyer fiasks, which 
are now prescribed for the digestion, has given way to the use of beakers 
almost unanimously. 

The present allowance for final filtration through either alundum 
crucibles or filter cloth is in an opposite category. Study of results of 
laboratories using these has indicated that they may be involved in un¬ 
satisfactory results. The alundum crucibles are difficult to wash free of 
the alkaline extract, and the use of cloth involves excessive handling. 
Revisions are recommended which may be regarded as editorial.^ 

It is recommended*-— 

(a) That study of the crude fiber determination be continued to allow 
for investigation of possible revisions as well as those necessary in the case 
of materials which are high in mineral. 

> The changes suggested l^ve been published {Thu Journal, 31, 99 (1948). 

♦ For report of Subcommittee A and action of the Association, see Thu Journal, 31, 41 (1948). 
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REPORT ON CRUDE PROTEIN IN FEEDING STUFFS 

(CATALYSTS) 

By Rodney C. Berry (State Div. of Chemistry, Department of 
Agriculture, Richmond, Va.), Associate Referee 

According to the recommendation of the Association at the 1946 meet¬ 
ing and imder the approval of the General Referee on Feeding Stuffs, a 
collaborative study on Crude Protein in high concentrate feeding stuffs, 
with special reference to catalysts, was inaugurated during the year. 

Samples of cottonseed meal, fish meal, and meat scrap were submitted 
to 15 collaborators (13 of whom completed the work, with one too late to 
tabulate) who were instructed to make analyses in triplicate according to 
four methods, viz: (1) Methods of Analysis, sec. 2.24 using both cupric 
sulfate and mercuric oxide (2) sec. 2.25 cupric sulfate only (3) sec. 2.26, 
using mercuric acid only, and (4) using selenized granules along with 
approximately 0.7 grams of mercuric oxide, 30 ml concentrated sulfuric 
acid and 10 grams of potassium sulfate. Selenized granules were furnished 
by the Referee. 

Criticisms of the methods were requested and the collaborators were 
very generous with their cooperation; some of them also submitted re¬ 
sults based on their own methods or other variations in procedure. 

COLLABORATORS 

(A) Walker, L. S., Chemist-in-charge, State .Agricultural College, Burlington. 
Vermont. 

(B) Randle, Stacy B., New Jersey Agri. Experiment Sta., New Brunswick, 
N. J. 

(C) Smith, John B., R. I. State College, Kingston, R. I. 

(D) Marshall, Chas., Plant Production Div., Dept, of Agri., Ottawa, Canada. 

(£) Hunter, Wm. L., State Dept, of Agri., Sacramento 14, California. 

(F) Geagley, W. C., Michigan Dept, of Agriculture, Lansing, Michigan. 

(G) Randall, Fred, Cooperative G. L. F. Mills, Inc., Buffalo, New York. 

(H) Etheredgc, M. P., State College, Miss. 

(I) Bides, P. R., Auburn, Alabama, 515 Dexter Avenue. 

(J) Koskoski, Frank J., N. Y. State Agri. Exp. Sta., Geneva, New York. 

(K) Burns, Loren V., M. F. A. Milling Co., Springfield, Missouri. 

(L) Berry, Rodney C., 1123 State Office Building, Richmond, Virginia. Shuey, 
Phillip McG., c/o Shuey & Co., 115 E. Bay St., Savannah, Georgia. 

RESULTS AND DISCUSSION 

A complete tabulation of results is submitted in the tables along with 
criticisms of the methods. 

The average clearing time for all four methods on all samples was 
shorter when selenium was used, varying from 12 to 50 minutes. The use 
of mercury alone (method 3) was preferred by the majority of collabora¬ 
tors. Some analysts prefer selenium-oxychloride alone and selenium and 
copper sulphate for their routine analyses. 



Table 1. —Collaborative results on crude protein in feeding stuffs 
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The percentage recovery of protein as compared with the average of all 
four methods seems to be in the order: mercury, selenium and mercury, 
copper, copper and mercury, with the greatest difference on the sample 

Tablb 2 .—Collaborative comments on crude protein 
in feeding stuffs 



1 

#1—<J.B. MBAL 
MBTHOD 

—MBAT SCBAP 

MBTBOn 

#3 —rtSH MBAL 
MBTHOD 


warn 

mil 

mn 

ANALYST 

Clearing time in 
Minutes 

100 80 60 46 

45 50 35 30 

50 60 40 30 

(A) E. F. Boyce 

76 80 60 50 

75 80 85 50 

85 90 70 50 

(B) Ralph L. WilUs 

No significant difference. 

Prefers Method #3 

(C) R. W. Gilbert 

24 

Choice fZ Choice |1 Choice ifl 

Also run by Se-Oxychloride— preferred 

(D) Dr R. Pasrfer 

No comments 

(E) V. E Entwistle 

C. A. Luman 

25 24 17 14 

Clearing effect due to the ratio of acid and KsSOi 

(F) Percy O’Meara 

25 30 18 12 

Slight preference for Selenium. 

(G) F. E. Randall 

Prefers #3—Mercury 

(H) A. G McKee 

Method H is faster. 

(I) P.R. Bides 

19 35 25 13 17 19 22 13 15 21 17 13 
Digests 3.5 hours Also ran 3 additional 
methods Prefers CuSOi—Se. 

(J) F. J Kokoski 

20 30 15 16 

#1—is violent on addition of water. 
fZ —tends to crystallise. 

(K) R. L. Matthews 

20 20 20 20 

Bame comments as above. 

(L) W. J. Franklin 


of cottonseed meal. There was only a slight difference in recovery between 
mercury alone and mercury and selenium, when applied to meat scrap 
and fish meal. 

The digestion time varied from one hour after clearing to three hours. 

There was considerable difference in results among collaborators on 
each method, with a high low ratio of 4.34% in method (2) on fish meal. 
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RECOMMENDATIONS* 

In view of the results obtained by this study and also according to 
results obtained in previous work on nitrogen in soils, plant material, and 
fertilizers (see references), it is recommended that A.O.A.C. Method 2.26 
for nitrogen be made preferential when applied to protein materials in 
feeding stuffs containing 30% or more, and that further work on catalysts 
in protein determination be discontinued. 

REFERENCES 

ViCKEBT, This Journal, 29, 358 (1946). 

Laitbo, M. F., Indus. Eng. Chem., Anal. Ed., 3, 401-402 (1031). 
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Prince, A. L., Soil Science, 59, 1 (1945). 

- This Journal, 24, 264-268 (1041). 

-, Ibid., 26, 54 (1943). 

-, Ibid., 17, 246 (1934). 

* For report of Subcommittee A and action of the Association, see Thig Journal, 31,41 (1048). Details 
of official changes are given on page 99 (loe. cit.). 


No reports were given for protein evaluation in fish and animal products 
on hydrocyanic acid glucosides, or on sampling and analysis of condensed 
buttermilk. 
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Materials (Fertilizers). 



CONTRIBUTED PAPERS 


THE PRESENT STATUS OF THE ANTIMONY TRICHLORIDE 
(BLUE-COLOR) PROCEDURE FOR THE ESTIMATION 
OF VITAMIN A IN MARGARINE^ 


By E. E. Rice,* E. PRiMM,t A. I. CoombesJ 

When the program of enrichment of margarine with vitamin A was 
initiated several years ago, the search for a rapid, precise, and accurate 
method of analysis for this vitamin was intensified. From the practical 
viewpoint of control laboratories, an acceptable method must be capable 
of 3 ielding accurate and reproducible results in the hands of skilled 
technicians. It should be adaptable to different types of margarines with¬ 
out extensive modifications, yet simple enough to permit workers in 
different laboratories to obtain concordant values. 

In general, there are three types of methods which can be used for the 
determination of vitamin A: biological, spectrophotometric, and colori¬ 
metric. 

1. Biological assays for vitamin A, while fundamentally essential to 
prove the validity of any chemical or physical method, are obviously un¬ 
suited for the routine testing of large numbers of samples, being slow, 
expensive, and lacking in precision. 

2. Spectrophotometric methods^ under certain conditions, can be used to 
advantage. In general, there are three approaches, each of which has 
certain limitations. 


(a) The vitamin A content may be determined from the difference in optical 
density at 328 m/x between the unfortified margarine oil and oils separated from the 
melted, fortified margarine. This method is restricted to cases where the unfortified 
oils can be obtained, since oil mixtures differ sufficiently to necessitate a blank for 
each run. However, when the unfortified oils are available, the method is rapid and 
precise. 

(b) The sample may be saponified and the vitamin A content determined from 
the difference between the optical densities of the unsaponifiable fraction before 
and after irradiation with ultraviolet light to destroy the vitamin (1). This method 
is much more complicated than (a), requiring careful control of analytical conditions 
and the use of especially purified solvents. Furthermore, the unsaponifiable materials 
other than vitamin A must be stable to ultraviolet irradiation. 

(c) The sample may be saponified and purified by chromatography before the 
determination of the optical density at several wave lengths in the 300-350 mti re¬ 
gion. There are several such methods, each of which requires rather complicated 
manipulations. For example, that of Wilkie and DeWitt (2) involves calculations 
based on the measurement of vitamin A at an optical density other than that of the 
maximum. On a theoretical basis, this latter point is sufficient to cause most analysts 


^ » This paper is a report of the work of the Suboommittee on Vitamin A, National Association of Mar¬ 
garine Manumoturers. 

* Swift A Company. Chicago, Ill. 
t John P. Jelke Company, 
i Wilson i Co., Ino. 
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to pause before undertaking the method. In practice, the scheme has proved success¬ 
ful in the hands of some analysts, but has failed completely for others. A relatively 
new method has been advocated by Awapara, Mattson, Mehl, and Deuel (3). With 
this technique, the optical density of a benzene solution of the unsaponihable frac¬ 
tion of a margarine is measured before and after specific adsorption of vitamin A on 
Floridin, and the vitamin A in the sample is calculated from the difference between 
the observed optical densities. 

3. Chemical methods are generally based upon the development and 
measurement of the blue color formed by treatment of vitamin A with 
antimony trichloride. Most of these methods are complicated by the need 
for preparing an extract of the unsaponifiable material in margarine. While 
vitamin A is ordinarily the only substance occurring in margarine which 
yields the blue color with antimony trichloride, other substances some¬ 
times affect the rate of development and the intensity of the color, thus 
requiring the use of correction factors. With care, the method yields re¬ 
producible values which check biological assays within the limits of error 
of the latter method. 

In the hope that a unified program might bring about more rapid ad¬ 
vances than individual efforts, a number of investigators interested in 
vitamin A methods met in 1944 and thoroughly discussed the problems 
involved and the best plan for solving them. This meeting initiated a 
series of collaborative studies of the various methods and modifications. 

Initially the blue-color method, essentially as applied by Dann and 
Evelyn (4), was most commonly used and seemed most promising for 
development. However, there was no agreement regarding the exact 
conditions necessary for best results, and little data regarding the pre¬ 
cision and accuracy of the method when applied to margarine. Accord¬ 
ingly, replicate samples of several margarines, and of the oils and vitamin 
concentrates going into them, were distributed for analysis by methods 
in use by the various laboratories. These investigations were directed 
toward determinations of the conditions necessary for most efficient and 
effective application of the various operations involved in blue-color 
methods. After consideration of the data obtained in two preliminary 
collaborative studies, a blue-color procedure was developed embodying 
the combined experience of the group. In a third and fourth collaboration, 
this method has been compared with two modifications of the spectro- 
photometric technique and its application to a variety of margarines has 
been studied. The following report presents the data obtained in these 
studies and some of the viewpoints of the collaborators. 

METHODS 

(1) Distribution of Samples }—Samples of the oils to be used in the 
manufacture of margarine were removed from the mixing vats prior to 
addition of vitamin A concentrates. The manufacturing processes, in¬ 
cluding enrichment with known quantities of vitamin A, were then com- 

1 By John F. Jelke Compaq, Armour and Company, Durkee Famous Foods, Kraft Foods Company* 
Swift and Company, and Mrs. Tucker’s Foods, Inc. 
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pleted and fifty one-pound prints of each margarine were taken directly 
from the packaging lines. Two prints, 100 ml of the mixed unfortified oils, 
and several capsules of a high-potency vitamin A ester concentrate^ for 
use as a standard were shipped to: 

Sadie Brenner, QM Food Container Institute for the Armed Forces 
Francis W. Chornock and Eldon E. Rice, Swift & Company 
A. Irving Coombes, Wilson & Co., Inc. 

H. J. Deuel, Jr., J. W. Mehl, and J. Awapara, University of Southern California 
Stephen Fein, Monica Cunningham, and Delores Gehrs, Kraft Foods Company 
Carl S. Ferguson, Massachusetts Dept, of Public Health 
C. Gilmore, Durkee Famous Foods 
J. A. Mathews, Distillation Products, Inc. 

Kenneth Morgarcidge, Nopco Chemical Company, Inc. 

Ralph H. Neal, The Best Foods, Inc. 

Bernard Oser, Food Research Laboratories, Inc. 

Elizabeth Primra, John F. Jelke Company 
John F. Roland, The Armour Laboratories 

Lawrence Rosner and Gerda L. Siegel, Laboratory of Vitamin Technology 
Arthur H. Seibert, Shilstone Testing Laboratory 
Harold K. Steele, The Floischmann Laboratories 
Fred W. Wharton, Mrs. Tucker's Foods, Inc. 

(The above alphabetical arrangement does not correspond with the nu¬ 
merical order in the tables; these numbers have been assigned in the 
order in which the reports were received in the third collaboration). 

(2) Analytical Procedures, —Each collaborator was requested to assay 
the margarine in duplicate by one or more of the follo^ring methods. 

A, Blue Color Method* 

(1) Quarter a print, mix thoroly, and weigh a 10.0-g portion into a 250-350 ml 
flask. 

(2) Add 50 ml of alcoholic alkali (10 g of KOH per 100 ml of soln; specially de¬ 
natured No. 30 alcohol is satisfactory) and reflux for 15 mins. 

(3) Cool, add 100-150 ml of water, and extract successively with 125-, 100-, and 
75-ml portions of peroxide-free diethyl ether. 

(4) Pool the extracts and wash once with 100 ml of water, once with 50 ml of 
0.5 N KOII or NaOII, and then with successive 75- to 100-ml portions of w'ater 
until free from alkali (wash soln colorless to phenolphthalein). 

(5) Allow to stand 15 min., drain out the last droplets of water, and shake the 
ether extract with 3-5 g anhydrous sodium sulfate. Filter and wash the extraction 
vessel and sodium sulfate twice with 25-ml portions of ether. 

(6) Remove the ether by evaporation in vacuo or in an atmosphere of nitrogen. 

(7) Immediately, dissolve the unsaponifiable material in chloroform and dilute 
to a volume such that the expected vitamin concentration is in the proper range for 
the instrument to be used in measuring the intensity of the blue color. This concen¬ 
tration is usually 5-15 units per ml. 

(8) Place 1 ml of this solution in a cuvette, add 1 ml of chloroform, then add 
rapidly 10 ml of antimony trichloride reagent (25 g reagent grade SbCl* dissolved 
in 100 ml CHCU) and immediately determine the per cent transmission at 620 my. 

Determine M, the U.S.P. units of vitamin A represented by this transmission 

* Obtained from Distillation Produote, Ino. . 

* This method is essentially that published by the Association of Vitamin Chemists. Ino. (5), which 
includes more detail regarding preparation of reagents and suggestions for avoiding or correcting diffi¬ 
culties. 
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reading, from a reference curve correlating per cent transmission with various known 
quantities of the vitamin prepared by direct dilution with chloroform of a weighed 
quantity of U.S.P. Vitamin A Reference Standard.* M, multiplied by the dilution 
factor (total volume of chloroform solution of margarine unsaponifiables divided by 
the weight of margarine), gives the potency of the margarine in terms of units per 
gram. 

As a check upon the accuracy of this value it is desirable to make an additional 
reading and an increment calculation. 

(9) To another 1-ml portion of the soln of unsaponihables add 1 ml of a chloro¬ 
form soln containing S, a known number of units of vitamin A. (Prepared by dilu¬ 
tion of the U.S.P. Reference Standard.) For greatest precision, S should be approxi¬ 
mately equal to M. Add rapidly 10 ml of reagent and immediately determine the 
per cent transmission at 620 m/x. Determine I, the units of vitamin A represented by 
this transmission reading, from the reference curve. 

It is now possible to use an increment technique for determining the 
vitamin A potency of the margarine by relating M and I to the known 
value of S. This relation may be stated: 

Units per ml of dilution = 

b 

This equation introduces [(I-~M)/S] as a correction factor to compen¬ 
sate for any inhibition of blue color formation by impurities in the sample 
under test. In effect, [(I-~M)/S] is the ratio between the recovery of a 
known quantity of vitamin A in the presence of possible interferences and 
the known value, S. 

In place of M and I, their corresponding per cents transmission may be 
converted to optical densities (optical density = 2—log per cent trans¬ 
mission) and substituted in the above equation. S, in this case, is still ex¬ 
pressed in units of vitamin A per ml. 

Such calculations do not take into account the color of the test solution 
or of colors formed from non-vitamin A materials upon treatment with the 
reagent. Ordinarily, corrections for these extraneous colors are unneces¬ 
sary. However, in order to make certain that such colors would not affect 
precision in the third collaboration, each collaborator was requested to 
prepare a blank by saponifying 8.1 g® of the unfortified oil and to deter¬ 
mine the blank B. (B is again expressed as units of vitamin A per ml from 
the standard curve, or as optical density calculated from the observed 
per cent transmission.) Determination of the concentration of vitamin A 
in the solution of the unsaponifiable fraction of the margarine was than 
made from the formula: 

Units per ml of dilution = (M — B) -f- — 

b 

B, Blue Color Method on Whole Margarine OiU {no saponification). 

Melt slowly a portion of the margarine and allow the oil to separate. Filter through 

* This reference curve should be checked at freouent intervals to minimise variations due to ohanoes in 
reagents end manipulation. At the time of the collaboration this standard was not available and oil of high 
poten^ supplied by Distillation Products, Ino., was used as a reference. 

* Margarines contain approximately 81 per cent of oil mixtures. 
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rapid paper. Using this clear oil and the untreated unfortified oil (or CHClt dilutions 
of them), determine values corresponding to M, B, S, and 1, and calculate the po¬ 
tency as indicated in A. 

C, Spectrophoiometric Method on Whole Margarine Oils, 

Prepare oil from the margarine as in Section B. Dilute with cyclohexane as re¬ 
quired and determine the optical density at 325-8 mu, using a similar concentration 
of the unfortified oil as a blank. Calculate potency from the formula (O.D./C X2000 
X454 X0.81 —units per pound of margarine, where O.D. —observed optical density, 
C — concentration of oil in grams per 100 ml of soln, and 2000 is the factor for con¬ 
verting O.D./C into units of vitamin A. (Using the new U.8.P. Vitamin A Reference 
Standard, the conversion factor is 1894). 

D, The Method of Wilkie and DeWitt (i2, 8), 

E, The Method of Awapara^ Mattson^ Mehl^ and Deuel (5). 

In the third collaborative study of vitamin A methods, each member of 
the committee was supplied wth two pounds of product from a single 
manufacturer, and with a sample of the unfortified oils from which the 
margarine had been made. Each analyst was requested to assay the 
samples by as many of the methods as possible. The values obtained are 
summarized in Table 1. 

Table 1. —Vitamin A analyses reported for a margarine 
sample—third collaboration 


(Thousands of units per pound) 


LAB. 

NO. 

DAT! or 

A88AT 

me 

SraCTBOPHOTO- 

UXTBIO 

TBCHKIQITK* 

UNPOKTirXKD 

OIL VS. OIL 

SBPARATBD PROU 

UAROARINB 

BLUB COLOR TBCHNIQUBB*! 

VALCBB OBTAINBD 

DIRBCTLT FROM 

CALIBRATION 

CURVB 

VALUIB OB¬ 
TAINBD BT 

INCREMENT 

TBCHKIQUB 

TALCTEB FOB 

DN8APONIFIBD 

OIL, BT 

INCREMENT 
TECHNIQUE | 

BLANK 

VALUE8, FROM 

CALIBRATION 

CURVE 

1 

2-5 


14.3 E 

16.1 




2.7 


17.2 E 

19.7 




Avg. 

17.8B 

15.7 

17.9 


0.5 

2 

2-6 


17.3 E 

18.1 




2.6 


16.5 E 

17.5 




Avg. 

17.4 B 

16.9 

17.7 

18.6 

.5 

3 

2-6 


15.6E 

15.3 

Impossible 

.0 






(values?) 


4 

2-8 


14.5E 

15.4 




3-27 


15.5E 

16.5 




Avg. 


15.0 

15.9 


.5 
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Tablx 1.— (eotUinued) 


LAB. 

NO. 

DATl Of 

ASSAT 

1940 

BPBCTBOPBOTO- 

MBTBIO 

TBOBNIQUI* 

BLUI OOLOB TBOHNIQUBB*t 




BLANK 

VALUBS, FROIC 

CALIBBATION 

CUBTB 

UNPQBTnPIBD 

OIL M. OIL 

BBPABATBD PBOIf 

MABOABINl 

VALUBS OBTAimSD 

DIRICTLT fBOM 

CALIBBATION 

CUBTB 

VALUBS OB> 

TAINBD BT 

INCBBUBNT 

TBCHNIQUB 

VALUBS POB 

UNBAPONiriBO 

OIL, BT 

INOBBMBNT 

TBCHNIQUB 

6 

2-8 


16.4 C 

■n 




2-8 


17.4 C 

■a 




Avg. 

17.4B 

16.9 

16.0 

16.2 

.6 

6 

2-16 

16.3G 

16.3 E 

17.4 

17.8 

.3 

7 

2-26 


15.1 E 

16.6 




2-26 


15.OE 

16.2 




Avg. 


15.0 

16.4 


.8 

8 

2-27 


16.7E 

16.4 


.3 

9 

3-4 

15.6C 

19.0 C 

18.2 


1.6 

10 

2-20 


16.6 E 

17.8 




3-4 


14.8E 

15.4 




3-6 


15.4 E 

15.7 




Avg. 

16.8B 

15.6 

16.3 

15.4 

— 

11 

3-8 


17.5 C 





3-8 


17.6 C 





Avg. 


17.5 




12 

3—10 

20.3 B 

17.7 E 

18.1 


.5 

13 

2-18 

16.4 B 





14 

2-13 


15.4E 

15.0 




Avg. 

17.2(16.8) 

16.4 

16.7 

17.0 

.5 

Standard 






Deviation 

1.4 .78 

1.2 

1.1 



Coefficient of 






Variation 

S% 5% 

7% 

7% 




* The types of instruments used in determining the vitamin content of the various solutions are indi¬ 
cated by the letters B, C, E, and G, these referring to the Beckman spectrophotometer, the Coleman 
spectrc^hotometer, the Evelyn photoelectric colorimeter, and the Gaertner ^otrograph, respectively. 

t Each value recorded in the table is the average of duplicate analsrses. In no case did these duphcates 
differ by more than 6% of their mean, and in most cases tne differences were less than 4%. 
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After meeting and discussing these data, the Committee arranged for a 
fourth collaboration. Six different manufacturers sent samples to the com¬ 
mittee members, who were asked to assay each sample by the blue color 
method and to report values representing direct readings from a standard 
curve, and also values representing the calculation —M)/S. The 

Floridin technique (3) and modification of the glycerol dichlorhydrin 
method (6) were also to be used where possible. The manufacturers were 
requested to supply products with a vitamin A content either slightly 
higher or slightly lower than their normal production to provide a range 
of expected potencies. Several types of oils and \dtamin concentrates were 
used in preparing the margarines, the combinations being: 

Manufacturer I, soybean oil plus vitamin A esters 

Manufacturer II, mixed vegetable oils, plus vitamin A esters 

Manufacturer III, mixed vegetable oils plus vitamin A alcohol 

Manufacturer IV, 75 per cent oleo oil and 25 per cent vegetable oils plus vitamin 
A esters 

Manufacturer V, mixed vegetable oils, rich in cottonseed oil, plus vitamin A 
esters 

Manufacturer VI, mixed vegetable oils, plus vitamin A esters. 

Data obtained in this fourth collaboration appear in Tables 2 and 3. 

DISCUSSION 

The transient nature of the blue color and the unequal rates of fading of 
the color in standard and test solutions, coupled with differences in tech¬ 
niques for making the galvanometer readings, preclude expectation of 
perfect checks between laboratories or even within a single laboratory. 
In view of these diflSculties, the variations in values reported by blue- 
color methods (Tables 1 and 2) are not surprising, even though they do 
leave much to be desired insofar as precision is concerned. 

Because the analytical manipulations are few and simple, greater pre¬ 
cision might be expected when values are obtained by the spectrophoto- 
metric technique in which oil from fortified margarine is compared with 
the unfortified oil blend from which the margarine was made. Actually, 
the values found by this technique were disappointing, their range being 
even greater than that for the blue-color assays (column 3, Table 1). It 
is of interest, however, that the low value obtained by this method (15.5 
by Laboratory 9) was obtained with a Coleman spectrophotometer with 
readings from a standard curve; and the high value (20.3 by Laboratory 
12) was obtained with a Beckman spectrophotometer by separate readings 
of E 1%/1 cm for blank oil and fortified oil. In the other laboratories, where 
Beckman or Gaertner instruments were used and in which method C was 
followed, the agreement was much better, the values ranging from 16.3 
to 17.8. 

Blue-color values found by interpolating galvanometer readings upon 
recently checked calibration curves usually agreed reasonably well with 



Table 2. Blue color analyses reported for various margarines—fourth collaboration 
(Thousands of units j>er pound) 
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those found by an increment technique (Table 1, columns 4 and 5; and 
Table 2 columns A and B). However, in general, the increment calcula¬ 
tions indicate a vitamin A content 4 to 8 per cent greater than do calcula¬ 
tions based on readings from a calibration curve; this despite the fact 
that the former entails a correction for the blank while the latter does not. 
Occasional assays have been reported in which the increment technique 
results in values as much as 20 per cent greater than those read from 
reference curves. This trend has been observed previously for a number 


Table 3. —Per cent recovery of vitamin A added to unsaponifiahle material 
of margarines as determined by blue color analyses* 


LAB. 

NO. 

fOURTH COLLABORATION 

LABORATORT 

ICBAN 

STANDARD 

DEVIATION 



UANTTrACTUMR NO.— 



1 

2 

3 

4 


6 


per cent 

per cent 

per cent 

percent 

percenf 

per cent 



1 

88 

88 

90 

90 

92 

90 

89.7 

1.5 

3 

88 

89 

91 

89 

92 

87 

89.3 

1.9 

4 

Q8 

92 

94 

99 

98 

100 

96.8 

3.1 

6 

104 

99 

98 

100 

94 

100 

99.2 

3.3 

6 

97 

97 

97 

98 

98 

97 

97.3 

.2 

7 

92 

93 

91 

92 

92 

93 

92.2 

.2 

10 

88 

89 

91 

95 

97 

93 

93.2 

3.5 

11 

105 

99 

97 

105 

1 99 

98 

j 100.5 

3.6 

14 

94 

93 

90 

94 

91 

94 

92.7 

1.7 

15 

96 

101 

98 

98 

94 

89 

96.0 

4.2 

16 

102 

102 

no 

87 

93 

97 

98.5 

8.0 

Mean 

95.6 

94.7 

95.1 

95.1 

94.6 

94.4 



Standard 









Deviation 

6.3 

5.0 

5.9 

5.3 

2.9 

4.3 




* These figures r^resent the per cent recovery of a known amount of vitamin A added to CHCli solu¬ 
tions of the unsaponinable of the various margarines. Each figure is the average of two values 


of types of margarine, and brings into question the use of a blank value 
in calculations. 

The blanks used in obtaining the data shown in Table 1 were measured 
by assaying the unfortified oil blend from which the margarine was made. 
Theoretically, the use of such a blank is the most valid procedure. Prac¬ 
tically, however, the unfortified oils are seldom available and blanks of 
this nature cannot be obtained. When the unfortified oils are available, 
calculations should be made by an increment technique to compensate 
for inhibitions of color development by materials present in the un- 
saponifiable fraction. 

Another type of blank has been reported (7), this being a color-blank 
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which is estimated by diluting the test solution with chloroform instead 
of with reagent, and reading the per cent light transmission the same as 
for the sample. In either case the readings for the blank are small, and 
relatively small instrument errors cause large errors in the blank. Also the 
color-blank does not compensate for decreases or increases in color which 
may occur when reagent is used, but which do not occur in chloroform. 
The increment values shown in Table 1 were calculated from the formula 
(M—B)4-[(I—M)/S]=units per ml of dilution; those in Table 2 were 
calculated from the formula M)/S] units per ml of dilution. 

The existence of an inhibitory effect is amply demonstrated by the data 
in Table 3, which show recoveries averaging 94 to 96 per cent of vitamin A 
added to the unsaponifiable materials of the fortified margarines of both 
collaborations. In many cases the decrease in vitamin A potency caused 
by this inhibition is almost the same as the value for the unfortified oils; 
thus, direct readings from a calibration curve check closely with calcula¬ 
tions by the more complicated increment technique. This observation has 
led many analysts to question the validity of a blank correction. In the 
case of the sample used in collaboration No. 3 it is rather apparent that 
subtraction of blanks from the values reported by calculations from a 
calibration curve (Table 1, Column 4) would result in values in poorer 
agreement with those obtained by the several other methods. This has 
been observed in previous collaborations and in many observations re¬ 
ported in committee meetings. In fact, it has been so general as to lead 
to the tacit assumption by some analysts that the blank compensates for 
inhibition of color formation, and that values may be calculated directly 
from a calibration curve without consideration of the blank. For routine 
work with margarine or oils of known composition, this technique reduces 
manipulative error and greatly simplifies calculations. With unknown 
materials the assays should always be checked by recovery experiments, 
and increment calculations must be made if the recoveries are lower than 
95 per cent. It should be realized that the use of readings from a curve 
without the use of a proper blank is not a scientifically sound method, 
since it involves compensating errors. 

While the increment technique is theoretically the most sound, it ex¬ 
aggerates deviations in blue-color readings, since an error made in M also 
results in an erroneous value for I—M. Thus, if the value for M is 1 per 
cent low, I — M will be about 1 per cent high; and since M is divided by 
I —M, the answer will be approximately 2 per cent low instead of the 1 
per cent of the initial value. Likewise, each increment calculation involves 
two values, M and I, and hence doubles the chance for error. Nevertheless 
the presence of inhibitory substances in many margarine extracts is 
sufficient to warrant the use of increment calculations. It should be noted 
that ^fincrement results’^ in Table 1 are rather uniformly higher than those 
read from a curve. Random error would of course produce an equal num¬ 
ber of high and low values. 
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The data presented in Table 2 give an erroneous impression of the 
precision of the methods so far as individual laboratories are concerned. 
By careful inspection of the data it may be seen that certain laboratories 
reported values which are consistently higher (or lower) than the mean. 
Thus, the values of Laboratories 2 and 15 are 5 to 15 per cent higher than 
the means for the various samples, while those for Laboratories 16 and 17 
are low by similar amounts. Other laboratories (notably Nos. 6, 7, and 14) 
report values consistently near the means. This indicates good precision 
within the individual laboratories, but failure of all laboratories to ob¬ 
tain the same level of values. The experiences of several laboratories in¬ 
dicated the quality of the antimony trichloride used in preparing the 
reagent to be a factor influencing these interlaboratory variations. 

The extension of blue-color assays by increment technique to include 
unsaponified oils (Method B) seems an interesting possibility. In the 
third collaboration, four laboratories were able to get reasonable values 
(Column 6, Table 1). Only one reported failure of this method. In the 
fourth collaboration, five laboratories reported values by this technique 
in agreement mth the regular blue-color assays. 

Considerable difficulty was reported in conducting assays according to 
the procedure of Wilkie and DeWitt. In the third collaboration, eight 
laboratories attempted the procedure. Three failed completely and the 
other five reported erratic values. Data for four (Nos. 1, 2, 10, 13) have 
been reported in detail by Wilkie (8) as Nos. 2, 7, 19, and 4, respectively. 
Laboratory 5, in a number of attempts, obtained but one value of 18,000 
units per pound. Even those laboratories reporting values have had 
difficulties in obtaining consistent adsorption on the chromatographic 
columns as discussed by Wilkie (8). In general, the opinion of many 
analysts working with this latter method has been that it is too long and 
the technique is too involved for satisfactory analyses. Two types of cor¬ 
rection factors are involved: (1) the use of a factor to correct for incom¬ 
plete recoveries, and (2) the use of optical densities determined at 340 
m^i rather than at 325-30 m/*. Failure of the method when optical densities 
are measured at the point of maximum absorption for vitamin A con¬ 
stitutes a serious fundamental drawback. This becomes of special signifi¬ 
cance when attempts to recover vitamin A by recognized procedures fail. 
Three laboratories conducting analyses by the chromatographic adsorp¬ 
tion technique also conducted blue-color assays of solutions which had 
been chromatographed. The blue-color values were only 10,000-12,000 
units per pound (60-75 per cent of the amounts found by the regular blue- 
color procedure). In fact, in repeated attempts, one laboratory was unable 
to get blue-color assays of more than 10,000-12,000 units per pound when 
solutions of unsaponifiables were prepared according to the saponification 
and extraction technique recommended for the chromatographic proce¬ 
dure. Despite this, following adsorption and elution, values of 15,000- 
17,000 units were indicated by measurements at 340 m/x and calculations 



632 ASSOCIATION OF OFFIOIAIi AOSICDirtTItAIi OBIIIIISTB [Vol SI, Nv. S 

according to directions for the chromatographic method. This seems to 
indicate measurement of a modified form of vitamin A by the latter tech* 
nique, and raises the question as to whether the method might measure 
this form of the vitamin if it occurred naturally. More data of this type 
are needed before the merits of chromatography can be evaluated fully. 

In the fourth collaboration several laboratories attempted to apply 
the method of Awapara, Mattson, Mehl, and Deuel (3). This method 
recommends saponification of the sample, extraction of the vitamin A 
and part of the other unsaponifiables with Skellysolve A, washing of the 
extract with water, evaporation of the solvent follow'ed by solution of the 
residue in benzene, and determination of the vitamin content from the 
optical density of the benzene solution before and after treatment with 
specially-prepared Floridin. The Floridin quantitatively adsorbs vitamin 
A and the difference in the optical density at 328 m/x between untreated 
and Floridin-treated extracts should be a measure of the vitamin content 
of the solution. Success of the method depends upon adjustment of ex¬ 
traction and adsorption techniques so that all of the vitamin is extracted 
from the saponification mixture and so that vitamin A is the only material 
absorbing light at 328 m/t which is retained by the Floridin column. In 
general, those laboratories using this technique have obtained high values 
for vitamin A, presumably because of the removal of materials other than 
vitamin A from the benzene extract by the Floridin. Refinements of the 
technique which are being developed by its proponents may eliminate 
this fault. 

Modifications of the technique of Sobel and Werbin (6) have also failed 
for the several laboratories attempting to devise techniques for the 
adaptation of glycerol dichlorohydrin to margarine assays. The most 
common criticisms have been that the rate of color formation is different 
in margarine extracts than in standard solutions, and that the rate of 
fading is much more rapid for extracts than for standards. 

SUMMARY AND CONCLUSIONS 

Results have been presented of two collaborative studies in which 
replicate samples of margarine have been assayed by seventeen labora¬ 
tories. In general, there has been better agreement among the values re¬ 
ported by blue-color analyses than among those obtained by the spectro- 
photometric methods now available. Direct calculation of the potency of 
the sample from values found by interpolation of the observed transmis¬ 
sion upon a calibration curve agreed well with those obtained by a 
calculation involving a correction for observed recoveries of vitamin A, 
i.e., by an increment type calculation. The coeflBcient of variation for 
blue-color values reported from thirteen laboratories is 7 per cent, with 
mean values of 16,425 units per poimd (readings from a calibration curve) 
and 16,724 units per pound (increment calculations). 
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At present, most of the analysts who participated in this collaborative 
work believe the blue-color technique as outlined for increment calculation 
to be the most reliable general method available for margarine, but that, 
in most cases, readings may be made directly from a calibration curve. 
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ISOLATION AND SPECTROPHOTOMETRIC 
CHARACTERIZATION OF FOUR 
CAROTENE ISOMERS 

By E. M. Bickoff, L. M. White, A. Bevenue, and K. T. Williams 
(Western Regional Research Laboratory, U. S. Department of 
Agriculture, Albany, Calif.) 

The presence of neo-beta-carotene U and neo-beta-carotene B has been 
demonstrated in ‘‘pure^^ carotene extracts from plant sources (1, 10). 
Since these isomeric pigments have reduced nutritional value (3, 4), it is 
evident that physiological acti\ity as determined by beta-carotene anal¬ 
ysis may be in considerable error if the relative amounts of the stereo¬ 
isomers present are not taken into account. Quantitative spectral data for 
these isomers are meager. The scarcity of such information on neo-beta- 
carotenes U and B made it desirable to prepare these materials in pure 
crystalline form for use as standards in the determination of the individual 
stereoisomers after separating them from one another by the flowing 
chromatographic technique (2). 

In a recent A.O.A.C. report on carotene (11), the Associate Referee 
recommended that the spectrophotometric method for carotene be 
tentatively discontinued and that further work be done on the absorption 
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Tabus 1 . —Specific absorption coefficients at highest maximum for aU-trans- 
alpha- and aU-trans-beta-carotene (taken from literature) 


SOLTINT 

ALL-nUNS- 

ALPHA CABOTiro 

AXOi^rBAlfS- 

BITA OABOTINI 

RBf. 

WAVS 

UCROTB 

tStfA 

sraoino 

ABSOBPTION 

oonmciiNT 

WAT! 

LBNOTH 

m/h 

sraoino 

ABSORPTION 

OOBfnCXBNT 

Petroleum ether, b.p. 63-70®C 

— 

— 

450 

238 

(16) 

(Skelly Oil Co.) 






Heptane 

448 

— 

455 

240 

(18) 

Petroleum ether (40-60®C.) 

— 

— 

450 

243 

(16) 

Petroleum ether (40-55°C.) 

— 

— 

447 

245 

(17) 

Iso-octane 

444 

252 

450 

245 

(14) 

Petroleum ether 

445 

255 

450 

249 

(13) 

Petroleum ether (60-80®C.) 

— 

— 

452 

250 

(8) 

Hexane 

— 

— 

453 

253 

(6) 

Petroleum ether, 63-70°C 

— 

— 

450 

253 

(19) 

(Skelly Oil Co.) 






Petroleum ether (55-65®C.) 

445 

279 

450 

254 

(21) 

Hexane (65-67^0.) 

446 

272 

450 

258 

(24) 

Hexane 

— 

— 

450 

259 

(19) 

Petroleum ether (62-65®C.) 

445-6 

272 

452 

259 

(23) 

Hexane 

— 

— 

453 

261 

(5) 

Hexane 

— 

270 

450 

276 

(20) 

Petroleum benzine 

— 

— 

450 

280 

(7) 

Hexane 

— 

273 

— 

302 

(12) 


coefficients, since carotene content of plant extracts did not agree at the 
three wave lengths prescribed by the method. A study of the literature 
revealed a wide variation in the specific absorption coefficients for all- 
trans-alpha and all-trans-beta-carotene (Table 1). In the present investi¬ 
gation these isomers were prepared in as pure a state as possible. The 
methods of isolation and purification and the specific absorption coeffi¬ 
cients of these four carotene isomers are given. The effects of several 
hydrocarbon solvents upon specific absorption coefficients have been 
evaluated. 

EXPERIMENTAL 

Materials: 

Adsorbent .—The adsorbent used to separate alpha- and beta-carotene 
from one another was a 1-to-l mixture of Micron brand* magnesia 
(Westvaco Chlorine Products Co. No. 2642) and Dicalite,* (Dicalite Co. 
No. 42(X)): a diatomaceous earth (22). This mixed adsorbent was also 
employed for concentrating dilute solutions in preference to evaporation 
procedures. 

* The mention of these products does not imply that they are endorsed or recommended by the De> 
partment of Agriculture over others of a similar nature not mentioned. 
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Ilie adsorbent used to separate the beta-carotene stereoisomers was 
Shell brand* lime, chemical hydrate, 325 mesh, as recommended by 
Polgar and Zechmeister (16) and used by us in previous work (2). 

Carotene .—A commercial crystalline carotene (90% beta, 10% alpha) 
was employed as the starting material for the preparation of purified 
isomers. Isomerized carotene solutions were prepared by adding iodine 
(equivalent to 2% of the weight of the dissolved carotene) to the solution of 
purified beta-carotene in hexane about one hour before the solution was 
added to the chromatographic column. 

Drying Agent .—Anhydrous crystalline sodium sulfate was used in all 
cases to dry the petroleum ether solutions prior to chromatographic 
adsorption. 

Solvents .—For the development of the chromatograms on raagnesia- 
Dicalite columns, 2% by volume of reagent-grade acetone in commercial 
hexane (Phillips Petroleum Co.)* was used. 

For the development of the isomerized beta-carotene chromatogram on 
hydrated lime columns, either a 2% solution (by volume) of acetone in 
hexane or a 1^% solution (by volmne) of para-cresyl methyl ether in 
hexane was used (2). 

Other solvents used in this work were; 

Methyl and ethyl alcohols, refluxed over magnesium and redistilled 
prior to use. 

Chloroform, shaken with concentrated sulfuric acid, washed, dried, 
and redistilled. 

Benzene, dried over sodium and redistilled. 

Reagent-grade acetone, used without redistillation. 

A low-boiling fraction of petroleum ether (37° to 43°C.), obtained by 
fractionation of a low-boiling commercial solvent. 

The following materials, without any pretreatment, were used as sol¬ 
vents for carotene in the determination of absorption coefficients: iso¬ 
octane (Rohm and Haas),* commercial hexane (Phillips Petroleum Co.), 
and three petroleum ethers having boiling point ranges as indicated in 
Table 3 (Skelly Oil Co.).* 

For comparison with Zscheile’s work, a special hexane fraction was 
prepared as described in his report (24) by treating the commercial hexane 
exhaustively with alkaline permanganate (about 3 weeks) and redistilling. 
Only the portion which distilled between 65° and 67°C. was used. 

Chromatographic Apparaius: 

The chromatographic tubes used were similar to those described by 
Zechmeister (22). No. VI tubes were used for the separation of isomers. 
No. II tubes for the concentration of solutions on magnesia-Dicalite, and 
No. I tubes for the analytical determination of the purity of the various 
preparations. 
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Specbrophotometric Measurements: 

A Beckman quartz spectrophotometer, Model DU,* was used for 
absorption spectra measurements. The band width over the region 400 
m/r-500 mu was substantially constant at 0.5 m/«. In the region 320 niM- 
400 m/i, the band width was less than 1.0 m^, being about 0.6 m/i at 340 



WAVE LENGTH IN MILLIMICRONS 

Fig. 1.—Absorption spectrum of ali-trans-beta-carotene in iso-octane. 

m/(. The absorption coefficients obtained with narrower spectral bands 
(0.3 m/u) in the region 400 m/x-500 mu were identical with those presented. 
The wave length scale, as calibrated against the mercury arc spectrum, is 
within 0.2 m/i in the re^on covered in this study. There were no ob¬ 
servable changes of the specific absorption coefficients for the carotene 
solutions during the interval required for obtaining the spectral values. 
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PwifiecMon of Pigments: 

AU-trane-beta-carotene. —900 ml of a hexane solution containing 0.5 g 
of commercial carotene (90% beta, 10% alpha) was added to a No. VI 
chromatographic column packed to a height of 28 cm with the magnesia- 
Dicalite mixture. The column was developed with a 2% solution of 
acetone in hexane. After the alpha- and beta-carotene bands had become 
sufficiently separated, the column was extruded, the alpha- and beta- 


Table 2. —Wave length poaiiiona of maximum and minimum abaorption^ and corre^ 
aponding apecific absorption coefficient^^ of carotene isomers in iso-octane 



ISOIUR 

ALL'TRANS- 

ALPRA<CAROTtNX 

ALL-TRAN8* 

BXTA-CAROTBNX 

NBO-BKTA- 

CABOTBNI U 

NIO>BVrA> 

CAROTBKK B 



Maximum 



Wave length, itifi 

446 

451 

447 

443 

a-Preparation V 

267-267 

252-251 

239-238 

192-194 

a-Preparation 2 

267-269 

252-251 

237-237 

187-189 

Average 

267 

251 

238 

191 


1 

Minimum 



Wave length, mu 

462 

468 

462 

462 

of-Preparation 1 

184-184 

203-203 

184-185 

149-151 

o-Preparation 2 

184-185 

204-202 

184-183 

147-149 

Average 

184 

203 

184 

149 



Maximum 



Wave length, him 

474 

479 

474 

470 

a-Preparation 1 

244-243 

220-221 

207-200 

154-156 

ot-Preparation 2 

245-245 

220-221 

205-206 

150-150 

Average 

244 

221 

206 

153 


* absorption coefficient: optical density referred to solution depth of I cm and concentration 

of 1 g/liter. 


carotene bands were individually car\’ed out, and the pigments eluted 
with a 10% solution of alcohol in hexane. The solution was filtered, the 
alcohol removed by a continuous washing device (G), and the solution 
dried with anhydrous sodium sulfate. The beta-carotene solution was 
subjected to two additional chromatographic separations on magnesia- 
Dicalite to remove the last traces of alpha-carotene. After elution of beta- 
carotene from the last column, alcohol equivalent to 5% by volume was 
added to the hexane solution of carotene (150 mg carotene in 300 ml) and 
the solution stored under nitrogen at — 30°F. After several hours, the 
crystals that had settled were filtered off, washed with methyl alcohol, 
and dried under vacuum at room tempeiature for 2 hours. Chromato¬ 
graphic adsorption analysis of a solution of these crystals on hydrated lime 
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showed only one homogeneous zone of the all-trans-beta form with no 
evidence of the presence jof 'alpha-carotene, oxidation products, or ds 
isomers of the beta-carotene. A portion of this material was used im¬ 
mediately for the determination of specific absorption coefficients, and the 
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Fig. 2.—Absorption spectrum of all-trans-alpha-carotene in iso-octane. 

remainder was dissolved in benzene and recrystallized with methyl 
alcohol. Specific absorption coefficients were again obtained after removal 
of the crystals by centrifugation, washing with methyl alcohol, and drying 
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as before. The material was subjected to two additional recrystallizations 
in the same manner, and specific absorption coefficients were obtained 
for each preparation. No increase in specific absorption coefficient was 
obtained after the first recrystallization (Figure 1 and Table 2). -- 

AJl-trana-alpha-carotene .—The alpha-carotene was purified from the 
same source and with the same technique as described above for beta 
carotene (Figure 2, Table 2). 

Neo-beta-caroiene U .—Polgar and Zechmeister have described the 
preparation of this stereoisomer (16). An iodine-isomerized beta-carotene 
solution is chromatographed on a hydrated lime column, and after de¬ 
velopment with 2% acetone in petroleum ether, the homogeneous neo¬ 
beta-carotene U zone appears above and separated from the all-trans 
zone. It is carved out, eluted \vith ether, and the ether solution (which 
now amounts to several hundred ml) is evaporated to dryness. The pig¬ 
ment is then taken up in a minimum of benzene and the isomer is pre¬ 
cipitated out upon addition of alcohol. When this procedure was followed 
in our laboratory, it was found that evaporation of the ether solution 
resulted in reisomerization of a portion of the neo-beta-carotene U 
isomer to the all-trans form even when precautions were taken to keep the 
solution cold and under an atmosphere of nitrogen at all times. 

The procedure was therefore modified so that only one or two ml of 
solvent was evaporated. The purified isomer was eluted from the hydrated 
lime column with 20% alcohol in hexane instead of with ether. After the 
alcohol was removed by the continuous washing technique and dried, the 
pigment was readsorbed on a No. II column packed with the magnesia- 
Dicalite mixture. The minimum amount of adsorbent (1 g per 2.5 mg 
carotene) was used to retain all the carotene. After all of the pigment had 
been absorbed, 50 ml of the low-boiling fraction of petroleum ether (37°- 
43°C.) was draw'n through the column. The pigment was then rapidly 
eluted with a solution containing equal volumes of acetone and ethji 
alcohol. The eluate was w'ashed free of acetone and alcohol and about 2 
ml of the low-boiling petroleum ether (37°-43° C) remained, in which the 
carotene was now concentrated. This solution was filtered through an 
asbestos pad on a micro filter funnel into a 12-ml conical-type centrifuge 
tube and the solution was rapidly evaporated to drjmess by bubbling a 
stream of nitrogen through it for 1 to 2 minutes. The pigment was taken 
up in a minimum of benzene and 3 to 4 volumes of methyl alcohol were 
added. When the solution was cooled in an ice-water bath, small needle¬ 
like crystals of neo-beta-carotene U precipitated out. The cr 3 rstal 8 were 
removed by centrifugation, washed several times with a minimum 
amount of methyl alcohol, and dried under vacuum at room temperature 
for one hour. A portion of this preparation was taken for absorption 
spectra determinations, and the remainder was recrystallized twice more. 
The absorption coefficients obtained from the three crystalline prepara- 
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WAVE LENGTH IN MILLIMICRONS 

Fia. 3.—Absorption spectrum of neo-beta-carotene U in iso-octane. 

tions agreed with each other within 2%. A second preparation prepared in 
the same way checked these values. Figttre 3 presents the absorption 
spectra obtained for neo-beta-carotene U dissolved in iso-octane. Table 2 
contains the specific absorption coefficients at the two maxima for this 
isomer. 

Neo-beta-carotene B .—This isomer is much more unstable than is the 
neo-beta-carotene U, and thus is more difficult to prepare in the pure 
state. It is also more difficult to separate from the all-trans-beta-carotene 
and neo-beta-carotene E, which, are, respectively, just above and below 
it on the chromatographic column (16). In order to improve the separation 
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of the zones diuing the development of the chromatogram, 1|% para- 
cresyl methyl ether was used as a developer instead of the 2% acetone. 
This material has been shown to increase the separation of the zones dur¬ 
ing the development of an isomerized beta-carotene solution on a hydrated 
lime column (2). 

When the procedure described above for the preparation of crystalline 
neo-beta-carotene U was employed for the preparation of the B isomer, it 
was unsuccessful. Instead of crystals, only a viscous dark liquid resulted. 

Since considerable difficulty was encountered in the preparation of neo¬ 
beta-carotene B, the procedure that was finally adopted is given in detail: v'" 
A solution of purified beta-carotene in hexane (0.5 mg per ml) was isomer¬ 
ized as described above (see under carotene). This isomerized carotene 
was then poured on a No. VI hydrated lime column packed to a height of 
28 cm. For best separation, not more than 40 mg total carotene could be 
added to each column. In tliis work, 4 columns were developed at the same 
time with 1^% para-cresyl methyl ether in hexane until the lower edge of 
the neo-beta-carotene E zone reached the bottom of the column. The de¬ 
velopment was then discontinued, the columns extruded, and the portions 
of the lime containing the neo-beta-carotene B zone were rapidly carv^ed 
out and placed together on an 8-inch-diameter Buchner funnel. The 
carotene was eluted from the lime with the following eluents, respectively: 
20% ethyl alcohol in hexane, 80% ethyl alcohol in hexane, and finally 
100% ethyl alcohol. The reason for the succession of solvents was to 
elute the pigment with a minimum of hexane and not precipitate the 
carotene on the lime. About 1J to 2 liters of eluent were required at this 
stage. 

The eluate w^as w^ashed in a continuous washing device to remove the 
alcohol, and dried. To concentrate the dilute carotene solution in a small 
volume for rechromatographing, the solution was adsorbed on magnesia- 
Dicalite (1 g adsorbent to 2.5 mg carotene) in a No. II column. The ad¬ 
sorbed carotene was eluted with 10% acetone in hexane, and the acetone 
removed by continuous washing. The use of a magnesia-Dicalite column 
permitted a liter of dilute carotene solution to be concentrated rapidly to 
50 to 76 ml with little or no reisomerization. The partially purified neo- 
beta-carotene B solution in hexane w^as rechromatographed on a No. VI 
lime column. After three such chromatographic adsorptions on lime, a 
homogeneous band of neo-beta-carotene B free of the all-trans isomer was 
obtained. The isomer thus obtained was adsorbed on magnesia-Dicalite as 
described above, and 50 ml of a low-boiling fraction of petroleum ether 
(37~43*^C.) was drawn through the column to remove the hexane and 
para-cresyl methyl ether wrhich might have interfered with crystallization. 
The neo-beta-carotene B was eluted with reagent acetone, the solution 
was transferred to a 125-ml separatory funnel, and the acetone removed 
by continuous washing. The resulting carotene solution, containing about 
20 to 30 mg of carotene in 2 ml of the low-boiling petroleum ether, was 
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carefully filtered through an asbestos filter pad on a micro filter funnel 
directly into a conical centrifuge tube, and 8 ml of methyl alcohol were 
added. Crystals did not form at once, even when the liquid was cooled. 



WAVE LENGTH IN MILLIMICRONS 

Fig. 4.—Absorption spectrum of neo-beta-carotcne B in iso-octane. 


However, after nitrogen (passed over hot, reduced copper to remove oxy¬ 
gen) had been bubbled through the liquid for several minutes, a crop of 
crystals in small spherulitic aggregates was formed. The crystals were 
removed by centrifugation, washed with redistilled methyl alcohol and 
dried under vacuum for one hour at room temperature. The mother liquor 
decanted from this first crop of crystals was stored for 2 hours at — 30“F. 
imder nitrogen, and a second crop of ciystals was obtained. Again, the 



BicKOET et al .: fottb cabotenb isouebs 643 

crystals were removed from the mother liquor by centrifu^g, and dried 
for one hour. A third crop of crystals was obtained by storing the mother 
liquor overnight at — 30°F. under CO*. Chromatographic analysis of these 
crystalline preparations on hydrated lime showed only a very slight trace 
of all-trans-bets-carotene. The specific absorption coefficients for the 
second and third crops of crystals were almost identical, and were higher 


Table 3 .—The wave length of maximum absorption, and the specific 
ahaorption coefficient at this maximuniy for all-trans-beta- 
carotene in various solvents 


■OLTINT 

WATl 

1 UBNOTB 

tnfi 

sracinc 

ABSORPTION 

ooBPricnirr 

iRo-octane 

451 

251 

Commercial hexane (66®~e9®)* 

451 

251 

Purified hexane B.P. 65®--67® 

451 

250 

Petroleum ether B.P. 

449 

253 

Petroleum ether B.P. 30®-60®‘» 

451 

249 

Petroleum ether B.P. 88®-99®^ 

453 

247 


• Phillips Petroleum Co. 
^ flkelly Oil Co. 


than that for the first crop. This entire preparative procedure was re¬ 
peated. The absorption spectra for both preparations are given in Figure 
4. Specific absorption coefiicients at the ^^^ve length of maximum absorp¬ 
tion are given in Table 2. 


DISCUSSION 

Although all-trans-beta-carotene would seem to be readily purifiable 
by crystallization and chromatography, it has proved diflBcult for various 
investigators to obtain reproducible quantitative spectral absorption 
data even with related solvents (compare hexanes, Table 1). In order to 
evaluate the relative effect of solvent on the absorption coefficient, a 
single purified preparation of all-trans-beta-carotene was used. Portions 
of this material were dissolved in the various solvents, and data were 
obtained immediately with the same instrument. The data (Table 3) 
show that the different values reported in the literature may be at¬ 
tributed only partly to differences in solvent. However, since the specific 
solvent affects the absorption coefficient as well as the location of the 
absorption maxima, very consistent determinations by spectrophoto- 
metric measurements and published absorption coefficients can be ob¬ 
tained only if the same solvent is used in making the determination as was 
used for the constant. O’Connor and co-workers (14) discussed this prob¬ 
lem and suggested iso-octane as a standard solvent. Iso-octane can be 
obtained in a very pure state, is readily available, and its cost is not ex¬ 
cessive since it can be redistilled and reused without change in composi- 
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tion. Otix results indicate that the absorption spectra of the various 
carotenes are very similar in iso-octane and hexane. This conclusion was 
reached also by Zscheile and co-workeis for all-trans-alpha and all-trans- 
beta-carotene (24). 

Some of the differences in the literature may have resulted from use of 
different instruments in making the spectrophotometric measurements. 
Instrumental differences are known to exist. To check our instrument, 
absorption coeflBicients were determined on a purified all-trans-beta- 
carotene preparation with two other instruments of the same make. The 
data thus obtained all agreed within 0.2 per cent. This agreement does not 
of course preclude the possibility that other instruments of different 
resolving power might give significantly different results. 

Since no highly purified carotenes are commercially available, it is 
necessary for each laboratory to prepare its own carotene standards. 
Variations in spectral constants reported may be the result mainly of 
different methods of preparation, and it is here that improvements should 
be sought with the aim of developing uniform procedures. The values 
obtained in our laboratory for the specific absorption coefficients of all- 
trans-alpha- and all-trans-beta-carotene check closely with those reported 
by several other investigators (13, 19, 21). However, values several per 
cent higher have also been reported recently (5, 23, 24). It would seem 
reasonable to assume that the purer the preparation is, the higher the 
coefficient will be. It is difficult, however, to understand some of the ex¬ 
tremely high values (Table 1; ref. 7, 12, 20). 

Polgar and Zechmeister have described the preparation of crystalline 
neo-beta-carotene U (16), and have presented absorption constants for 
this isomer in hexane solution (23). No other quantitative data for this 
stereoisomer are available in the literature. In the present study the ab¬ 
sorption spectrum of this isomer has been obtained in purified hexane, in 
iso-octane, and in two petroleum ethers (b.p. 63°-70°; 88°-98°, Skelly 
Oil Co.). Almost identical values were obtained in these solvents. How¬ 
ever, our values are 5 to 6 per cent lower than those reported by Polgar 
and Zechmeister, and the value of the coefficient was not raised by re¬ 
peated recrystallization of the carotene (Table 2). 

Gillam and El Ridi (9) described the preparation of neo-beta-carotene 
B, which they termed pseudo-alpha-carotene. However, they did not ob¬ 
tain absorption coefficients for their preparation. Beadle and Zscheile 
(1) obtained quantitative absorption data for neo-beta-carotene B by an 
indirect method. They determined the absorption spectrum in hexane 
solution immediately after separating the isomer from the all-trans-beta- 
carotene by chromatography on an aliunina column. The quantity of neo¬ 
beta-carotene B present in the hexane solution was then determined by 
evaporation of aliquots of the hexane solution to diyness and weighing 
the residual carotene. They explain that this procedure was used because 
of the great tendency for the stereoisomer to reisomerize back to the all- 
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trans form during its isolation and crystallization. It is probable that any 
neo-beta-carotene E that might have been present in their original extract 
would have been included together with the neo-beta-carotene B, since it 
would appear as a zone immediately below the neo-beta-B on the de¬ 
veloping column (16). The average specific absorption coefficient for this 
isomer obtained in this laboratory with crystalline preparations was 
about 8 per cent lower than that reported by Beadle and Zscheile (1). The 
slight amount of reisomerization during the preparative procedure would 
tend to raise the value. Our lower value, therefore, can not be accounted 
for on this basis. 

The specific absorption coefficients of the various isomers reported here 
are in each case averages from at least two preparations, obtained im¬ 
mediately in most cases, and never more than 24 hours after preparation. 
All preparations except that of neo-beta-carotene B show^ed but a single 
homogeneous band when examined chromatographically on hydrated 
lime. The neo-beta-carotene B showed a second extremely faint band, 
which was attributed to all-trans-beta-carotene. The methods employed 
for the separation and crystallization of the neo-beta-carotenes B and U 
in the preparative procedure are laborious, but seem to be satisfactory 
from the standpoint of purity of the resulting material. 
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SUMMARY 

The following carotene isomers w’^ere isolated and purified by chromato¬ 
graphic and crystallization techniques: All-trans-alpha-carotene, all- 
trans-beta-carotene, neo-beta-carotene U, neo-beta-carotene B. The de¬ 
tails of isolation and purification are described. The absorption spectrum 
of each was determined in iso-octane and in commercial hexane from 320 
to 500 millimicrons by a photoelectric spectrophotometric method. The 
specific absorption values given are considered suitable as a basis of 
analysis for the individual isomers. The values thus obtained are com¬ 
pared with those obtained by other workers. Differences due to solvents 
are discussed. 
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COMBINATION OF CATALYSTS IN THE 
DETERMINATION OF NITROGEN 

III. MEAT PRODUCTS 

By Charles F. Poe and Frank A. Lane (Laboratory of the State 
Chemist and Department of Chemistry, University of Colorado, 

Boulder, Colo.) 

INTRODUCTION 

The time required for the determination of nitrogen has been materially 
reduced since Kjeldahl (1) first proposed his original method. This reduc¬ 
tion of time was first made possible by Wilfarth (2) with the iutroduction 
into the reaction mixture of a catalyst such as mercury or copper. Gunning 
(3) followed shortly with suggestions that potassium sulfate would in¬ 
crease the rate of digestion. Recently, the use of selenium has been ad¬ 
vocated as a catalyst. Although Lauro (4) was the first to investigate the 
use of selenium, this substance has been combined with other catalysts 
by several investigators (5 -14, incl.). Of these workers, several (9,11,12) 
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have found this element to reduce materially the amount of nitrogen ob¬ 
tained in the analysis. Sandstedt (14), also, has found with selenium some 
loss of nitrogen on long heating. 

Folin and Wright (15) suggested the use of a mixture of phosphoric and 
sulfuric acids with potassium sulfate, a ten per cent solution of ferric 
chloride being used as a catalyst. Several other catalysts have been used, 
including phosphorus pentoxide and potassium permanganate (16), 
vanadium pentoxide (17), and perchloric acid (18, 19). These substances 
do not seem, however, to possess any great advantage over copper, 
mercury, and selenium. 

Nearly all of the investigations in which selenium has been used for 
the determinations of nitrogen have been with cereal products. In this 
communication, there are reported the results obtained when selenium 
is used in combination with other catalysts in the determination of nitro¬ 
gen in meat products. No experimental data are available on the effi¬ 
ciency of selenium when combined with copper, mercury, and strong 
hydrogen peroxide, outside of investigations (20, 21) reported from this 
laboratory. 

METHODS AND PROCEDURE 

The Gunning method, which has been adopted by the Association of 
Official and Agricultural Chemists (22), as an official method, was em¬ 
ployed as the general basic procedure in the investigation. It is probable 
that none of the results reported in the tables represent the actual amount 
of nitrogen in the samples, since digestions were stopped immediately 
after the samples were clear. 

Canned meat products and fresh meat w’ere used. The canned meats 
were ground to a fine consistency, if not already in this condition. The 
samples were thoroughly mixed, and one-gram samples were weighed for 
analysis. The fresh meat samples were freed of all fat, ground, and dried 
for twelve to fifteen hours at 60°C. Each sample was then powdered in a 
mortar and dried for another twelve hours in a vacuum oven at 70®C. 
The percentages of nitrogen were calculated back to the original undried 
fresh meat after the amount of moisture present in each sample had been 
determined. 

Ten grams of potassium sulfate and 20 cc of concentrated sulfuric acid 
were then added to each of the eight digestion flasks containing 1 gram 
samples of a given meat product wth the following exceptions: 

(1) In number (6), 4 g of potassium sulfate, 6 g of di-potassium phosphate, and 
20 cc of sulfuric acid were added (23). 

(2) In number (7), 15 cc of sulfuric acid and 5 cc of glacial phosphoric acid were 
added, the potassium sulfate being omitted. 

The following catalysts then were added separately to one of the eight digestion 
flasks: 

(1) Five-tenths g of mercuric oxide, with one cubic centimeter of 30 per cent hy- 
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drogen peroxide added at the beginning of the digestion, and one cubic centimeter 
every five minutes thereafter, until the digestion mixture cleared as recommended 
by Poe and Dewey (24). 

(2) Two-tenths g of selenium, with one cubic centimeter of hydrogen peroxide 
added every five minutes as in (1). 

(3) One gram copper sulfate with one cubic centimeter of hydrogen peroxide 
added as in (1). 

(4) Three-tenths g mercuric oxide, one-tenth g selenium, and five-tenths g cop¬ 
per sulfate. 

(5) Three-tenths g mercuric oxide, one-tenth g selenium, five-tenths g copper 
sulfate and hydrogen peroxide added as in (1). 

(6) The same catalysts as in (5) plus di-potassium hydrogen phosphate. 

(7) One-tenth g selenium, and five-tenths g copper sulfate, plus phosphoric acid. 

(8) A control with no catalysts added. 


Table 3. —Average results for clearing time and percentage 
of nitrogen of meat products 



CLIABINO TUIB—HIN17T1B 

Pia CBNT NITROOXN 

CATALYST 

CANNIO 

IISAT 

ntSBH 

IfXAT 

AYIRAOX 

cAmriD , 

MB AT 

rRBSH 

MEAT 

(1) HgO-f-H,0, 

22.6 

23.7 

23.2 

2.74 

3.47 

(2) Se-|-H,0, 

19.8 

23.5 

21.7 

2.73 

3.44 

(3) CuSO.-f-HjO, 

28.8 

26.7 

27.8 

2.68 

3.41 

(4) HgO+Se+CuSO. 

16.2 

14.5 

15.4 

2.72 

3.45 

(6) Hg 0 +Se+CuS 04 +H, 0 , 

15.2 

13.5 

14.4 

2.71 

3.45 

(6) Hg 0 +Se+CuS 04 

-|-H,0,+K,HP04 

12.4 

12.5 

12.5 

2.77 

3.44 

(7) Se+CuS 04 -|-H,P 04 

19.4 

17.5 

18.5 

2.70 

3.42 

(8) Control 

98.0 

113.3 

105.7 

2.72 

3.44 


The amounts of nitrogen in different meat samples were determined 
under each of the eight conditions listed above. A blank determination 
was run on all reagents (1) to (8) inclusive. The percentages of nitrogen 
obtained and the time of clearing for the canned and fresh meats are listed 
in Tables 1 and 2. The average clearing times and percentages of nitrogen 
for all samples by each modification are given in Table 3. 

The addition of potassium hydrogen phosphate in combination number 
6 seemed to reduce the clearing time to a marked degree. An attempt was 
made to find the combination of potassium sulfate and di-potassium phos¬ 
phate which would give the most rapid clearing of the digestion mixture. 
The catalysts used were three-tenths gram mercuric oxide, one-tenth 
gram selenium, five-tenths gram copper sulfate, with one cubic centi¬ 
meter of 30 per cent hydrogen peroxide being added every five minutes. 
The amounts of potassium sulfate and di-potassium phosphate used and 
the corresponding times required for clearing are given in Table 4. 
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Table 4. —Results obtained with varying amounts of potassium sulfate 
and di^potassium hydrogen phosphate* 


DBTEBMINATION Of NITBOOBN IN DRIED BEEF 


OBAH0 

KiSO« 

QRAMB 

KtHPO. 

MINUTES FOR 

CLEARINO 

PER CENT 

NITROGEN 

10 

0 

16 

3.19 

8 

2 

17 

3.26 

6 

4 

16 

3.22 

5 

5 

14 

3.15 

4 

6 

13 

3.21 

4 

10 

14 

3.20 

2 

8 

13 

3.25 

10 

6 

18 

3.18 

Average 



3.21 


♦ CatalystR u«c*d wore HgO, Se, CuSOi, and H/)» 


DISCUSSION 

A study of the tables shows a sharp decrease in clearing time when the 
three catalysts—mercuric oxide, selenium, and copper sulfate—are com¬ 
bined, as compared ^^^th the times when these catalysts were used inde¬ 
pendently. The addition of hj^drogen peroxide to the preceding combina¬ 
tion reduced the time still further, but probably not enough to justify the 
additional trouble and expense. 

When, however, part of tlie potassium sulfate is replaced by di-potas- 
sium phosphate, ^^^th a retention of the same combination of catalysts— 
mercuric oxide, selenium, copper sulfate, and hydrogen peroxide—the 
clearing time is reduced consideral)ly. In spite of the more rapid clearing 
time, the accuracy of the nitrogen determination does not seem to be seri¬ 
ously impaired. 

The combination of copper sulfate and hydrogen peroxide, as sho\\Ti by 
the tables, shows the greatest time for clearing and consistently gives low 
results for nitrogen content when the determination of nitrogen was made 
after the first clearing. This condition is covered by instruction in theoflS- 
cial A.O.A.C. procedures (22) that mere clearing time is insufficient for 
complete digestion. 

The combination of selenium and copper sulfate with phosphoric and 
sulfuric acids did not produce so satisfactory results as did the combina¬ 
tion of selenium, copper sulfate, and mercuric oxide with potassium hydro¬ 
gen phosphate and sulfuric acid. 

CONCLUSIONS 

1. Mercuric oxide, selenium, and copper sulfate, when used separately 
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with hydrogen peroxide, act about equally effectively in reducing the time 
necessary for clearing. 

2. Copper sulfate used in combination with hydrogen peroxide gave 
slightly lower yields of nitrogen when determined at the time of clearing 
than were obtained with other catalysts. 

3. A combination of mercuric oxide, selenium, and copper sulfate re¬ 
duces the clearing time to approximately 60 per cent of the time required 
when either of these catalysts is used alone with hydrogen peroxide. 
Hydrogen peroxide added to the above mentioned combination has little 
effect in hastening the reaction further. 

4. The addition of di-potassium hydrogen phosphate to the combina¬ 
tion of mercuric oxide, selenium, copper sulfate, and hydrogen peroxide 
causes a reduction in clearing time of about 15 per cent over the combina¬ 
tion without the potassium hydrogen phosphate. 

REFERENCES 

(1) Kjeldahl, J., Zeit. Anal Chem,, 22, 366 (1883). 

(2) WiLFARTH H.. Chem. Zenir., (3), 16, 17, 113 (1885). 

(3) Gunning, J. W., Zeit. Anal. Chem., 28, 188 (1889). 

(4) Lauro, M. F., Ind. Eng. Chem., Anal. Ed., 3, 401 (1931). 

(6) Rich, C. E., J. Cereal Chem., 9, 118 (1932). 

(6) Mebsman, H. C., Ihid., 9, 357 (1932). 

(7) Hitchcock, D. I., and Belden, R. C., Ind. Eng. Chem., Anal. Ed., 5, 402 
(1933). 

(8) Osborn, R. A., and Krasnitz, A., This Journal, 16, 110 (1933). 

(9) Davis, C. F., and Wise, K., J. Cereal Chem., 10, 488 (1933). 

(10) Taylor, L, V., Jr., Ind. Eng. Chem., Anal. Ed., 5, 263 (1933). 

(11) Osborn, R. A., and Krasnitz, A., This Journal, 17, 339 (1934). 

(12) Snider, S. R., and Coleman, D. A., J. Cereal Chem., 11, 414 (1934). 

(13) Campbell, W. R., and Hanna, M. L, J. Biol. Chem., 119, 1 (1937). 

(14) Sandstedt, R. M., Cereal Chem., 9, 156 (1932). 

(15) Folin, O., and Wright, L. E., J. Bid. Chem., 38, 461 (1919). 

(16) Ford, J. S., Tait, A., Fletcher, L., Spiers, J., and Mitchell, W. J., J. Inst. 
Brewing, 39, 472 (1933); Analyst, 58, 618 (1933). 

(17) Parri, W., Giron. Farm. Chem., 71, 253 (1923). 

(18) Mears, B., and Hussey, R. E., Ind. Eng. Chem., 13, 1054 (1921). 

(19) Bimmerman, P. H., and Frank, W. L., J. Amer. Assoc. Cereal Chem., 8, 49 
(1923). See Chem. Abstracts, 17, 2156 (1923). 

(20) Poe, C. F., and Nalder, Margaret, Ind. Eng. Chem., Anal. Ed., 7, 189 
(1935). 

(21) Poe, C. F., and Schafer, R. R., J. Dairy Science, 18, 733 (1935). 

(22) Methods of Analysis, A.O.A.C., Sixth Ed., Washington (1945). 

(23) Gerritz, H. W., and St. John, J. L., Ind. Eng. Chem., Anal. Ed., 7, 380 
(1935). 

(24) Poe, C. F., and Dewey, B. T., J. Amer. Pharm. Assoc., 25, 419 (1936). 



BANBS: SULFADIAZINBHgULFATHUZOLE MIXTURES 


653 


1948\ 


ANALYSIS OF SULFADIAZINE- 
SULFATHIAZOLE MIXTURES 

A SPECTROPHOTOMETRIC METHOD 

By Daniel Banes (U. S. Food and Drug Administration, Federal 
Security Agency, Chicago, III.)* 

Increasing numbers of preparations containing a mixture of sulfona¬ 
mides have appeared in recent years. Since oflficial methods of assay for 
the individual compounds have been restricted largely to nitrite titrations 
of the active amino group common to all of them, it has become necessary 
to devise new procedures for the control analysis of specific constituents. 
The sulfonamides absorb ultra-violet light between 220 and 300 m/x, and 
their characteristic spectra differ, depending upon the amide substituent. 
Mixtures may therefore be analyzed by optical density measurements 
under varied conditions of absorption. 

A simple, rapid spectrophotometric method can be designed for the 
analysis of preparations containing sulfadiazine and sulfathiazole. Sulfa¬ 
diazine in strongly acid solution shows a peak absorption at 239 m/x, 
the optical density diminishing from that point to about 275 m/n, and 
flattening to a plateau from 275 to 300 m/x. Sulfathiazole yields a more 
symmetrical curve with a well-defined maximum near 278 m/x and a mini¬ 
mum at 240 m^Li. (See the accompanying graph.) 

By *‘two-color” analysis, measuring the optical densities of standards 
and unknoAMi solutions in 1 cm cells at 239 and 280 m/x, a set of two equa¬ 
tions in two unknowns can be established for the estimation of sulfadia¬ 
zine and sulfathiazole. (Both compounds obey Beer^s Law at the two 
wnve-lengths.) Let 

Ki »extinrtioa coefficient for sulfadiazine at 239 mu 
Ka *extinction coefficient for sulfathiazole at 239 m/i 
Ki “extinction coefficient for sulfadiazine at 280 ra^ 

K 4 “extinction coefficient for sulfathiazole at 280 ixim 
Cn *= concentration of sulfadiazine as mg/100 ml HCl (1 4-3) 

Cl “ concentration of sulfathiazole as mg /100 ml HCl (1+3) 

Eas 9 “optical density of the unknown solution at 239 him 
E aso “optical density of the unknown solution at 280 m/x. 

Then, since the optical density of a mixture is the sum of the constituent 
densities, 

E23» X 1000 - KiCn + KjCl (la) 

Fx28o X 1000 = KaCN + K 4 CL (lb) 

These equations can be solved explicitly for Cn and Cl as functions of 
E 289 and E 280 ! 


* Preeent addren: Food and Drug Adminiitration, Washington 26 , D.CS 
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1000(K4 Ejj» — K* Eiso) 
K1K4 - KjK, 
1000 (Ki E280 ~ K» Esat) 
K1K4 - KjK, 


(2a) 

(2b) 



V\A/ELENGTH IN IVMJ 

Fig. 1.—Absorption Spectra of Sulfonamides in 3N HCl. 

N » Sulfadiazine 
L “Sulfathiazole 

PROPOSED SPECTROPHOTOMETRIC IfETHOD 

Shake a convenient representative sample containing sulfadiazine and sulfathia- 
zole with 200 ml HCl (1+3) in a 500 ml volumetric flask until the sulfonamides 
are completely dissolved. (For ointments transfer the sample to a 125-ml separatory 
funnel, dissolve in 50 ml of ethyl ether, and shake out with several 50 ml portions 
of HCl (1 +3), collecting the aqueous layers in a 500 ml volumetric flask.) Dilute to 
the mark with the acid soln, mix thoroly and filter thru a dry folded filter paper if 
necessary. Transfer an aliquot containing 1-2 mg total sulfonamides to a 100 ml 
volumetric flask, and dilute to volume with HCl (1 +3). Determine the optical densi¬ 
ties of this solution at 239 and 280 m/i in the ultra-violet spectrophotometer, with 
distilled water as reference cell. 
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At the same time, using the same HCl (1 +3) as diluent, prepare a soln containing 
1.5 mg sulfadiasine of known purity per 100 ml and a soln containing 1.5 mg sul- 
fathiazole of known purity per 100 ml. Measure the optical densities of these stand¬ 
ards, and of the dilute HCl as correction blank, together with those of the unknown 
under identical conditions of wave length, slit-width, and cell thickness. From data 
on the standards compute the extinction coefficients and calculate the concentra¬ 
tions of sulfadiazine and sulfathiazole in the unknown soln from equations (2a) and 
(2b). 


EXPERIMENTAL 

Data obtained by the use of known 1.5 mg sulfonamide solutions yielded 
the follotving numerical values: 

Ki = 555; = iiL 3 = 103 ; iiL 4 = 469 . Substitution of these values in 

equations (2) gave: 

Cn = 1.881 E 28 > - 0.425 Ejso (3a) 

Cl = 2.225 Eiso - 0.413 Em, (3b) 

Several samples containing varying proportions of sulfadiazine and 
sulfathiazole were anaij'zed according to the proposed method, using 
equations (3a) and (3b). Results of analysis are shown in Table 1. A com¬ 
mercial sample of tablets also assayed spectrophotometrically yielded the 
following results: Sulfadiazine, Declared 0.25 gm/tablet: Found 0.252 
gm/tablet. Sulfathiazole, Declared 0.25 gm/tablet; Found 0.247 gm/tab¬ 
let. 


Table 1. — Sul/adiazine-sulfathiazole mixtures 


PUT IN 

RECOTBRBD 

BULPADIAZINK 

SULrATHl AZOLE 

8ULPADUZINB 

•ULPATHI AZOLB 

mg 

mg 

mg 

p«r cent 

mg 

ptr etnt 

0.00 

2.00 

-0.011 

— 

2.021 

101.0 

0.25 

1.75 

0.248 

99.3 

1.764 

100.8 

0.50 

1.50 

0.495 

99.1 

1 .519 

101.3 

0.75 

1.25 

0.739 

98.2 

1.274 

101.9 

1.00 

1 .00 

0.995 

99.5 

1.026 

102.6 

1.25 

0.75 

1.234 

98.7 

0.776 

103.4 

1.50 

0.50 

1.506 

100.4 

0.524 

104.8 

1.75 

0.25 

1 .775 

101.4 

0.256 

102.5 

2.00 

0.00 

2.043 

102.1 

0.003 

— 


CONCLUSIONS 

A simple rapid method has been proposed for the analysis of mixtures 
containing sulfadiazine and sulfathiazole. The method is suitable for the 
assay of pharmaceuticals containing these sulfonamides. 
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POLYMORPHIC MODIFICATIONS OF SULFANILAMIDE 

By Morbis L. Yaeowitz (U. S. Food and Drug 
Administration, San Francisco, Calif.) 

Van Zyp (1) observed that sulfanilamide appears in several crystalline 
forms when crystallized from a drop of water and examined under the 
microscope. 

Watanabe (2) made on X-ray diffraction study of sulfanilamide crystal¬ 
lized from various solvents and determined that sulfanilamide can crystal¬ 
lize in at least three polymorphic modifications, one of which is ortho¬ 
rhombic and the other two monoclinic. 

Prien and Frondel (3) made a study of sulfanilamide deposited from 
urine and reported that it crystallizes in the orthorhombic system and has 
the refractive indexes, a = 1.550, jS = 1.622, and y = 1.80. 

Keenan (4), in his report on the refractive indexes of substances in 
the USP XII, gave the refractive indexes of sulfanilamide as a = 1.570, 
nj = 1.677, 7= >1.733. 

An examination of sulfanilamide crystallized from various solvents has 
confirmed Watanabe’s discovery that sulfanilamide is polymorphic with at 
least three phases. The refractive indexes of the several forms with their 
probable crystal system are as follows: 


DIBIGNATION 

LOWCST R.I. 

a 

IMTXRICEDIATI 
R.I. i8 

BiGHser B.I. 

y 

CBTSTAL 

8TSTKM 

Modification I 

1.547 

1.622 

>1.733 

Orthorhombic 

Modification II 

1.558 

1.675 

>1.733 

Monoclinic 

Modification III 

1.500 

1.673 

>1.733 

Monoclinic 


Modifications I and II can be obtained from water, ethyl alcohol, 
acetone, and n-propyl alcohol. Under some conditions of crystallization, 
the crystals formed from these solvents may be largely Modification I, 
while under different conditions of crystallization. Modification II will 
predominate. 

Modification I tends to form as elongated laths giving a centered inter¬ 
ference figure on the flattened side with /3 parallel to the long direction and 
a crosswise. 

Modification II tends to form as equant blocks with an uncentered in¬ 
terference figure when lying in their preferred position. Such crystals give 
S and another intermediate R.I. 

When either Modification I or II is heated, the crystals transform 
into Modification III at about 110°C. to 1300’’. Modification III is the 
only stable phase above about 130°C. When large crystals of I or II are 
heated to about 130°C., they become chalky and fissured when they 
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transform into III. Small, thin crystals of I or II transform smoothly and 
completely into III when heated and exhibit the refractive indexes of III 
while retaining the outward appearance of I or II. 

Ill is the phase which forms when molten sulfanilamide is cooled. 
Ill may be obtained from toluene solution in the form of elongated lath¬ 
like crystals. 
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DETERMINATION OF THE NITROGEN CONTENT OF PRO¬ 
TEINS AND AMINO ACIDS CONTAINING REFRACTORY 
NITROGEN BY MICRO-AND MACROKJELDAHL METHODS 

By Lawrence M. White, Geraldine E. Secor, and Marion D. Carter 
Long (Western Regional Research Laboratory,* Albanj', Calif.) 

The recent excellent retnews by Kirk (1) and Dunn and Rockland (2) 
forcibly called attention to the difficulties involved in the use of the Kjel- 
dahl method to determine the total nitrogen content of proteins and amino 
acids containing refractory nitrogen. Of the various difficulties encountered 
in this method, analysts have probably given the most attention to the 
composition of the catalyst and the length of the digestion period. Cliib- 
nall, Rees, and Williams (3), Jonnard (4), Dunn and Rockland (2), and 
others have stressed the need for G- to 8-hour digestion periods for proteins 
and amino acids. Many workers have used digestion catalysts that have 
been shown to be inferior to mercury in promoting conversion of the or¬ 
ganic nitrogen to ammonia, and others, finding that tyrosine (5, 6) and 
tryptophan (5) were not completely decomposed with the usual digestion 
times, have assumed that proteins would also require extended digestion. 

Success in determining the total nitrogen in tryptophan and in grami¬ 
cidin (a polypeptide containing about 40% trj'ptophan) by minor modifi¬ 
cations (7) of the A.O.A.C tentative microkjeldahl method (8) requiring 
a total digestion time of approximately 80 minutes, prompted a study of 
the recovery of nitrogen from the other amino acids containing refractory 
nitrogen, and from typical proteins, by the official macro- and the tenta¬ 
tive microkieldahl methods. Accordingly, lysine (2, 3, 5, 9, 10), histidine 
(3, 10), tryptophan (5, 9), t^TOsine (5, 6), and a group of crystallized or 
otherwise purified proteins selected for their high content of these amino 
acids, were analyzed by these methods. The data presented below show 

^ Bureau of Affricultural and Industrial Chemistry, Agricultural llesearch Administration, U. S. 
Department of Agriculture. 
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that the precision and accuracy of the methods are satisfactory for these 
materials. 

EXPERIMENTAL 

Methods: 

Microkjeldahl. —The tentative microkjeldahl method (8) as modified by 
White and Secor (7) was used. In certain cases the digestion time was in¬ 
creased from the standard 80 minutes to 110 or 360 minutes. A Scientific 
Glass Apparatus Co.® No. M3074 microkjeldahl still was used. 

Macrokjeldahl. —Samples containing 15 to 25 mg nitrogen were digested 
according to the Kjeldahl-Gunning-Amold official method (mercuric oxide 
catalyst) (11) on an electrically heated rack for a period of two hours after 
becoming clear and colorless. The ammonia was distilled into 50 ml of 5% 
boric acid and titrated with 0.07 N sulfuric acid using methyl orange- 
xylene cyanole indicator (Eastman No. 2216).® 

Equilibration and Moisture. —All samples were equilibrated several days 
at approximately 27° and 42% relative humidity, and subsequent weigh¬ 
ings were made under these conditions. For moisture determinations, 
50-mg portions of the equilibrated materials were heated 16 hours at 
102 ± 2° in air. Great care was taken to prevent the reabsorption of water 
by the dried sample. All results presented in the tables have been corrected 
for the moisture contents of the samples. 

Materials: 

Amino Adds. —Merck® L-lysine monohydrochloride, OL-lysine mono- 
hydrochloride, DL-tryptophan, L-histidine monohydrochloride mono¬ 
hydrate, and L-tyrosine were used without purification. As a basis for 
comparing the various times and methods of digestion, the amino acids 
were assumed to be pure. 

Proteins. —The protein samples used were obtained as indicated under 
“Acknowledgments” and may be characterized as follows: 

Bovine plasma albumin, crystalline. Armour® lot 46. 

Casein I, prepared and reprecipitated according to Van Slyke and 
Baker (12). 

Casein 11, purified, nitrogen content 15.61% by the method of Chibnall 
et al. (3). 

Chymotrypsinogen I, crystalline. A commercial preparation was re¬ 
crystallized 7 times according to the procedure of Kunitz and Northrop 

(13) and dialyzed. 

Chymotrypsinogen II, crystalline, dialyzed and crystallized from dilute 
alcohol. 

j8-Lactoglobulin, crystalline, recrystallized 4 times according to Palmer 

(14) . 


* The mention of this product does not imply that it is endorsed or recommended by the Department 
of Agriculture over others of a similar nature not mentioned. 
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Lysozyme I, crystalline, crystallized and dialyzed according to Alderton 
and Fevold (15). 

Lysozyme II, crystalline, crystallized 3 times at pH 4 by the method of 
Alderton and Fevold (15) and electrodialyzed. 

Ovalbumin, crystalline, prepared and recrystallized 3 times by the 
method of Kekwick and Cannan (16). 

Bovine methemoglobin, prepared according to Anson (17), nitrogen 
content 16.66% by the method of Chibnall et al. (3). 


Table 1.— Nitrogen recovery from amino acids 


AMINO ACID 

1 

N CONTENT 

(th*o- 

bbtical) 

PBH Cllfr 

DIOES* 

TION* 

TIME, 

MINUTES 

NITROGEN REl 

MICRO METHOD* 

COVERED* BT 

MACRO METHOD* 

PER CENT 

PER CENT 

OP THEO¬ 
RETICAL 

PER CENT 

PER CENT 

OP theo¬ 
retical 

DL-lysinc HCl 

15.34 

80 

15.20 

99.09 





no 

15.26 

99 48 

15.19 

99.02 



360 

15.38 

100.26 



L-lysine • HCl 

15.34 

80 

15.24 

99.35 





no 

15.40 

100.39 

! 15.25 

99.41 



360 

15.41 

100.46 



DL-tryptophan 

13.72 

80 

13.52 

98.54 





no 

13.66 

99.56 

13.71 

99.92 



360 

13.70 

99.85 



L-histidine HCl 1120 

20.05 

80 

20.12 

100.35 





no 

20.12 

100.35 

20.06 

100.05 



360 

20.14 

100.45 



L-tyrosine 

7.73 

80 

7.74 

100.13 





no 

— 

— 

7.80 

100.77 



360 

7.74 

100.13 




* Macro digestions were continued 120 minutes after the liquid cleared. 

* Recoveries are the averages of 3 to 11 unseiected replication.s of the stated conditions. 

* Individual results differed from the means of their respective groups by an average of 0.025% N and 
87% of them differed by 0 04% or less 

* Individual results differed from the means of their respective groups by an average of 0.067% N and 
81% of them differed by 0 11% or less. 


DISCUSSION OF RESULTS 

Table 1 shows that lysine and tryptophan yielded 98.5 to 99.9 per cent 
of their nitrogen by the 80-minute micro and the macro digestions. Re¬ 
covery of nitrogen from these acids by the micro method increased with 
time, but recoveries from histidine and tyrosine w'ere complete after the 
80-minute micro and the macro digestions. 

Chibnai et al. (3) showed that recovery of nitrogen from lysine was 
more difficult than it was from /3-lactoglobulin, a protein rich in lysine. 
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This is to be expected, since proteins rarely contain more than 10 to 12 
per cent of lysine; therefore, the maximum amount of nitrogen that would 
not be recovered by methods used in this study would approximate only 
0.02 to 0.04 per cent, an amount which is within the experimental error 
of the method. likewise, proteins rich in tryptophan would appear to give 
quantitative recoveries more readily than does the pure amino acid. 


Table 2. —Nitrogen content of various proteins 


pBOTinr 

MOIS- 

TUB* 

DIQBS- 

TION* 

TIMB 

NITBOOBN CONTBMT (MOXSTUBB-FBBB BASIS) 

MICBO MBTBOD 

If ACBO MBTHOD 

LITBBATUBB 

OB OTBBB 

AKALTSXS 


Per CerU 

Minutee 

Percent 

Per Cent 

Percent 

Bovine met- 

0.11 

80 

16.73 (16.71,16.74,16.75) 


16.66* 

hemoglobin 


120 


— 




360 

16.73(16.71,16.73,16.75) 



Bovine plas- 

8.58 

80 

16.08(16.07,16.09) 


16.07(18) 

ma Albumin 


120 


16.02(15.96,16.08) 




360 

15.96(15.93,15.98) 



Casein I 

7.65 

80 

15.44(15.43,15.44) 


15.61(3) 



120 


15.39(16.32,15.45) 




360 

15.41 (15.38.15.43) 



Casein II 

8.59 

80 

15.72(15.71,15.73) 


16.61* 



120 


15.68(15.55,15.81) 




360 

15.74(16.73,15.74) 



Chymotryp- 

8.78 

80 

16.47(16.44,16.49) 


15.87(18) 

sinogen I 


120 


16.38(16.37,16.38) 




360 

16.48(16.47.16.49) 



Chjrmotryp- 

9.35 

80 

16.42(16.40,16.43,16.44) 


16.87 (18) 

sinogen II 


120 


16.49(16.47,16.50) 




360 

16.44(16.41,16.45,16.45) 



/^Lacto- 

9.20 

80 

15.66(15.64,15.68) 


15.60±02 ieo) 

globulin 


120 


16.70(16.66,16.73) 




1 360 

16.66(15.65,15.65) 



Ls^symel 

9.75 

80 

18.60 (18.55,18.64) 





120 


18.60 (18.49,18.50) 

— 



360 

18.56(18.55,18.56) 

t 


Lysosyme II 

10.04 

80 

18.34 (18.31,18.35,18.37) 





120 


18.34 (18.32,18.36) 

— 



360 

18.35(18.34,18.35,18.36) 



Ovalbumin 

8.06 

80 

15.72(15.71,16.73) 


15.68(5) 



120 


15.61 (15.59,15.62) 




360 

16.71 (15.68,15.73) 




> Macro digestions continued 120 minutes after liauid cleared. 
* Analysis of this sample by the method of Chibnall et al. (3). 


Table 2 shows that none of the proteins studied had a higher apparent 
nitrogen content after prolonged digestion, the 80-minute procedure being 
sufficient in all cases to give values in agreement (except for chymotr}^ 
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sinogen) with the generally accepted values in the literature or with those 
determined by Chibnall’s method. The micro and macro methods employed 
in this study gave results that are in excellent agreement. 

Chymotrypsinogen has been reported by Brand and Kassell (19) to 
contain 15.87% N (moisture-free basis) and 16.18% N after correction 
for the 1.94% sulfate content of the sample. Analysis showed that chymo¬ 
trypsinogen I has only 0.04 per cent of ash (constant weight at 550° with 
no additives) and 0.75 per cent of sulfate (moisture-free basis). Its nitro¬ 
gen content (moisture- and sulfate-free basis) is 16.59 per cent. Chymo¬ 
trypsinogen I, crystallized 8 times and exhaustively dialyzed (c/. low 
sulfate content) and the chymotrypsinogen II prepared by Dr. Kunitz 
have the same apparent nitrogen content. It is therefore believed that the 
new value (16.59%) reported here more closely approximates the true 
nitrogen content of chymotrypsinogen. The difference between our result 
and that reported previously may lie in the difficulties encountered in de¬ 
termining the moisture content of proteins. Chibnall et al. (3) have dis¬ 
cussed this point at length. 

To determine whether hydrolysis of the protein before digestion would 
affect the recovery of nitrogen, 5-7 mg samples of bovine plasma albumin, 
casein I, /3-lactoglobulin, and lysozyme I were heated 4 hours at 95 to 
100° in open microkjeldahl flasks with 2 ml of 27 N sulfuric acid. Recover¬ 
ies after 80- and 110-minute digestions (counting the time from the appear¬ 
ance of sulfuric fumes) were identical within experimental error, and the 
results w'ere in agreement with those obtained on the unhydrolyzed sam¬ 
ples. 

It can be concluded from this study that the 6-8 hour digestions recom¬ 
mended by many other workers are not needed for the complete recovery 
of amino and heterocyclic nitrogen from amino acids and proteins. There¬ 
fore the time-saving methods used in this work may be safely employed 
for the determination of total nitrogen in proteins and amino acids. How¬ 
ever, it should not be considered that these methods suffice for all nitro¬ 
genous compounds. For example, Ogg, Brand, and Willits (21) and Shirley 
and Becker (22), working on the micro and macro scales, respectively, 
and using mercurj'-selenium catalysts, have shown that digestion periods 
up to four hours are necessary to obtain complete recovery of nitrogen 
from certain heterocyclic nitrogenous compounds. We have confirmed 
these findings in our laboratory. 
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SUMMARY AND CONCLUSIONS 

Amino acids containing refractory nitrogen and a group of purified 
proteins rich in these acids were analyzed by the tentative microkjeldahl 
method employing mercuric oxide catalyst with an 80-minute digestion 
and also by the Official Kjeldahl-Gunning-Arnold macro method. Recov¬ 
ery of nitrogen from the amino acids w^as at least 98.5% complete by both 
methods. Results obtained for the proteins were concordant and, except 
for chymotrypsinogen, were in agreement with the ‘‘best'* values in the 
literature. The higher results obtained for chymotrypsinogen are discussed. 
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MICRO AND SEMIMICRO DETERMINATION OF NITRO¬ 
GEN IN HETEROCYCLIC NITROGEN RING COMPOUNDS 
BY A KJELDAHL METHOD* 

By C. L. Ogg, Ruth W. Brand, and C. 0. Willits 
(Eastern Regional Research Laboratoryf, Philadelphia 18, Pa.) 

Modifications in the Kjeldahl procedure to increase the range of its 
application have been numerous, and as Shirley and Becker (8) pointed 
out, conflicting claims have been made as to the correct procedure for the 
analysis of compounds containing refractory ring-type nitrogen. Clark 
(5) claimed that the semimicro adaptation of the Gunning-Amold-Dyer 
modification was applicable to practically all animal and vegetable ma¬ 
terials, purines, pyrimidines, and pyridine and quinoline derivatives. 

The Clark modification, which is the tentative micro Kjeldahl method 
of the Association of Official Agricultural Chemists (2), uses mercuric ox¬ 
ide as catalyst with 1.5 ml concentrated sulfuric acid and 0.5 g potassium 
sulfate and a total digestion time of 80-85 minutes. However, Clark stated 
that some alkaloids and related compounds require a longer digestion 
time, and that atropine and quinine-type compounds require 2 hours’ 
digestion. Acree (1), in doing collaborative work with this method, was 
able to obtain only one-fourth of the nitrogen in nicotinic acid with a 30- 
minute digestion and found that a 2-hour digestion was required for 
strychnine and quinine hydrobromides and atropine sulfate. 

Belcher and Godbert (3) reported satisfactory nitrogen values for 
nicotinic acid, quinolinic acid, atropine sulfate, picolinic acid, etc., by a 
semimicro method employing mercuric sulfate and metallic selenium as 
catalysts and a total digestion time of 45 minutes. . . . However, they 
state that loss of nitrogen occurs when the digestion time exceeds 75 min¬ 
utes. This loss probably is caused by the high concentration of selenium 
used in the digestion mixture since the concentration exceeds the limit 
foimd by Bradstreet (4). To avoid this loss an empirical digestion time 
which may vary with different compounds must be used. Miller and 
Houghton (6), using a micro method with mercuric oxide as catalyst, 
found that Z-tryptophane (sample in solution) required a 6-hour digestion, 
and consequently they adopted this digestion time as standard for pro¬ 
teins and amino acids. 

White and Secor (9) reported 98.5 to 100 per cent recovery of the nitro¬ 
gen from Z-tryptophane with Clark’s method. Although their nitrogen 
values for Z-tryptophane with an 85-minute digestion were close to theory, 
better values were obtained when the time w'as increased to 115 minutes. 

* Presented at the Annual Meeting of the Association of Official Agricultural Cbenusts, held at Wash- 
ington. D. C., October 20-22, 1947. 

t One of the Laboratories of the Bureau of Agricultural and Industrial Chemistry, Agricultural Re¬ 
search Administration, United States Department of Agriculture. 
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Previous to the studies reported in this paper, all compounds containing 
ring nitrogen were analyzed in this laboratory by the Dunxas method. 
Since so much time is required to condition the Dumas apparatus and 
establish the blank when it is not in continuous use, and since a number of 
samples can be nm simultaneously by the Kjeldahl method with a con¬ 
siderable saving in time, a reliable micro Kjeldahl procedure for the anal¬ 
ysis of such materials is highly desirable. Consequently, a study of the 
Kjeldahl method was made in which various catalysts and combinations 
of catalysts were used and the time of digestion ranged from 1 to 6 hours. 
The semimicro procedure adopted is substantially the same as the macro 
procedure of Shirley and Becker, and the results obtained in the digestion- 



JOINT 


Fig. 1.—Semimicro Charging Tube. 

time studies on nicotinic acid on the semi-micro and macro scale are 
relatively parallel. . . . Since the semimicro procedure and apparatus have 
been successfully applied to micro analyses, both methods are described. 

APPARATUS 

(1) Digestion stand. —6-unit, gas-heated, with glass manifold to allow for the re¬ 
moval of acid fumes by suction from a water aspirator. 

(2) Kjeldahl flasks. —30 ml Pyrex glass. 

(3) Distillation apparatus. —Micro Kjeldahl apparatus, Scientific Glass Appara¬ 
tus Co. Number M-3704.* 

(4) Steam generator. —A two-liter, three-necked flask with a 24/40 outer joint 
on the center neck. The flask contains a heating element consisting of a coiled wire 
of 25-ohms resistance. The ends of the resistance wire are brazed to 14-gage cop¬ 
per leads which pass out through rubber stoppers in the two outer necks and are 
soldered to the wires of an insulated extension cord. The rate of steam evolution 
caused by passing a current through the resistance wire is controlled by a variable 
resistor of 5 ampere rating. With no heat loss between heating element and the wa¬ 
ter, the heating can be instantaneously controlled. 

(5) Burettes. —10-ml graduated in 0.05 ml (semimicro) or 5 ml graduated in 
0.01 ml (micro). 

REAGENTS 

(1) Catalyst, —Thoroly mix 150 g powdered potassium sulfate, 10 g of mercuric 
oxide, and 3 g of powdered metallic selenium. 

(2) Sodium hydroxide-sodium thiosulfate soln. —Mix 100 ml of 50% sodium hy¬ 
droxide and 25 ml of 8% sodium thiosulfate soln. 

* The mention of eommeroial products does not imply that they^ are endorsed or recommended by the 
Department of Acriculture over others of a similar nature not mentioned. 
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(3) Indicator ,—Mix 100 ml of 0.2% methyl red dissolved in 96% ethanol with 
60 ml of 0.2% methylene blue also dissolved in 96% ethanol. 

(4) Boric add ,—Dissolve 4 g boric acid in 100 ml distilled water. 

(6) Standard adds, —0.02 N hydrochloric acid (semimicro) of 0.01 N (micro). 

PROCEDUBE 

Weigh a 16-30 mg sample (4-8 mg for the micro procedure) in a long-handled 
charging tube and transfer to a 30 ml Pyrex Kjeldahl flask. Add 0.65 -0.70 g of the 
catalyst 3-4 boiling chips, and 2 ml of coned sulfuric acid, rotating the flask as the 
acid is added so that any sample adhering to the lower portion of the neck will be 
rinsed into the bulb. Place the flask on the digesting apparatus, heat slowly until 
carbonization occurs or until all danger of frothing is past, and then adjust the heat 
so that the sulfuric acid distills ca two-thirds the way up the neck of the flask. Con¬ 
tinue the digestion for 4 hours for materials containing ring nitrogen, or 1 hour for 
more easily digested material such as amines or amides. After the digestion is com¬ 
plete, cool the flask, add 3 ml of water, and again cool the flask to room temp. Condi¬ 
tion the distillation apparatus by steaming it out for 2-3 min., and then rinse it with 
distilled water. Place 10 ml of a 4% boric acid absorbing soln and 3 drops of indicator 
in a freshly rinsed 125 ml Erlenmeyer flask and place this flask under the tube of 
the condenser so that the delivery tip is immersed in the soln. Transfer the digestion 
mixture to the distillation unit with both stopcocks open to prevent any sample 
from being drawn into the outer chamber. To insure quantitative transfer, rinse 
the flask with four 2 ml portions of distilled water, or until the rinsings remain yellow 
on addition of a drop of methyl orange indicator. Add 6 ml of the sodium hydroxide- 
sodium thiosulfate soln (1 ml in excess of that needed to neutralize the acid), close 
both stopcocks, and heat the water in the steam generator slowly until the displaced 
air has mixed the acid and alkali. If the generator is heated too rapidly, the violent 
reaction which will result from the sudden mixing of the acid and alkali may 
cause the sample and absorbing soln to be sucked back thru the apparatus. After 
the acid and alkali are thoroly mixed, turn the current on full to generate the steam 
at a rapid rate until it reaches the condenser, then reduce the rate so that the steam 
does not pass the upper half of the condenser. (This should allow 3-4 ml of distillate 
to be collected per min.) After it has distilled for 3 min., lower the receiving flask 
so that the delivery tip is above the soln and continue the distillation for 1 min. 
to rinse the inside of the condenser tube. Rinse the outside of the delivery tip with 
distd water, dilute the soln to 50 ± 5 ml, and titrate with the appropriate standard 
hydrochloric acid until the soln changes from green to gray or gray-purple. Run a 
blank determination to correct for nitrogen in the reagents. Use this blank value to 
correct the volume of acid used in titrating the sample and calculate the percentage 
of nitrogen. 

(Ten milliliters of the 4% boric acid soln, after dilution to 50 ml, is slightly acid 
to the indicator, but in practice the ammonia from the reagents “blank^* has always 
been sufficient to neutralize the boric acid.) 

Hygroscopic solids are dried and weighed in long-handled charging 
tubes (7) (Figure 1). The tube and cap are made from a 7/25 inner and 
outer joint with 10 mm of the outer joint (large cap) cut off to reduce the 
weight. Sealed to the top of the large cap is a smaller inner joint with a 
capillary opening, which in turn is covered by a ground-glass cap. The 
sample is placed in the charging tube and dried under vacuum, with only 
the large cap attached. When the sample is dry, the vacuum is released 
by admitting dry air to the drying chamber. The charging tube is then 
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removed, and the capillary is immediately closed with the small cap and 
allowed to come to room temperature before weighing. 

Moderately volatile or hydroscopic liquid samples are weighed in cap¬ 
sules made by sealing the tube of a 5/12 inner joint just below the joint. 
For weighing and introducing into the digestion flask the capsule is in¬ 
serted loosely in a holder consisting of a 5/12 outer joint whose tube 
serves as a handle. After the capsule and holder are tared, the sample is 
introduced in the capsule with either a hypodermic syringe or a medi¬ 
cine dropper having a capillary tip, and the capsule is placed in the holder. 
The capsule with the sample is weighed and dropped into a digestion flask 
containing the acid and catalyst by gently tapping the holder against the 
neck of the flask. After digestion, the mixture is transferred to the distill¬ 
ing apparatus and the flask is rinsed as usual. The capsule, which is caught 
in the funnel, is removed with tweezers, held in an inverted position over 
the funnel, and rinsed with 2 ml of water from a hypodermic syringe. The 
needle is bent in a V-shape so that the rinse solution which drains down is 
transferred to the furmel. Very viscous liquids, gums and resins are 
introduced into the flask in porcelain boats. Hygroscopic samples are 
dried and weighed in weighing pigs. 

RESULTS 

Nicotinic acid was chosen for use in studies of catalyst and digestion 
time, since it contains a ring-type nitrogen which has proved difficult to 
obtain by the Kjeldahl method, is easily obtained in pure form, and is a 
non-hygroscopic solid. Several catalysts and combinations of catalysts 
were used, and the digestion time w'as varied from 1 to 4 hours. . . . The 
amount of catalyst in each combination was the same unless otherwise 
noted. Table 1 shows the results obtained with the various digesting 
conditions. 

A 2-hour digestion period was used in comparing the relative effective¬ 
ness of the various catalysts and combinations, since it was not sufficiently 
long to give complete recovery with any of the catalysts. The results ob¬ 
tained under these conditions indicate the most effective catalyst to be a 
combination of mercuric oxide and selenium. Mercuric oxide and selenium 
oxychloride (2 drops) gave a higher nitrogen value in 2 hours than did 
the mercuric oxide and selenium, but as Bradstreet (4) has shown, the 
ratio of selenium to sulfuric acid was so high that loss of nitrogen was al¬ 
most certain, and as expected, the values obtained after the 3-hour diges¬ 
tion were lower than those obtained with mercury and selenium. Increas¬ 
ing the amount of selenium increased the rate of conversion of nitrogen to 
ammonia, but apparently nitrogen was lost when the selenium content 
was raised much above 10 mg per ml of sulfuric acid. The results obtained 
for the 3-hour digestion with mercuric oxide and selenium show that in 
some cases theoretical values were obtained but the recoveries were not 
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Table 2. —Kjeldahl nitrogen analyses of several nitrogenous compounds 


OOMPOUND 

CATAXiTST 

01018. 

TIOK 

TIMl 

NZTBOailC 

POUND 

ATI. 

TBSOBITXOAL 



hours 

jmeorU 

percent 

per cent 

percent 

N (a-pyridyl) 

HgO-hSe 


3 

20.80 




nicotinamide 



3 

20.85 

20.67 

20.77 

21.10 




4 

21.02 

21.03 






[4 

21.02 

21.07 

21.04 

21.10 

Nicotine 

HgO+Se 


1 

13.74 

14.79 

14.27 

17.27 




2 

16.93 

16.46 

16.70 

17.27 



i 

3 

17.22 

17.23 






3 

17.31 

17.19 

17.24 

17.27 




16 

17.20 

17.22 

17.21 

17.27 

8-Hydroquinoline 

HgO-hSe 

4 

9.64 

9.69 

9.67 

9.65 

Tryptophane 

HgO+SeOCli 

J 

^4 

13.74 

13.72 





1 

[4 

13.75 

13.77 

13.75 

13.72 

Tryptophane 

HgO+Se 


1 

13.17 

13.05 

13.11 

13.72 




2 

13.75 

13.70 

13.73 

13.72 




4 

13.65 

13.66 






,4 

13.64 

13.69 

13.67 

13.72 

Acetonicotyrine 

HgO+SeOCU 

J 

4 

11.34 

12.88 

12.11 

13.73 



1 

^6 

13.66 

13.51 

13.59 

13.73 

Nicotine picrate^ 

HgO+Se 

J 

'4 

18.11 

18.05 





1 

^4 

17.89 

18,16 

18.05 

18.06 

Nicotine picrate* 

HgO+Se 

4 

18.01 

17.98 

18.00 

18.06 

S-benzyl thiuron- 

HgO+Se 

J 

ri 

13.78 

13.83 


, 

%'i 

ium chloride 


1 

1 

13.79 

13.79 

fl3.80 

13.82] 








Acetanilide 

HgO+Se 

1 

10.35 

10.31 

10.33 

10.36 


1 Sample treated with salicylic acid and sodium thiosulfate. 3 ml. H|SO« used. 

* Sample digested for 2 hours with carbon prior to regular 4-hour digestion. 3 ml. HiSOi used. 


consistent, whereas with 4 hours’ digestion concordant results were ob¬ 
tained which were close to the theoretical values. With the catalyst mix¬ 
ture recommended complete recovery of the nitrogen was obtained in 4 
hours and no loss of nitrogen was detected with a 6-hour digestion. Conse¬ 
quently, a 4-hour digestion period was tentatively adopted as standard 
for all materials containing ring-type nitrogen. This digestion time is 1 
hour longer than was indicated by Shirley and Becker’s work (8), in which 
macro procedures were used. The difference may be due to the type of 
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heater used during the digestion, that is, electrical, versus gas heaters. 
Nitrogen was determined in several materials in addition to nicotinic 
acid by the method described to test its applicability to several types of 
compoimds having ring nitrogen. The results are reported in Table 2. 

All the compounds studied yielded their nitrogen after a 4-hour diges¬ 
tion with mercuric oxide and selenium except acetonicotyrine, which re¬ 
quired a 6-hour digestion for the values to approach theory. 

Nicotine, whose structure differs only slightly from that of nicotyrine, 
needed only a 3-hour digestion, thus indicating the difl5culty that may be 
experienced in attempting to predict the digestion time required from the 
structure of the compound to be analyzed. Doubling the digestion time 
required for nicotine did not significantly lower the nitrogen values, prov¬ 
ing that if loss of nitrogen does result from the use of selenium catalyst it 
is negligible. As would be expected, a 1-hour digestion was sufficient for 
acetanilide and S-bcnzyl thiuronium chloride, since they do not contain 
ring nitrogen. Tryptophane yielded its nitrogen after a 2-hour digestion. 
This is in agreement \nth the observations of White and Secor (9). 

The results obtained show that in most cases a 4-hour digestion vdth 
mercuric oxide and selenium as catalysts is sufficiently long to obtain the 
nitrogen from heterocyclic nitrogen ring compounds. Apparently a few 
compounds require at least a 6-hour digestion. It is easy to detect these 
materials, however, since the incomplete 4-hoiu* digestion usually is ac¬ 
companied by discordant results. 

SUMMARY 

A semimicro Kjeldahl method is presented for the determination of 
nitrogen in compounds containing heterocyclic ring nitrogen. This method 
has proved successful in the analysis of micro-sized samples. With a mix¬ 
ture of mercury and selenium, the best catalyst found, a minimum diges¬ 
tion time of 4 hours is required. For compounds not containing ring nitro¬ 
gen, the digestion time can be shortened to 1 hour. 
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THE ANALYSIS OF LANOLIN-HYDROCARBON MIXTURES* 

By S. H. Newbusoeb (Cosmetic Division, Food and Drug Admin¬ 
istration, Federal Security Agency, Washington, D. C.) 

The analysis of lanolin-hydrocarbon mixtures is of interest because 
hydrocarbons are often an adulterant in lanolin and because hydrocarbons 
are a constituent of lanolin absorption bases. In a recent article in The 
Analyst, Williams' states that he separates hydrocarbons from wool 
grease by chromatographing on an aluminum oxide column with petroleum 
benzin as the solvent. However, no data or experimental details were 
given. This investigation was undertaken to determine the conditions 
under which this separation could be effected. 

UETHOO 

PREPARATION OP AljOi COLUMN 

Prepare an activated AliOi column Q'XJ* in the following manner: Tamp a 

cotton plug into the bottom of the chromatograph tube, fill the tube with 
petroleum benzin, and pour enough AljOj (“Alorco” grade F-20 mesh 80-200) 
thru the petroleum benzin to form a column about 1 high. Pack the AljOa by ap- 
pl 3 dng an air pressure of 5 or 6 pounds to the chromatograph tube. Then add suc¬ 
cessive increments of AbOj in this manner until the column totals a length of about 
9'. Finally, place another cotton plug on top of the column. 

CHROMATOGRAPHIC PROCEDURE 

Dissolve sample in 50 ml warm petroleum benzin (B.P. 30-76“C.), cool the soln 
to room temp., transfer to chromatograph tube with the aid of 25 ml of petroleum 
benzin, and allow the soln to fiow by gravity thru the column at a rate of 3.3 to 
6 ml per min. Follow this soln with 175 ml of petroleum benzin, combine the two 
filtrates and label them as filtrate No. 1. Put another 50 ml of petroleum benzin 
thru the column and label this filtrate as filtrate No. 2. Evaporate the filtrates on 
the steam bath, dry the residues in an oven at 100°C. for 10 min., cool in a vacuum 
desiccator, and weigh. Repeat drying in oven until weight is constant to 1 rag. 

The first experiments tested the adsorbability of lanolin on the column. 
Samples of U.S.P. anhydrous lanolin varying from 2.5 to 6.6 grams were 
chromatographed. All samples larger than 3 grams gave an appreciable 
residue in both fiiltrates. Samples less than 3 grams gave a small residue in 
the first filtrate and a negligible residue in the second filtrate. The data 
are tabulated in Table 1. 

As lanolin is a complex natural product of variable composition, 3 gram 
samples of several commercial products including one of hydrous lanolin 
were chromatographed. The results are presented in Table 2. 

The retention of all the lanolin samples on the aluminum oxide was 
greater than 99 per cent. 


* Presented at the Annual Meeting of the Association of Official Agricultural Chemists, held at Wash- 
ingtoUjt). C., October 20-22, 1947. 

1 Williains. K. A., Analyst, 71, 259 (1046). 
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A 5.230 gram sample of U.S.P. mineral oil was then dissolved in pe¬ 
troleum benzin and chromatographed by the procedure described for 
lanolin. The rate of flow of the solution was 4 ml per minute. About 99.9 
per cent of the mineral oil came through in the first filtrate. 

Mixtures of mineral oil with anhydrous lanolin (Product “a”) and with 


Table 1, —The adsorption of lanolin on aluminum oxide 


8A1IPL1 V.B.P. 

ANHTDROUB LAITOLIN 

PHODUOT '*a’* 

BATl or PLOW 

PITHOLBUM BINBIN 

RBSIOUB PROM 

riRBT PILTRATB 

RB8IDUB PROM 

8BCOND rn/rBATB 

gm 

ml per minute 

gm 

gm 

6.625 

3.3 

1.894 

0.068 

6.027 

4.0 

0.674 

0.088 

4.014 i 

4.6 

0.098 

0.066 

3.110 

4.0 

0.014(0.5%) 

0.000 

3.024 

5.5 

0.014(0.5%) 

0.000 

2.505 

4.5 

0.013(0.5%) 

0.000 


Table 2. —Variations in adsorbability of lanolin samples 


BAUPLB 

BAT* OP PLOW 

PBTBOLBCli 

BlNZm 

BEBlDtr* PROM 

PIR8T PILTRATK 

RBBIDU* PROM 

BBCONO PILTRATB 

Product “a”. 

(U.S.P. Anhydrous Lanolin) 

gma 

3.024 

ml per minute 

5.5 

per cent 

0.5 

per cent 

0.0 

Product . 

(U.S.P. Anhydrous Lanolin) 

2.998 

3.3 

0.3 

0.0 

Product . 

(U.S.P. Anhydrous Lanolin) 

2.999 

4.0 

0.8 

0.0 

Product “d^^. 

(U.S.P. Hydrous Lanolin) 

3.018 

4.5 

0.3 

0.0 


hydrous lanolin, the total weight of each mixed sample not exceeding 3 
grams, were prepared and chromatographed. The data are given in 
Table 3. 

The values for the unadsorbed material are greater than the percentages 
of mineral oil; this is to be expected as the lanolins have blanks of 0.5 
and 0.3 per cent. If the lanolin blanks are subtracted, the percentages of 
mineral oil are in good agreement with the unadsorbed matter. 

A sample of U.S.P. solid petrolatum w’as then chromatographed. Only 
92.6 per cent came through in the first filtrate and an additional 1 per cent 
in the second filtrate (Table 4). Approximately the same behavior was 
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observed ivith a sample of vaseline. Neither of these samples had any ap> 
preciable volatile matter at 100°C. As shown in the table, a third filtrate of 
another 50 ml petroleum benzin was also collected. 

Mineral oil is a distilled product and is often purified with fuming 
sulfuric acid. The end product is almost wholly saturated hydrocarbons. 


Table 3, —The chromatography of mixtures of mineral oil and lanolin 


BAIIPLI 

RATX or 

FLOW 

PXTBO- 

LBUU 

BENZIN 

RESIDUE 

FROM 

FIRST 

FILTRATE 

RESIDUE 

FROM 

BXCONJ) 

FILTRATE 

MINERAL 

OIL 

ADDED 

UNAD- 

SORBXD 

MATERIAL 

U.S.P. Anhydrous lanolin- 

U.S.P. Heavy mineral oil.. . . 

gtn 

2.733 

0.096 

ml per 
minute 

3.5 

pm 

0.110 

pm 

0.000 

per cent 

3.4 

per cent 

3.9 

Total. 

2.829 






U.S.P. Anhydrous lanolin- 

U.S.P. Heavy mineral oil.. .. 

2.637 

0.300 

4.0 

0.311 

0.001 

10.2 

10.6 

Total. 

2.937 






U.S.P. Anhydrous lanolin- 

U.S.P. Heavy mineral oil.. .. 

2.250 

0.719 

3.5 

0.732 

0.000 

24.2 

24.7 

Total. 

2.969 






U.S.P. Anhydrous lanolin- 

U.S.P. Heavy mineral oil.. .. 

1 .453 
1.528 

4.5 

1.532 

0.002 

51.3 

51.4 

Total. 

2.981 






U.S.P. Hydrous lanolin. 

2.506 

4.5 

0.296 

0.000 

10.4 

10.6 

U.S.P. Heavy mineral oil.. .. 

0.290 


Total. 

2.796 







Table 4. —The chromatography of solid petrolatum 


SAMPLE 


RATE OF FLOW 

PETROLEUM BENZIN 

RESIDUE FROM 

FIRST FILTRATE 

RESIDUE FROM 

SECOND FILTRATE 

1 RESIDUE FROM 
THIRD FILTRATE 

U.S.P. Solid petrolatum. 


ml per minute 

3.5 

percent 

92.6 

per cent 

1.0 

per cent 

0.7 

Vaseline. 


4.4 

91.2 

1.2 ' 

0.7 


Petrolatum, on the other hand, is a residue and contains unsaturated 
hydrocarbons as well as their oxidation products. It is probably this ma¬ 
terial which is held on the column. 
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Table 6 . —The chromatography of mixtures of lanolin and solid petrolatum 


SAMPUB 

BATS OP 

PLOW 

PBTBO- 

LBUll 

BBNZIN 

RBBIDTTB 

PSOK 

PIRiT 

PILTRATB 

REBIDX7R 

PROlf 

8XCOND 

PILTRATB 

PBTRO* 

LATUM 

AODBO 

UNAD- 

BORBBD 

MATBRIAL 

U.S.P. Anhydrous lanolin . 

U.S.P. Solid petrolatum. 

gm 

.. 2.905 

.. 0.077 

flUpermn, 

6.0 

percent 

2.9 

percent 

0.0 

percent 

2.6 

per cent 

2.9 

Total. 

.. 2.982 



1 



U.S.P. Anhydrous lanolin. 

U.S.P. Solid petrolatum. 

2.660 

0.298 

4.5 

9.8 

0.1 

10.1 

9.9 

Total. 

.. 2.958 






U.S.P. Anhydrous lanolin.... 
U.S.P. Solid petrolatum. 

.. 1.894 

.. 0.982 

5.0 

32.1 

0.4 

34.1 

32.5 

Total . 

.. 2.876 






U.S.P. Anhydrous lanolin . 

U.S.P. Solid petrolatum . 

.. 1.414 

, .. 1,545 

4.0 

48.8 

0.5 

52.2 

49.3 

Total . 

.. 2.959 






U.S.P. Anhydrous lanohn . 

U.S.P. Solid petrolatum . 

.. 0.426 

,. 2.524 

4.5 

79.4 

0.9 

85.6 

80.3 

Total . 

.. 2.950 







Mixtures of anhydrous lanolin (Product ‘‘a’') and solid petrolatum were 
prepared and chromatographed. The data are presented in Table 5. 

The values for the unadsorbed material are the sum of the residues from 
both filtrates. However, the residue from the second filtrate was never 
greater than 0.9 per cent and for mixtures containing less than 10 per cent 
petrolatum it was not significant. The unadsorbed material calculated as 
petrolatum recoveries does not give values as good as those obtained for 
mineral oil; however, if the 0.5 per cent blank is subtracted from the unad¬ 
sorbed material recovered, the resulting values all fall wdthin 1.3 per cent 
of the 93.6 per cent unadsorbed material expected from the petrolatum. 

SUMMARY 

Under the described experimental conditions hydrous and anhydrous 
lanolin are adsorbed on the aluminum oxide to an extent greater than 99 
per cent. Hydrocarbons are not adsorbed at all. Advantage is taken of 
these phenomena to separate mineral oil and solid petrolatum from lano¬ 
lin. 
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SPECTROPHOTOMETRIC TESTING OF D&C VIOLET NO. 2 
(ALIZUROL PURPLE SS) 

By Meter Dolinsky (Cosmetic Division, Food and Drug Administra¬ 
tion, Federal Security Agency, Washngton, D. C.) 

The pure dye content of samples of D&C Violet No. 2 is usually de¬ 
termined either by titration with titanium trichloride, or by calculation 
from the nitrogen content of the sample. Neither of these methods is satis¬ 
factory. The end point of the titration is difiScult to detect, since the re¬ 
duction products are also colored. Calculation of the pure color from the 
nitrogen content of the sample will give high results when nitrogen con¬ 
taining impurities are present. 

It was therefore decided to investigate a spectrophotometric method 
for the determination, following the method of Clark and Newburger on 
the Spectrophotometric Analysis of Coal-Tar Colors.* 

EXPERIMENTAL 

Preparation of Standard Sample .—Quinizarin (1, 4-dihydroxyanthra- 
quinone), m.p. 194°C. (literature 194“C.), was reduced to “leuco-quini- 
zaiin” by means of stannous chloride plus hydrochloric acid.* The product, 
after recrystallization from benzene, melted at 155®C. (literature 150°- 
155°C.). This was then condensed with p-toluidine,* m.p. 43° '. (literature 
42.8°-45°C.), The dye, after repeated crystallization from glacial acetic 
acid, melted at 190°C. (literature 183°C.). A further recrystallization of a 
portion of the product from a chloroform-alcohol mixture showed no 
change in melting point or spectrophotometric characteristics. 

Nitrogen determination by a semimicro Kjeldahl method gave a pure 
dye content for the product of 100.4 per cent; titration with titanium tri¬ 
chloride, using di-sodium citrate as a buffer, gave a pure dye content of 
99.6 per cent. 

Preparation of Solutions .—A 31.02 mg sample of dye, weighed on a 
semimicro balance, was dissolved in sufficient U.S.P. chloroform to make 
the volume exactly 100 ml. Aliquot portions of this solution were then 
diluted with chloroform to give the concentrations shown in Table 1. 

The chloroform solution of D&C Violet No, 2 (Chart 1) shows a char¬ 
acteristic flattened absorption curve with a peak at 587 ± 2 mj«. The ratio 
of Emo mju/E«oo mM was found to be 1.00 ±0.02. Deviations from Beer’s 
law at 587 m^ are lees than 1 per cent. 

All optical measurements were made with a General Electric recording 
spectrophotometer using an 8 mp slit. Melting points were taken on a 
fisher M. P. Block. 

> G. R. Clark and 8. H. Newburger, ‘‘Speotropbotometric Analysis of Coal-Tar Colors I. Eat. DdcC 
Yellow No. 6.*’ This Journal, 27, 576 (1944). 

* Meyer and San^r. Ann,, 420, 122 (1920). 

I Friedla^r and Seniek, Cham, Zentr., 1904, II. 339. 
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CURVl NO. 

CONCKNTRATION 

(CHART 1) 


mg/littr 

1 

3.88 

2 

7.76 

3 

15.51 

4 

31.02 


m /x 


OONCKimiATiaW 



Av. 0.0362 
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APPLICATION TO COMMERCIAL SAMPLES 

A commercial sample of D&C Violet No. 2 was analyzed spectrophoto- 
metrically, following the procedure described for the standard sample. 
The curve is shown on Chart 2 and the data in Table 2. 



Chart 2.—Commercial Sample of D&C Violet No. 2 in chloroform. 
Curve 1—31.90 mg./liter. 

Cells—1 cm. 

A—Corning Didymium Glass 512, 6.0 mm. 

(Absorption peaks at 400.4, 441.4, 477.1, 529.0, and 684.8 mAt.) 
B—Corning Didymium Glass 592, 4.02 mm. 

(Absorption peak at 583.7 nift.) 

C—Signal Lunar White Glass H-6946236. 


Table 2. —Analysis of commercial sample of D&C Violet No. 2 


OONdNTHATION 

Eiit m/x 
(w CHOU) 

DT> 

8PXCTB0PB0T0- 

MSTRICALLT 

1 

DTI BT 

TITRATION 

WITH TiCU 

DTI TBOK 
NiOONTBNT 

mg/lUtr 


per cent 

per eeiU 

percent 

31.90 

1.089 

94.3 

93.4 

98 
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A portion of this commercial sample after several recrystallizations 
from glacial acetic acid gave an extinction per milligram of 0.0362, cor¬ 
responding to a pure dye content of 100 per cent by comparison with the 
laboratory sample. 

SUMMARY 

Spectrophotometric data for chloroform solutions of purified D&C 
Violet No. 2 are presented. Beer’s law is shown to be applicable; the extinc¬ 
tion per milligram/liter is 0.0362 + 0.0002 at the absorption peak, 587 ±2 
m/x; the extinction ratio E 550 m/x/Eeoo m/x is 1.00 ±0.02. 

Application is made of these data to the determination of pure dye in a 
commercial sample of the color. 


DETERMINATION OF LEAD IN LAKES OF COAL- 
TAR COLORS 

By Lee S. Harrow (Food and Drug Administration, 

Federal Security Agency, Washington, D. C.) 

Studies of several methods for the determination of small amounts of 
lead in foods and biological materials have been reported by Wichmann 
et at (1), Clifford (2), and others. The dithizone method for estimating 
lead in foods has been adopted as tentative in the “Official and Tentative 
Methods of Analysis,” A.O.A.C., Sixth Edition (1945) 29.34. Ettelstein 
(3) has reported the application of this method to the determination of 
lead in straight coal-tar colors. However, the determination of lead in lakes 
of coal-tar color offers additional problems. In the study to be described, 
separate methods were developed for aluminum lakes extended upon 
alumina, and for lakes containing barium and calcium. 

ALUMINUM LAKES 

Under the conditions usually employed in the extraction of lead as 
the dithizone complex from aqueous solutions, aluminum hydroxide is 
precipitated when considerable quantities of aluminum are present. Clif¬ 
ford (2) has shown that lead is occluded vdih the precipitate, and that the 
occluded lead is not recovered by the dithizone separation process even 
when a large amount of citric acid is used. 

Table 1 is a tabulation of typical coal-tar color aluminum lakes showing 
the approximate percentages of aluminum oxide. 

In order to eliminate these two possible sources of error, the Methods of 
Analysis (4) offers a means of separating the lead as lead sulfide from the 
interfering substances. The procedure consists essentially of precipitating 
the lead as lead sulfide at a pH of 3.0-3.4, filtering and dissolving the sul¬ 
fides with hot concentrated nitric acid, then extracting the lead with di- 
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Table 1. —Typical aluminum lakes 


COLOR LAXIB 

ALVHXNini 

OZIOl 

PD&C Blue No. 1 

ptrcmi 

87 

FD&C Red No. 1 

58 

FD&C Yellow No. 5 

85 

FD&C Yellow No. 6 

83 

D&C Green No. 1 

88 


thizone solution. This method was modified to make it applicable to alu¬ 
minum lakes of coal-tar colors. 

EXPERIMENTAL 

APPARATUS 

The apparatus for the operation as shown in Figure 1 consists of a pre¬ 
cipitation tube fitted with various inlets to permit introduction of the 
sample, introduction of hydrogen sulfide, release of excess hydrogen sulfide, 
and transfer of the precipitated lead sulfide to the filter. 

Careful preparation of the filter is essential in order to allow rapid 
filtration with complete retention of the precipitate. “Celite^^ or other 
similar filter aid placed on a fine porosity sintered glass filter gives satis¬ 
factory results. For quantities of lead between 20 and 300 micrograms, 
approximately 0.5 gram of the filter aid should be placed on the filter and 
washed thoroughly, first with concentrated nitric acid, then with water 
before use. 

Particular attention should be paid to the cleanliness of the apparatus. 
In this work all glassware was washed successively with scouring powder, 
tap water, concentrated nitric acid, and distilled water. The precipitation 
apparatus was washed with concentrated nitric acid and water after each 
run. 

REAGENTS 

All reagents should be lead free (5). Any convenient source of HjS may be used. 
The gas should be scrubbed first with (1:1) HjSO* (v/v), then with distilled water, 
before being passed into the solution. 


METHOD 

Weigh 2 g of the sample into a 500 ml Kjeldahl digestion Bask, add 10 ml of cone. 
H2SO4 and 10 ml of cone. HNOi, and digest on a low flame until SOi fumes appear. 
Add successive 5 ml portions of cone. HNOt (waiting until SOi fumes appear before 
adding each succeeding portion) until all organic matter is in solution. Slowly intro¬ 
duce 5-10 ml of a (1:1) mixture of cone. HNCH and 60-70% HCIO4, and continue 
the digestion until the white ppt. formed showed the first signs of spattering. Allow 
the flask to cool and cautiously add 5 ml of H20 and then a few drops of cone. NH4OH. 
Swirl the flask vigorously and cool under running water. Add 20 ml of 50% (w/v) 
citric acid soln and adjust the pH to 3.0-3.4 (bromophenol blue) with cone. 
NH4OH. Add 1 ml of CUSO4 soln containing 1 mg Cu per ml and transfer the soln 
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to the pptn tube (B) of the sulfiding apparatus. Bubble H*S thru the soln at a rate 
of ca 2 bubbles per sec. for 3-6 min. and filter the resulting suspension thru (C) at a 
rate of ca 1 drop per sec. When filtration is complete remove the receiver containing 
the filtrate and attach a suction test tube as shown in Figure 1 (E). Add 3 ml of hot 
cone. HNOi thru the separatory funnel (A) and draw thru the filter, followed with 
2 ml of hot water. Detach the filter and pass an additional 3 ml of hot cone. HNOj 
thru the filter, wetting all sides. Again follow with 2 ml of hot water. If the filter 
is still colored with PbS, wash again with hot cone. HNOi and water. Wash the 
dissolved sulfides into the pptn tube (B), wetting all sides to take up any residual 
lead sulfide and then into a 50-100 ml glass-stoppered conical flask. Stopper and 
shake for a few sec., then remove the stopper and boil until the soln clears, to remove 
the last traces of HsS and to coagulate any free sulfur present. 

Transfer the soln to a 250 ml separatory funnel. Wash the flask with two 5 ml 
portions of distilled water and add the washings to the main soln. Add 10 ml of 50% 
(w/v) citric acid soln, 5 ml of 10% sodium cyanide soln, a few drops of hydroxyla- 
mine hydrochloride soln to prevent oxidation of the dithizone, adjust the pH to 
8.5-9.5 (thymol blue) with cone. NH 4 OH and proceed with the dithizone extraction 
and electrolysis as described in the A.O.A.C. Book of Methods (6). 

RESULTS 

The method was used to determine lead in a composite sample of D&C 
Blue No. 1, Aluminum Lake, containing approximately 88% of aluminum 
oxide. Quantities of lead ranging from 20 parts per million to 150 parts 
per million were added to 2 gram samples. Recoveries obtained are given 
in Table 2. As shown in Table 2, an average recovery of 99 per cent was 
obtained. 


DISCUSSION 

The success of the method depends for the most part on the complete 
solution of the digestion mixture upon neutralization. The follo^^ing condi¬ 
tions were noted as being conducive to complete solution: 

(1) The neutralization should be carried out slowly and with vigorous 
agitation to allow action of the ammonium hydroxide on the solid ma¬ 
terial. As the pH of 3.0 is approached, the solution should be allowed to 
heat up. Fifteen to twenty minutes is usually a suflficient time for the addi¬ 
tion of the ammonium hydroxide if the solution has been adequately heated 
and swirled. 

(2) If at the completion of the neutralization the solution contains solid 
material or is translucent, allow the solution to stand about 10 minutes. 
This usually brings about complete solution. 

The color changes of bromophenol blue range from yellow at pH 3.0 
through olive to purple at 3.4 or above. The pH range for the quantitative 
precipitation of lead sulfide without co-precipitation of ferrous sulfide 
is from 2.5*~3.4 (orange-yellow with thymol blue to incipient purple or 
olive-green with bromophenol blue). Adjustments should be made only 
from the acid side to avoid any permanent precipitation of the hydroxides. 
(Addition of citric acid, cooling of the iron solution, and agitation should 
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prevent the precipitation of aluminum, iron, or alkaline earth hydroxides.) 
When enough iron is present to mask the color, final adjustments of the pH 
should be made on a spot plate. 

Copper acts as a good collector of lead and also as a filter aid (2). (It 


Table 2. —Recovery of lead 


BLANK* 

MICBOGBAIIB 

Pb 

Pb 

AODIO 

BQUIVALINT TO 

PBR CBNT 

Pb 

RKCOVIRBD 

NIT 

RBCOTBRT 

PBR CBNT 

AySRAOB 

PBR CBNT 


microfframf 


microgrami 

microoram 



20 

40 

0.0020 

57 

37 

93 

97 




59 

39 

98 





58 

38 

95 





59 

39 

98 





60 

40 

100 


27 

100 

0.0050 

124 

97 

97 

99 




129 

102 

102 





127 

100 

100 





127 

100 

100 i 





125 

98 

98 


29 

160 

0.0080 

190 

159 

99 

99 


1 


193 

162 

101 





190 

159 

99 





188 

160 

100 





186 

158 

99 


28 

200 

0.0100 

227 

200 

100 

97 




! 219 

192 

96 





228 

201 

100 





230 

202 

101 





227 

199 

100 


28 

300 

0.0150 

325 

297 

99 

100 




328 

300 

100 





329 

301 

100 





327 

299 

100 





335 

308 

103 





328 

300 

100 



* The blank included the electrode blank, reagent blank, and dye without added lead. 


has been found that for a quantity of lead ranging from 10 to 300 micro- 
grams, 1-5 mg. should be added.) 

CONCLUSION 

The method described above appears to give accurate and reproducible 
results. 
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BARIUM, CALCIUM, AND STRONTIUM LAKES 

The usual wet digestion methods cannot be used for the decomposition 
of alkaline earth lakes because of the insolubility of the digestion residue 
(calcium, barium, or strontium sulfates) in alkaline solution. Determina¬ 
tion of lead in cosmetics by a dithizone extraction method following fusion 
with an excess of sodium and potassium carbonates has been described by 




682 ASSOCIATION 07 07HCIAL AOBICOUTURAL CaiSltlSTS [Vol, SI, No. S 


Kress (7). The method described herein represents a modification of this 
procedure applicable to the analysis of color lakes. 

BZPBSIMBNTAL 

REAGENTS 

Sodium carbonate, —Lead free, analytical grade. 

Potassium carbonate. —Lead free, analytical grade. 

Sodium nitrate. —Lead free, analytical grade. 

Sodium carbonate soln. — 5% (w/v). 

Hydrochloric acid. —(2:5) (v/v). 

METHOD 

Place 2 g of the lake, 4 g of NajCOj, 6 g of K 2 CO 8 , and 0.5 g of NaNO* in a 
platinum crucible of suitable size. Mix thoroly. Heat carefully until the color is car¬ 
bonized, then heat to about 850®C. and hold at that temp, for 15 minutes. If a con¬ 
trolled muffle furnace is available, it is only necessary to place the fusion mixture 
in the cold furnace and raise the temp, gradually to 850°C. over a two-hour period. 
Usually 15-30 min. heating at 850®C. is sufficient to complete the fusion. 

When fusion is complete, allow the crucible and contents to cool below 100®C., 
then add 2 or 3 ml of water and heat over a low flame, using care to prevent spat¬ 
tering, until the contents can be separated from the crucible. Transfer the fustnl 
mixture to a 150 ml beaker with the aid of about 25 ml of hot water. Boil until the 
caked material is completely disintegrated, then filter thru a retentive filter paper. 
Wash the residue on the filter with tw’o 15 ml portions of hot 5% NajCOi soln. Lead 
will be in both filtrate and residue. Transfer the filtrate to a separatory funnel and 
proceed to extract the lead from the filtrate as directed under aluminum lakes. Dis¬ 
solve the residue on the filter in 10-20 ml of the hydrochloric acid soln, wash the 
filter with water and add washings to the soln. Boil the soln to expel carbon dioxide, 
then transfer to a separatory funnel and extract the lead as directed above. Com¬ 
bine with the chloroform extracts from the soluble portion of the fusion products and 
determine the total lead by the electrolytic method. (6) 

RESULTS 

The method described was used to test the recovery of lead ranging from 
40 micrograms to 200 micrograms added to 2 gram samples of D&C Red 
No. 9, Barium Lake. The average recovery was 98 per cent. Results are 
shown in Table 3. 


DISCUSSION 

The use of sodium nitrate in the fusion mixture serves a dual purpose; 
the lead is kept oxidized, thus minimizing the possibility of loss of lead 
through volatilization, and the fusion temperature is lowered as a result 
of its flux properties. 

CONCLUSION 

The method described above appears to give accurate and reproducible 
results. 



1948] 


HABBOW: LEAD IN LAKES OF COAL-TAB COLOBS 


683 


Table 3. —Recovery of lead 


aLANK* 

mCBOOBAMS 

Pb 

Pb 

aooiD 

XQVIVALENT TO 

PIB CENT 

NET Pb BBCOVEBBD 

A7BB4Ca 

BBCOTBBT 


mieroeramt 


mierofframt 

per cent 

per eeni 

40 

40 

0.0020 

37 

93 

97 




36 

90 





39 

97 





42 

106 





39 

98 


41 

80 

0.0040 

76 

96 

97 




79 

98 





73 

91 





80 

100 





79 

98 


41 

100 

0.0050 

101 

101 

99 




100 

100 





96 

96 


! 



100 

100 





98 

98 


41 

120 

0.0060 

115 

96 

98 




121 

100 





118 

98 





118 

98 


41 

200 

0.0100 

201 

100 

99 




201 

100 





198 

99 





197 

98 





200 

98 



* The blank includes the electrode blank, reagent blank, and lead originally present in the lake. 
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DETERMINATION OF ROTENONE IN SMALL 
SAMPLES 

By Merriam A. Jones and Caleb PagAn^ 

The rotenone content of an individual root or part of a root is often 
required in a breeding and selection program or a physiological study. In 
such instances the quantity of plant material available for analysis is 
frequently so small that the regular gravimetric® or titrimetric methods* 
cannot be used. 

Two modifications of these methods have been devised for the deter¬ 
mination of rotenone in small samples. Since the methods involve less 
than one-tenth the amount of sample required by the official macro 
methods, they might properly be termed micro methods. 

In devising the procedure it was desired that the new methods should 
involve the same principles as the official method so that the results ob¬ 
tained would be directly comparable. This end was accomplished by using 
a micro beaker to which was sealed a spout containing a sintered glass 
filter. Small samples can be handled in this de\fice without involving the 
numerous transfers required by the macro methods. The micro beaker 
shown in Figure 1 is an inexpensive stock item in catalogs of laboratory 
apparatus. The procedure was so arranged that, after the extraction of the 
sample, either a gravimetric or titrimetric method could be used. 



Fig. 1.—Micro beaker, for use in determination of small samples. 


1 Former chemist and present chemist, respectively, Federal Experiment Station in Puerto Rioo, 
MayagQes, P. R. 

* A.O.A.C., Official and Tentative Methods of Analyeie, Ed. 6 (1946). 

t Jones, Howard A. *'A Titrimetric Step in Determining Rotenone." Ind. Bng. Chem., Anal. Sd., 10 
084 (1938). 
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EXTRACTION OF SAMPLE 

Weigh 2.000 gm of powdered root, ground to pajss a 0.5 mm sieve and mix in 
a one-ounce screw-cap bottle with 0.66 gm of Norite-A decolorizing carbon. Add 
20.0 ml of chloroform. Screw on the cap tightly and weigh to the nearest hundredth 
gram. (The inner surface of the cap of the screw-top bottle should be lined with cork 
or paper to prevent leakage and this material should be protected from the chloro¬ 
form by aluminum foil.) Shake 4 hours, leave overnight, and shake 1 hour. Weigh 
the bottle, and replace any solvent lost by evaporation. Cool in ice bath for 30 min. 
and filter thru fast filter paper (11 cm). During filtration, cover the funnel with a 
beaker cover and plug the neck of the receiving flask with cotton to reduce loss by 
evaporation. Sample the filtrate after it has come to room temp. 

ORAVIBJETRIC PROCEDURE 

Pipet 5.00 ml of the extract into a tared micro beaker (Fig. 1). Evaporate solvent 
on a steam bath while passing a slow current of air thru the beaker by means of 
suction on the filter spout. (The steam bath used consisted of a wide-mouth conical 
flask (250 ml), containing boiling chips or an anti-bump capillary.) Pipet another 
5.00 ml of the extract into the beaker and evaporate as before. Add 2 ml of CCU 
to the resinous residue, warm, and swirl. Evaporate solvent as before and repeat 
with another 2 ml of CCI4. Cool and weigh to the nearest hundredth gram. (Weigh¬ 
ings for the purpose of replacing evaporated solvents may be made on a torsion bal¬ 
ance which allows for rapid weighing to .01 gram.) Multiply the weight of the 
residue in hundredths grams by 10 and add this number of ml of CCI4 saturated 
with rotenone. Weigh beaker to .01 gram and warm to dissolve resin. When cool, 
reweigh, and replace with pure solvent any CCI4 lost by evaporation. Cool in ice 
water and seed, if necessary, until solvate crystallizes. Keep at 0®C. for 4 hours or 
overnight. Filter by applying light suction to the spout. (For filtration an ordinary 
suction flask was used. A conical hole was cut in the rubber stopper so that the filter 
spout could be readily inserted and removed.) Add a volume of alcohol saturated 
with rotenone at room temp, equal to the volume of rotenone-saturated CCI4 
previously used. Weigh beaker to .01 gram, and warm to dissolve solvate in alcohol. 
Ileweigh, and iei)lace with pure solvent any alcohol lost by evaporation. Leave at 
room temp. 4 hours or overnight. Filter by gravity using a light suction to remove 
last of alcohol. Dry at 105° for 30 min., cool, and weigh to 0.1 mg. This weight 
minus the tare is multiplied by 100 to give the per cent rotenone in the root. 

VOLUMETRIC PROCEDURE 

Proceed as described under gravimetric procedure down to the point at which 
alcohol is added to the rotenone-CCU complex. At this point, instead of adding alco¬ 
hol, add 2 ml of acetone. Warm to dissolve precipitate in acetone, and evaporate 
acetone on steam bath. Add 0.5 ml of dichloroacetic acid and warm until soln is 
effected. Cool in ice-water for 2 min. while swirling. Add 10 drops of ice-water drop- 
wise at the rate of 4 drops per min. w'hilc swirling the beaker. (The dropping pipet 
should consist of a glass tube drawn out so that about 40 drops equal 1 ml.) Seed 
with rotenone-dichloroacctic acid complex and add 5 drops of ice-water at 30-sccond 
intervals. Precipitation usually occurs within 5 min. If no precipitate forms, add 
ice-water dropwise at the rate of 4 drops per min., wdiilc swirling the beaker in the 
ice-water bath, until precipitation occurs. Swirl for several min. in the ice-water 
bath to complete the precipitation. Add 10 drops of ice-water at 10-sec. intervals 
while shaking. Add 10 drops rapidly while shaking, and then add 20 drops without 
shaking. Filter by tilting the beaker and applying gentle suction at the spout. 
Wash precipitate with 25 ml of water. Dissolve precipitate and wash out of device 
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with 5 ml of chloroform into a 60>ml beaker or conical flask. Add 10 ml of freshly 
boiled water, 3 drops 0.1 per cent phenolphthalein, and titrate with 0.01 N NaOH. 
Each ml of 0.1 N NaOH is equivalent to 3.04 mg of rotenone. 

RESULTS AND DISCUSSION 

The same precautions required in the official gravimetric method and 
its titrimetric modification should be observed in the micro methods. Two 
sources of possible error should be specially considered: (1) Incomplete 
crystallization of the solvate, and (2) loss of resin particles by entrainment 
when evaporating the chloroform. By following the method exactly as 
outlined crystallization of the CClr-rotenone complex should be obtained 
with minimum loss of resin by entrainment. 

In the volumetric procedure it is essential that a crystalline rotenone- 
dichloroacetic acid precipitate be obtained. If an amorphous complex is 
obtained, excess acid will be retained by the precipitate introducing an 


Table 1. —Comparison of the results obtained by three methods in rotenone analysis 
of some derris and lonchocarpus root samples 


SAMPLB 

BOTXNONI 

omciAL 

MACRO 

(UtAVIMKTRlC 

MICRO 

VOLUMITRIC 

MICRO 


P«r end 

Per cent 

Per cent 

Derris 1 

1.8 

1.85 

1.90 



1.81 

1.82 

Derris 2 

4.2 

4.17 

4.21 



4.12 

4.32 

Derris 3 

4.7 

4.62 

4.76 



4.79 

4.80 

Derris 4 

5.6 

5.60 

5.68 



5.58 

5.66 

Derris 5 

6.9 

5.82 

6.86 



6.01 

5.82 

Derris 6 

7.2 

7.19 

7.17 



7.25 

7.23 

Lonchocarpus 1 

4.5 

4.47 

4.46 



4.52 

4.60 

Lonchocarpus 2 

5.6 

5.59 

5.63 



5.55 

6.61 

Lonchocarpus 3 

7.3 

7.22 

7.41 



7.30 

7.19 
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error of unknown magnitude. For comparison of the results of the micro 
methods with the official macro method, a series of derris and loncho- 
carpus samples were chosen of low, medium, and high rotenone content. 
The results of the analyses by the three methods are shown in Table 1. 

SUMMARY 

Methods are described for the analysis of small samples of rotenone 
by a gravimetric and by a titrimetric procedure. The results compare 
favorably with those obtained by the official macro method. 


DENSITY AND REFRACTIVE INDICES OF 
LACTOSE SOLUTIONS 

By Emma J, McDonald and Anne L. Turcotte (National Bureau of 
Standards, Department of Commerce, Washington, D. C.) 

I. INTRODUCTION 

Lactose, the disaccharide commonly known as milk sugar, has for many 
years been of commercial importance. Until recently its principal use w^as 
in the manufacture of phannaceuticals, food products, and in the prepara¬ 
tion of modified diets; however, the penicillin industry now also requires 
large quantities of this sugar.' 

In the present investigation measurements have been made to deter¬ 
mine the densities and refractive indices of lactose solutions. The tables 
here presented are expected to be of use to the investigator working with 
the pure solutions, as well as to the analyst dealing with solutions in w’hich 
the total solids may be calculated as lactose. 

II. PREPARATION OF LACTOSE 

The lactose used in this investigation was carefully prepared by re¬ 
peated crystallizations of the commercial product. The procedure con¬ 
sisted in heating a 50-per cent solution in a water bath at 90°C., treating 
with decolorizing carbon, and filtering. The filtrate was then seeded 
with a-lactose hydrate crystals and stirred continuousl}’^ while cooling in 
an ice bath. The resulting crystals, which were uniformly small and well 
formed, were purged on a centrifugal machine and washed consecutively 
wdth cold water and alcohol. After three crystallizations the ash content 
had decreased to .002 per cent and remained constant. The specific rota¬ 
tion of a-lactose hydrate in equilibrium solution is 4-50.53°. Thus the 
direct-reading of a 10 per cent solution would amount to -f30.35°. The 
effect of the last traces of impurities on this reading is too slight to affect 

»E. O. WThittier, /. Dairy Science, 27, 505 (1944); a review, “Lactose and Its Utilisation,” contains 
many references to work on lactose. 
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the accuracy. Analysis by the method of Munson and Walker also showed 
the product to be unchanged within the accuracy of the method. Here, as 
in the case of specific rotation, small traces of impurities would not affect 
the results noticeably. We, therefore, believe that ash content is a more 



HOURS 

Fio. 1.—Dehydration of a-lactose hydrate at 85°, 120°, and 130°C. in vacuum. 


reliable criterion for purity. The recrystallized product was dried in air 
and stored in a desiccator over commercial a-lactose hydrate. Under these 
conditions the vapor pressure was so maintained that loss of water of 
crystallization was prevented. 

Lactose hydrate contains one molecule of water of crystallization, 
which amounts to 5 per cent of the total weight. Any change in the water 
of hydration would be reflected as an error in the percentage composition 
of the prepared solutions, and hence in the reported physical constants; 
we, therefore, carefully investigated the composition of the crystals as to 
moisture content and were assured that we were dealing with a hydrate 
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of uniform composition. Many moisture determinations were run in order 
to determine the most favorable conditions for this analysis. 

The results obtained when the hydrate was dried in a vacuum at 86°, 
120°, and 130°C. are shown in Figure 1. In all cases the loss in water was 
accompanied by some decomposition of the sugar as indicated by a yellow¬ 
ing of the sample. This discoloration was more pronounced in the recrystal¬ 
lized sugar than in the original commercial product. Because the ash con- 



HOURS 

Fig. 2.—Dehydration of a-lactosc hydrate at 120*C. in vacuum. 

tent decreased on recrystallization from 0.0135 to 0.002 per cent, it is 
suggested that a buffering material is present in the commercial product 
and that this retards decomposition. The minimum discoloration during 
loss of water appeared to take place at 120°C., and, therefore, this tem¬ 
perature was subsequently used in determining the moisture content. The 
dr3ring curves shown in Figure 2 are representative of those obtained dur¬ 
ing the progress of the investigation. Inspection of these curves shows the 
danger of using an arbitrary time when determining the moisture content 
of any given sample of a-lactose hydrate. 
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III. PHYSICAL MEASUREMENTS 

The range in concentration where accurate density and refractive index 
measurements can be made is limited by the relatively low solubility of 
lactose and by the readiness with which supersaturated solutions tend to 
deposit crystals. At 20°C. a saturated solution of lactose contains 16 per 
cent of the sugar, a low value as compared with 49, 67, and 70, the re¬ 
spective percentages of saturated dextrose, sucrose, and levulose solutions 
at this temperature. Supersaturated solutions deposit lactose hydrate 
crystals with great ease, and thus limit the reliability of measurements 
made upon them. We have, therefore, carried out density and refractive 
index measurements with high precision in the range of unsaturation. 
The values reported for supersaturated solutions, although not obtained 
with the same precision, are suitable for many purposes and thus were 
included in this investigation. 

1. DENSITY OF LACTOSE SOLUTIONS 

Density measurements were made in a carefully calibrated flask. When 
filled to the lowest graduation at 20^C., this flask contained 126.333 ml. 
Its neck, 6 mm inside diameter, was graduated in 10 divisions at intervals 
of 0.02 ml. The volume reading could be estimated to one-tenth of one 
of these divisions, thus permitting a precision slightly greater than two 
units in the fifth place of density. The flask was recalibrated from time to 
time during the progress of the investigation, and the volume was found 
to be constant within the error of reading. 

A quantity of a-lactose hydrate was introduced into the weighed flask 
and accurately weighed. The sugar was dissolved in distilled water, and 
air was removed from the solution by placing the slightly warmed flask 
in an environment of reduced pressure, care being taken to avoid spatter¬ 
ing during this procedure. Water was then added to some point within 
the graduation, and the flask was rotated in such a way that the solution 
did not wet the upper part of the neck of the flask. After removing the 
water adhering to the flask above the solution by means of a current of 
dry air, the flask was placed in a thermostat and the final volume taken 
when the solution had come to temperature. Since the manipulation was 
time-consuming, mutarotation was completed before the final observation 
of volume.^ 

At the time of each weighing, the density of the air in the balance case 
was determined by weighing a glass bulb, whose true mass had been 
determined at this Bureau. All weights were converted to weight in 
vacuo, the value for the density of solid a-lactose hydrate being taken 
as 1.540 in accordance with the determinations recorded below. 

The experimental data are assembled in Tables 1 and 2. From these ob- 

* The procedure used in making the density determinations was essentially that described by Jackson 
and Matthews in their work on levulose. NBS lour. Reaeareh, 8, 405 (1932) R P 426. 




Table 1. —Density of lactose solutions at 20.0^C, 
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* D? -.99707 +.0037176P +.00001263i>«. 
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served values the folIoTving equations were calculated by the method of 
least squares. Here the density of a lactose solution is expressed as a func¬ 
tion of the percentage (p), of a-lactose present. 

20 

(1) D« = .99823 + .003739p + .00001281p* 

(2) 0*4*= .99707 + .003717p + .00001263p* 

The deviation of the observed values from those calculated by formula 
are given in the last column of each table. The observed values show a 
mean deviation of less than 3 in the fifth place at 20°C., and less than 2 at 
25°C., from those calculated by formula. We, therefore, believe that the 
formulas are valid to a few units in the fifth decimal. 


X 

Table 3.— Density of lactose solutions at S0° and SB^C. 


a LACTOSI 

BTDBATI 

Df* 

Dl’ 

a LACT081 

HTDRATB 

Df’ 

ptrewX 

0 

.99823 

.99707 

20 

1.0782 

1 

1.00198 

1.00080 

22 

1.0869 

2 

1.00576 

1.00456 

24 

1.0956 

3 

1.00956 

1.00834 

26 

1.1045 

4 

1.01339 

1.01214 

28 

1.1136 

5 

1.01725 

1.01597 


. 1.1227 

6 

1.02113 

1.01983 

32 

1.1320 

7 

1.02503 

1.02371 

34 

1.1414 


1.02896 

1.02762 

36 

1.1509 

9 

1.03292 

1.03155 

38 

1.1605 

10 

1.03690 

1.03551 


1.1702 

11 

1.04091 

1.03949 

42 

1.1801 

12 

1.04494 

1.04350 

44 

1.1900 

13 

1.04900 

1.04753 

46 

1.2001 

14 

1.05309 

1.05159 

48 

1.2104 

15 

1.05720 

1.05568 

50 

1.2207 

16 

17 

18 

1.06133 
1.06550 

1.06968 

1.05978 

1.06392 




• Dj" -.99823+.003739p+.00001281p». 

» DJ* - .99707 +.003717fip +.00001263p». 

• Df - .9982 +.00370P +.0000160p>. 


The values now given in the literature for the density of lactose solu¬ 
tions have been determined in connection with specific rotation studies. 
The work of Schmoeger (1), as well as that of Fleischman and Weigner (2), 
will be considered because these investigators extended their observations 
to supersaturated solutions. Schmoeger reported values for the density of 
lactose solutions containing as much as 36 per cent of the sugar. His 
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values are given to the fourth decimal place. Fleischman and Weigner 
obtained data on solutions containing as much as 69 per cent of lactose. 
The latter authors report that great difficulty was encountered in prepar¬ 
ing solutions of the higher concentrations and hence only few observations 
were made. We believe that the inclusion of density values on supersat¬ 
urated solutions, although they cannot be obtained with great precision, 
may be of value to investigators working with this sugar. Therefore, we 
have applied the method of least squares to the data presented by these 
early investigators on supersaturated solutions for concentrations as high 
as 50 per cent and obtained the following equation relating the density to 
the percentage concentration. 

20 

(3) D 4 = .9982 + .00370p + .OOOOlSOp* 

Tables 3 and 4 are working tables containing density values for unsatur¬ 
ated solutions and for saturated solutions of concentrations up to 50 per 
cent. The values for unsaturated solutions are based on equations ( 1 ) and 
( 2 ) while those for the supersaturated solutions were calculated by use of 
equation (3). 


Table 4 .— Density of lactose solutions at 20^C. 


ANHTDKOUS 

LACTOSB 

or 

AKHTDRODS 

LACrOBK 

Df 

Vwcmi 


pfr cent 


1 

1.00218 

18 

1.07367 

2 

1.00616 

20 

1.0827 

3 

1,01016 

22 

1.0919 

4 

1.01420 

24 

1.1012 

5 

1.01824 

26 

1.1107 

6 

1 .02236 

28 

1.1203 

7 

1.02647 

30 

1.1300 

8 

1.03062 

32 

1.1399 

9 

1.03480 

34 

1.1498 

10 

1.03901 

36 

1.1600 

11 

1.04324 

38 

1.1702 

12 

1.04750 

40 

1.1806 

13 

1.05179 

42 

1.1911 

14 

1.05611 

44 

1.2017 

15 

1.06046 

46 

1.2125 

16 

1.06484 

48 

1.2234 

17 

1.06924 

50 

1.2345 


2 . DENSITY OF CRYSTALLINE LACTOSE 

The density of the crystalline a-lactose hydrate® was required in order 
to convert the weight in air to weight in vacuum. 

* Previous values ||3] Lichtenstein 1.543, Boedeker 1.5384. Filhol 1.534, Joule and Playfair 1.530, and 
Pionohon 1.525 [4] Hudson and Brown 1.54 (Sp. gr. a-lactose hydrate), 1.59 (sp. gr. ^-lactose). 






■Density of crystcUline lactose 
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« li 

1.5405 

1.5401 
1.5395 
1.5394 

1.5404 

1.5402 

1.5400 

1 

1.5895 
1.5890 

1.5896 

1.5893 


is 

ml 

12.4022 

12.4049 

12.4099 

13.0320 

6.6696 

6.6703 

average 

it 

ml 

14.3910 

14.3964 

14.3908 

average 

1 


ml 

114.0243 

114.0789 

113.9784 

113.3277 

119.7836 

119.6989 

112.0794 

111.9537 

112.0357 

TOTAL 


ml 

126.4265 

126.4838 

126.3883 

126.3597 

126.4532 

126.3692 

126.4704 

126.3501 

126.4265 

Ii 

(vacuum) 

ff 

98.5649 

98.6121 

98.5252 

97.9627 

103.5757 

103.5025 

96.8837 

96.7750 

96.8459 

if 

1 ! 

el 

0 

19.1054 

19.1054 

19.1054 

20.0613 

10.2736 

10.2736 

iff 

e 

22.8752 

22.8752 

22.8752 


e 

0.86441 

0.86441 

0.86444 

0.86442 

0.86442 

0.86442 

0.86472 

0.86468 

0.86467 

0.86469 

0.86469 

0.86469 

0.86469 

1 

1 

ml 

100.2355 

100.0915 

100.2285 

100.1765 

100.1425 

average 

100.1685 

100.1805 

100.1235 

average 

WBIOHT 

PUBS 

11 

0 

86.6441 

86.5196 

86.6413 

86.5947 

86.5650 

86.6176 

86.6241 

86.5739 


> Samples of toluene from two dififerent lots were used for these experiments. The density of toluene recorded in the detnminations on /i-lactose is the 
for the second lot of reagent. 
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The lactose was weighed in a calibrated flask, and the flask was filled 
with dry toluene saturated with lactose at 20®C. The trapped air was re¬ 
moved from the crystals by applying gentle suction while rotating the 
flask. All weights were converted to weight in vacuo. The results of these 
measurements are given in Table 5. The density of lactose hydrate was 
found to be 1.540. The density of commercial jS-lactose, an anhydrous form 
that has found extensive commercial use because of its greater solubility, 
was found to be 1.580. 


3. REFRACTIVE INDICES 

The refractive indices of unsaturated solutions of lactose at 20®C. and 
25®C. were determined by use of a carefully calibrated immersion refractom- 
eter under accurately controlled conditions of temperature. All measure¬ 
ments were made in a constant temperature room whose temperature 
was maintained within two degrees of that at which the water in the bath 
surrounding the instrument was held. 

The instrument was inserted in a large glass tube, 83 mm in diameter 
and 350 mm in length. This contained sufficient water to surround the 
instrument cup containing the sugar solution. The glass tube with the 
suspended instrument was placed in a constant temperature water bath 
so that only a small part of it extended above the surface of the water. A 
thermometer was placed beside the instrument. Illumination was supplied 
by an electric bulb submerged in a glass tube similar to that containing 
the refractometer. The floor of the bath reflected the light into the instru¬ 
ment. Under these conditions a very sharp line characteristic of total 
refraction was observed, permitting a precision, and an estimated accu¬ 
racy, of 0.1 to 0,2 of a scale division in the reading of the instrument. 

The conversion tables supplied by the manufacturer are based on read¬ 
ings for distilled water. In accord with these tables the instrument was 
set at 14.50 at 20°C. and at 13,25 at 25°C. These readings are equivalent 
to indices of 1.33299 at 20°C. and 1.33252 at 25®C. Readings on distilled 
water w^ere made frequently, thus insuring the setting of the instrument. 
The arbitrary scale readings were converted to refractive indices by use 
of the manufacturer’s tables. 

Equations relating the refractive index to the concentration were pre¬ 
pared by subjecting the observed data to the method of least squares. 

(4) n^" = 1.33299 + .001409p + .00000498p* 

(5) n“ = 1.33251 + .001405p + .000004805p“ 

Tables 6 and 7 contain the observed data as well as those calculated by 
formula. 

The refractive indices of supersaturated solutions at 25°C., as well as 
those of all concentrations at IS^C., were determined with an Abb6 re¬ 
fractometer. The scale of the instrument used permitted readings to a few 



'Refractive indices of lactose solutions at S0,0**C. 
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units in the fourth decimal place. This was the limiting factor in the pre¬ 
cision of the readings since they were all made under carefully controlled 
conditions. Equations 6 and 7 are based upon these data. 

(6) n” = 1.3325 -t- .001384p + .00000624p* 

(7) no = 1.3334 -|- .001412p + .00000537p*. 

The observed data for indices of refraction, and also the values calcu¬ 
lated by the formulas, are given in Tables 8 and 9. Table 10 is included as 
a working table. It has been prepared by use of the proper formula for 
each temperature. 


Table 10.— Refractive indices of lactose solutions 


LACTOSB 

BTDBATS 

Do 

Dd 

n {? 

An /At 

per esnt 

1 

1.33392 

1.33440 

1.3348 

.000096 

2 

1.33534 

1.33583 

1.3362 

.000098 

3 

1.33677 

1.33726 

1.3376 

.000098 

4 

1.33821 

1.33871 

1.3391 

.000100 

5 

1.33966 

1.34016 

1.3406 

.000100 

6 

1.34111 

1.34162 

1.3421 

.000102 

7 

1.34258 

1.34310 

1.3436 

.000104 

8 

1.34406 

1.34458 

1.3451 

.000104 

9 

1.34554 

1.34607 

1.3466 

.000106 

10 

1.34704 

1.34758 

1.3481 

.000108 

11 

1.34855 

1.34909 

1.3496 

.000108 

12 

1.35006 

1.35062 

1.3511 

I .000112 

13 

1,35159 

1.35215 

1.3526 

1 .000112 

14 

1.35312 

1.35369 

1.3542 

.000116 

15 

1.35467 

1.35524 

1.3558 

1 .000116 

16 

1.35622 

1.35681 

1.3573 

.000118 

18 

1.3594 


1.3605 

.00011 

20 

1.3627 


1.3637 

.00010 

22 

1.3660 


1.3670 

.00010 

24 

1.3693 


1.3703 

.00010 

26 

1.3727 


1.3737 

.00010 

28 

1.3762 


1.3770 

.00008 

30 

1.3797 


1.3805 

.00008 

32 

1.3832 


1.3839 

.00007 

34 

1.3868 


1.3875 

.00007 

36 

1.3904 


1.3910 

.00006 


IV. SUMMARY 

Density and refractive index values are reported for lactose solutions 
over the range of unsaturation with a precision of 3 or 4 in the fifth decimal 
place at 20“C. and at 25°C. For solutions of higher concentrations, up to 60 
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per cent, the corresponding values are reported at 25°C., and refractive 
indices alone at 15® C. 
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BOOK REVIEW 


Dynamic Aspects of Biochemistry. By Ernest Baldwin, xviii +457 pages. The 

Macmillan Co., 60 Fifth Ave., New York, N. Y., 1947. Price $4.00. 

The chemical reactions accompanying biological processes are rapidly becoming 
better understood; the individual steps which make up the mechanism of each are 
being discovered at an increasing pace; the chemical agents so characteristic and 
necessary for these life processes are assigned the name enzymes. In this book, 
“Dynamic Aspects of Biochemistry," some of the various threads, which, when 
woven together make up a living organism, are systematized to the extent that pres¬ 
ent knowledge allows. 

This book is designed to cover a phase of biochemistry in a form suitable for text¬ 
book use in an advanced college course. The author is an experienced teacher and 
has used some innovations, particularly in writing equations, which give “a dis¬ 
tinctly pictorial representation of chemical events." The book is divided into two 
parts: Part I. Enzymes; Part II. Metabolism. In Part I, after an introduction on 
“The General Behaviour and Properties of Enzymes" and on “The Nature of the 
Catalytic Process," some individual enzymes are discussed briefly by types as fol¬ 
lows: (1) Hydrolases and Phosphorylases: Included in these are proteases, carbo- 
hydrases, lipases, and esterases. (2) Oxidizing Enzymes: Among these are certain 
well known oxidases, including catalases, the cytochrome oxidases, and those en¬ 
zymes which oxidize compounds of the phenolic type. The dehydrogenases are also 
classified as oxidizing enzymes. (3) Other Enzymes: Adding, Transferring, and Iso- 
merizing Enzymes. The individual enzymes are discussed briefly along with the fun¬ 
damental reactions which each catalyzes. 

In Part II, after a general discussion of “Methods Employed in the Investigation 
of Intermediary Metabolism" and “Food, Digestion, and Absorption," the me¬ 
tabolism of nitrogenous compounds, especially the proteins and amino acids, is 
described at length. Then follows a similar treatment of carbohydrates including 
both the aerobic and anaerobic systems. Finally the enzymatic transformations 
concerned with the metabolism of fats are discussed. 

At the time when many regulatory chemists were students, so little was under¬ 
stood about the intricate and still complex mechanisms of food metabolism and of 
biological reactions in general, that the subject, if mentioned at all, was beclouded 
with mystery. To one who reads this book, much of this mystery is resolved into a 
series of definite chemical reactions in which both inorganic and organic chemistry 
play their parts. The problems of life processes are so complex that only a beginning 
toward their complete elucidation is made in this book. However, as in so many 
other cases, once the foundations are laid and the plan becomes more legible, then 
progress on the building as a whole becomes much more rapid. For those who would 
like to know more about the chemical dynamics of life processes this book can be 
recommended. It is particularly free of errors, and the style is much more readily 
understandable than one might expect in such a complex field. 

W. I. Patterson 
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REPORT ON RIBOFLAVIN* 

(PLUOROMETRIC AND MICROBIOLOGICAL METHODS) 

By Henry W. Loy, Jr. (Food and Drug Administration, 

Federal Security Agency, Washington, D. C.), 

Associate Referee 

At the meeting of the Association last year, it was recommended that 
the fluorometric method for the assay for riboflavin, as described at that 
time,^ be studied collaboratively during the coming year. In this method, 
which combines features of those described by Najjar,* Arnold,* and 
Rubin, et al^* the riboflavin is first extracted from the sample with dilute 
hydrochloric acid and a clear filtrate prepared in a manner similar to that 
used in the tentative microbiological method.* The final sample solution 
is acidified with acetic acid and treated with potassium permanganate and 
hydrogen peroxide. The riboflavin content is then calculated from the 
degree of fluorescence of the sample solution, of the sample solution plus 
an added amount of riboflavin, and of these solutions after reduction of 
the riboflavin with sodium hydrosulfite. 

The collaborators in the fluorometric study were asked to assay two 
samples, No. 1, enriched flour, and No. 2, dried brewers yeast, by the 
specified fluorometric method, other fluorometric methods in which they 
might be interested, and the tentative microbiological method. 

Fifteen collaborators, including the Associate Referee, submitted re¬ 
sults obtained by the collaborative fluorometric method. Seven of these 
laboratories submitted results by other fluorometric methods and nine by 
the tentative microbiological method. 

Comparisons between the averages of the results submitted for the 
different methods are shown in Table 1. Approximately 60 per cent of the 
values reported for each method were within a range of ± 10 per cent of 
the average value obtained by the respective method. However, there 
was a wide divergence of some of the results reported for each method. Al¬ 
though many laboratories obtained acceptable results with any one 
method, there appeared to be no obvious explanation, except in two cases, 
for this wide divergence of some of the results. Therefore, the study did 
not lead to the recommendation of a fluorometric method for adoption 
this year, but it is expected that further studies will prove profitable. 

Although good results may be obtained with the present tentative 
microbiological method,® it was believed by some collaborators that 

* This report was presented on Tuesday, October 21, 1947, at the last annual meeting and should 
have been printed with other reports on Vitamins in the August (1948) Journal. 

I This Journal, 30, 392 (1947). 

*/. Bid. Chem., 141,355 (1941). 

« Csrsal Chomistrv, 22, 455 (1945). 

4 Ind. Eng. Chem., Anal. Ed., 17, 136 (1945). 

• This Journal, 30, 79 (1947). 
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further consideration should be given to improvements that may be made 
in this method. Accordingly, those collaborators who were able to under¬ 
take additional work were asked to study a method that is similar to the 
present tentative microbiological method except for modifications in the 
preparation of the sample solution and of the photolyzed peptone and 
yeast supplement solutions used in the basal medium. Also, modifications 


Table 1.— Average potency in rihofiavin 
(Comparison of results obtaioed with the different methods used by the 15 reporting laboratories) 


NO. or 

COUiABORATORB 

REPORTING 

RESULTS 

SAMPLE NO. 1~BNBICBED fXOUR 

(Mg. of ribofiavin per lb. of tampU) 

FLUOROMBTRIC METHODS 

COLLABORATIYB OTHER 

MICROBIOLOGICAL METHODS 

TENTATIVE COLLABORATIVE OTHER 

15 

1.51 


7 

1.53 1.37 


9 

1.54 

1.46 

4 

1.41 

1.42 1.34 

5 

1.47 

1.45 1.48 


BAMPUt NO. 2—DRSD BREWBRS T1A8T 

(Mg. of riboflatin per g. of aampU) 


NO. or 

COLLABORATORS 

REPORTING 

RESULTS 

rLUOROMETRIC METHODS 

i 

MICROBIOLOGICAL METHODS 

COLLABORATIVE OTHER 

TENTATIVE COLLABORATIVE OTHER 

15 



7 



9 


0.042 

4 


0.042 0.037 

5 




were suggested for the handling of the culture and for the size of test 
tubes used in the assay. 

The collaborators in the microbiological study were asked to assay 
the same two samples that were used in the fluorometric study. Four of 
the laboratories submitted results obtained by the tentative and col¬ 
laborative microbiological methods, and five by the tentative and other 
microbiological methods. 

Comparisons between the averages of the results submitted for the 
different methods used in the microbiological study also are shown in 
Table 1. Closer agreement in the results between the laboratories was 
obtained with the collaborative microbiological method than with the 
tentative microbiological method, but, since only four laboratories sub¬ 
mitted comparative results, the data were considered to be insufficient to 
lead to the recommendation of any changes to be made in the tentative 
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method. Except for the collaborative microbiological method, the range 
of values reported for each method was about the same as the range of 
values reported in the fluorometric study. Again, there appeared to be no 
obvious explanation for the wide divergence of some of the results. Al¬ 
though the microbiological study did not lead to the recommendation of 
any changes in the present tentative method, it is believed that further 
studies may do so. 

COLLABORATORS 

A. Arnold, Winthrop Chemical Co., Inc., Rensselaer, N. Y. 

A. Black, E. R. Squibb and Sons, New Brunswick, N.J. 

A. O. Call, Western Condensing Co., Appleton, Wis. 

L. J. Daniel, Cornell University, Ithaca, N. Y. 

G. H. Ellis and F. Volz, Cornell University, Ithaca, N. Y. 

K. G. Falk, Laboratory of Industrial Hygiene, Inc., New York, N. Y. 

S. Fein, Kraft Foods Co., Chicago, Ill. 

L. Feinstein and W. E. Scott, U. S. Dept, of Agriculture, Beltsville, Md. 

J. C. Fritz, The Borden Co., Elgin, Ill. 

N. B. Guerrant, Pennsylvania State College, State College, Pa. 

R. F. Light and H. K. Steele, Fleischmann Laboratories, New York, N. Y. 

H. W. Loy, Jr., Food and Drug Administration, Washington, D. C. 

F. W. Quackenbush, P. B. Curtis, and A. E. Rihn, Purdue University, Lafayette, 
Ind. 

S. H. Rubin, Hoffmann-LaRoche, Inc., Nutley, N. J. 

H. C. Schaefer, Ralston Purina Co., St. Louis, Mo. 

The Associate Referee wishes to express appreciation to the collabora¬ 
tors and to their organizations for their cooperation in this study. 

RECOMMENDATIONS* 

It is recommended— 

(1) That further work be conducted on the fluorometric method that 
was the subject of this yearns study. 

(2) That further consideration be given to improvements that may be 
made in the present microbiological method. 


* For report of Subcommittee A and action of the Association see Thi» Journal, 30, 44 (1948). 



CONTRIBUTED PAPERS 


COMPARISON OF METHODS FOR THE DETERMINATION 

OF CAROTENE 

By James V. Derby, Jr., and James B. DeWitt, Chemists 
(Fish and Wildlife Service, U. S. Department of the 
Interior, Patuxent Research Refuge, Laurel, Maryland) 

In the course of determining the carotene contents of various plant 
tissues commonly utilized as browse by forest animals, it was observed 
that widely divergent results were obtained when the analytical pro¬ 
cedures were varied according to some of the commonly accepted methods. 
In order to establish the most suitable procedure, a series of carefully 
controlled experiments, involving the analysis of replicate samples by 
different methods, was conducted. 

At least three fundamentally distinct procedures have been advanced 
for the extraction of carotenoid pigments from plant materials. One of 
these, as exemplified by the methods of Wall and Kelley (1) and Moore and 
Ely (2) utilizes a Waring Blender or similar device to allow extraction by 
cold solvents. A second procedure, such as that prescribed in Changes in 
Methods of Analysis (3), depends upon a hot extraction with low-boiling 
hydrocarbons, or a mixture of hydrocarbons and a polar solvent. The 
third method involves a preliminary digestion of the plant material with 
hot alcoholic potash, followed by extraction with petroleum ether or other 
solvents. These three procedures were followed in the present series of 
experiments. 

PROCEDURE 

A. Prepatation of Sample: A quantity of dehydrated alfalfa leaf meal, 
obtained from commercial sources, was ground to pass a 40-mesh screen, 
placed in a closed container, and stored in the refrigerator. Portions for 
analysis were removed and weighed immediately prior to assay. At least 
five analytical samples were examined by each procedure in the study. 

B. Extraction of Pigments: The following procedures were used for the 
extraction of carotenoid pigments: 

1 . Method of Wall and Kelley (1): A 2-5 gram sample of the alfalfa 
leaf meal was extracted with 200 ml. of a 5:3 mixture of 95% ethyl alcohol 
and petroleum ether (B.P.—35-65®C.) in a Waring Blendor for 10 minutes. 
The extract and finely divided plant material were transferred to a 
fritted glass filter connected to a suction flask, and washed with alternate 
portions of alcohol and petroleum ether until a colorless filtrate was ob¬ 
tained. The alcohol was removed from the extracts by washing with water 
in a separatory funnel, and the petroleum ether extracts were concen¬ 
trated on the steam bath, dried by filtration through anhydrous sodium 
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sulfate into a 100 ml. volumetric flask, and adjusted to volume with 
petroleum ether. 

2 . Modified A.O.A.C. Procedure f3): A 2-4 gram sample was extracted 
in a Bailey-Walker apparatus for one hour with 30 ml. of a 30% solution 
of acetone in petroleum ether. The extracts were transferred to a 100 ml. 
volumetric flask, and made to volume with petroleum ether. 

3. Alcohol Potash Digestion: A 2-5 gram portion of the alfalfa leaf meal 
was placed in an Erlenmeyer flask with 100 ml. of 12% alcoholic potash, 
and digested on the steam bath for 30 minutes. The volume was held con¬ 
stant throughout the digestion by the addition of 95% alcohol. The 
digestion mixture was cooled to room temperature, transferred to a 500 
ml. separator funnel, and the flask rinsed with 100 ml. of distilled water. 
The rinsings were added to the digestion mixture in the funnel, and the 
resulting solution extracted with 60 ml. portions of petroleum ether until 
a colorless extract was obtained (5 or 6 extractions). The extracts were 
combined in another separator, and 200 ml. distilled water added, care 
being taken not to shake or swirl the funnel during the process. After two 
minutes the aqueous layer was discarded, a second portion of 100 ml. 
water added, and the funnel swirled gently. After separation of the layers 
(2 minutes), the aqueous layer was removed, 25 ml. of water added, and 
the funnel shaken vigorously for 30 seconds. Additional extractions with 
25 ml. portions of water were continued until the aqueous extracts were 
neutral to phenophthalein. After the final extraction, the funnel was al¬ 
lowed to stand for five minutes, any residual water removed, and the 
petroleum ether extracts concentrated to approximately 25 ml. under 
vacuum on the steam bath. The extracts were then filtered through an¬ 
hydrous sodium sulfate into a 100 ml. volumetric flask, and made to 
volume with petroleum ether. 

4. Saponification of Extracts: In order to determine the effect of 
saponification, an aliquot of the solution from (2) was taken, the solvent 
removed under nitrogen on the steam bath, and the residue treated as in 
(3). 

C. Chromatography: All extracts were chromatographed on a column 
composed of a 1:3 mixture of magnesium oxide CWestvaco #2641) and 
Hyflo-Super Cel (Fisher). The column was prepared under suction in an 
absorption tube measuring 22X100 mm. fitted mth a fritted disc of 
medium porosity. The adsorbent was packed to a depth of approxi¬ 
mately 75 mm., and a 1 cm. layer of anhydrous sodium sulfate added. 
Following the addition of the extract solution, the chromatogram was de¬ 
veloped, and carotene eluted, with a 5% solution of acetone in petroleum 
ether. The eluates were adjusted to desired volumes with petroleum 
ether. 

D. Optical Measurements: The optical densities of the purified pig- 
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ments were determined at 5 m/t intervals between 400 and 500 mft, 
u^g a Beckman spectrophotometer. 

DISCUSSION 

When the extinction coefficients (Ej^) of the carotene solutions were 
plotted against wave length (Fig. 1), it was apparent that the results ob¬ 
tained by the four procedures differed both qualitatively and quantita¬ 
tively. All of the curves show maxima in the neighborhood of 450 and 475 

Extinct. CoefiF. (Ej*) 



Fio. 1.—Extinction Coefficients of Carotene Solutions Obtained by Different 
Procedures (Averages for 5 assays by each method) 


DBRBT 4e DEWITT: DETERMINATION OF CAROTENE 


707 


19Ji8\ 


juillimicroDB, and in this respect, are typical for solutions of beta-carotene. 
However, marked differences in the shapes of the curves may be noted at 
points of secondary inflection, such as 420, 435, and 465 m;u, indicating 
that the extracts differed in the amounts of other carotenoid pigments. If 
the ratios Etfo/Etfo, E 4 m/E 4 («, and E 47 g/E 4 to, are calculated (Table 1), it 
will be seen that these curves correspond to that given by Harper and 


Table 1. —Ratios between extinction coeffidenta at different wave lengths^ 



£ai 

£«n 

Eiti 

PBOdDUBI 

— 

— 

— 


£«m 

Em 

Eai 

Mod. A.O.A.C. 

0.755 

0.81 

0.83 

Mod. A.O.A.C. (sap’d) 

0.725 

0.76 

0.725 

Alcoholic KOH Digestion 

0.740 

0.845 

0.845 

Wall k Kelley 

0.705 

0.81 

0.81 

(Theoretical)* 

0.71 

0.80 

0.875 


> Based upon averages of the results of five determinations by each method. 
* Cf. Harper and Zsoheile (4). 


Table 2. —Carotene determined in dehydrated alfalfa leaf meal by different methods^ 


PnOCBDUSi 

. . 

CABOTINS (MICROOBAIIS/GBAUB) 

460 oofi’ 

436 TOfi* 

Mod. A.O.A.C. 

109.25 

108.16 

Mod. A.O.A.C. (sapM) 

95.47 

98.98 

Alcoholic KOH Digestion 

80.29 

82.91 

Wall and Kelley 

75.07 

72.86 


* Averages of the results of five determinations by each method. 

* Calculated by the procedure in Method* of Analyeie (6). 

' Calculated by the procedure given in (3). 


Zscheile (4) for pure beta-carotene. On the basis of these ratios, the solu¬ 
tion obtained by the Wall and Kelley procedure would appear to contain 
the highest percentage of pure beta-carotene, although its total content of 
carotenoids is lower than that of any of the other methods. However, the 
degree of significance which may be attached to these variations in the 
values of these ratios was not determined, and it might be assumed that 
the pigment determined by each procedure was essentially beta-carotene. 

As shown in Figure 1, the extinction coefficient at 450 m/t for the solu¬ 
tion from the modified A.O.A.C. procedure is 43 per cent higher than that 
for the Wall and Kelley method; 34 per cent higher than that for the 
alcoholic potash method; and 13 per cent higher than that for the saponi¬ 
fied extracts. (This apparent superiority of the modified A.O.A.C. is 
shown in Table 2, where the carotene contents of the solution were cal¬ 
culated by two different procedures.) It will be noted that the amount of 
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carotene found (based on the calculation at 450 m^), by the modified 
A.O.A.C. procedure is 45 per cent greater than that found by the Wall 
and Kelley method. Since, in the Wall and Kelley method and the sapon¬ 
ification methods, the procedure for the chromatographic separation of 
carotenes from other pigments, and for the subsequent spectrophoto- 
metric estimation, was the same, it appears that the observed differences 
in the results of assays on replicate samples were due to varying degrees 
of efficacy of the extraction technics. 

SUMMARY 

Replicate samples of dehydrated alfalfa leaf meal were assayed for 
carotene content by four different analytical proce^res. The results ob¬ 
tained by the modified A.O.A.C. method were significantly higher than 
those obtained by the other procedures. 
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A STUDY OF METHODS FOR THE DETERMINATION OF 
SUGAR IN CROP PLANTS* 

By Dorothy R. Waldron, C. D. Bai:,l, E. J. Miller, and Erwin 
J. Benne (Michigan State College of Agriculture and Applied 
Science, East Lansing, Michigan) 

For a number of years the authors have been concerned with the deter¬ 
mination of sugars in a diversified variety of crop plants, including carrot 
and parsnip roots, onion bulbs, potato tubers, apple, cherry, pear, blue¬ 
berry and tomato fruits, fruit tree leaves, and various kinds of grain and 
forage crops. Because of the many problems encountered in sampling, 
reducing to small pieces and mixing such materials, in order to obtain 
representative portions for analysis, and in extracting, isolating, and 
evaluating the sugar contained in them, an investigation was undertaken 
to test the efficiency and reliability of certain practices when applied to 
the determination of sugars in different types of plant tissues. Carrot roots, 
onion bulbs, spinach leaves, tomato fruits, and young brome grass were 
selected as representative crop types, and comparative values for total 
(reducing plus hydrolyzable) sugar in samples of each were obtained by 

* A joint contribution from the Department of Agricultural Chemietry and the Kedsie Chemical 
Laboratory. Publiehed with permiarion of the Director of the Agricultural Experiment Station aa journal 
article no. 946 
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line of the coml)inatioiis described below of (a) two methods for extracting 
the sugars from the tissue, (b) two different extracting solvents, (c) two 
methods of hydrolysis, and (d) four methods for evaluating the amounts 
of sugar. An account of the investigation and the results obtained are pre¬ 
sented in this paper. 

EXPERIMENTAL 

The determination of sugar in a given crop involved six general steps. 
A brief description of the performance of each step follows: 

L Selecting the sample from the field. —The first step in the analysis of 
each crop was to selec.t from the field a sample of sufficient size to insure 
that it represented the average composition of the entire crop. Amounts 



Fi<}. 1.—Special Vfsscls deviMui for uso with a WariiiR lU(*iulor. 

selected for this purpose w(Me necessarily governed by the extent, uni¬ 
formity, and nature of the crop concerned. 

2. Reducing to ^small pmrs and mixing fliejield sample .— 

(a) Carrot roots and onion bull)s—(Iround with food chopper and 
mixed by hand. 

(b) Spinach leaves and young broine grass—Cut as fineh^ as possible 
with hand shears and mixed by hand. 

(c) Tomato fruits—All fruifs in the entire field sample were, cut in 
halves and thin transverse s<‘Ctions were cut from one half of ea(*h fruit for 
each analytical portion. Obviously no mixing was necessary with this 
practice. 

3. Weighing the portions for analysis. —The balance used was sensitive 
to 0.05 gm. The weights of portions used for analysis varied with the 
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sugar content of the tissue as indicated by preliminary experiments. In 
general they were comparable to those given below: 

(a) Carrot roots 15 gms. 

(b) Onion bulbs and tomato fruit 20 gms. 

(c) Spinach leaves and 3^oung brome grass 15-25 gms. 

4. Extracting the sugar from the tissue .— 

(a) A Waring Blendor equipped vith special vessels (Fig. 1), which 
were prepared in the authors’ laboratory (1, 2), was used for comminuting 



Fig. 2 ,—A convenient filtering arrangement. 

the weighed portions of each tissue in the presence' of the extracting sol¬ 
vent. The smaller vessel pictured was used with carrot roots, onion bulbs 
and tomato fruits; the quart fruit jar with the more bulky samples of 
spinach leaves and brome grass. Small amounts of calcium carbonate 
were added to the samples before they were lilended, to neutralize the 
plant acids. The blending time was 4-9 minutes depending upon the na¬ 
ture of the tissue. Distilled water was used as the extracting solvent in 
one series of determinations and approximately 80% ethanol in another. 
In the latter series the amount of water present in the fresh tissue was 
taken into consideration in diluting 95% ethanol to the desired con¬ 
centration. 

(b) Other portions of each tissue were extracted for 10 hours in Soxhlct 
extractors with such volumes of 95% ethanol that the water present in 
the samples diluted the concent ration of ethanol in the final solutions to 
about 80% by volume. 
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5. Filtering the extracts .—All filtrations were made with BUchner 
funnels using suction. The filtering arrangement shown in Figure 2, also 
devised in the authors’ laboratoiy (3), was used throughout the work. 
With the aqueous extracts transfers and washings were made with dis¬ 
tilled water, and with the alcoholic extracts 80% ethanol was used for 
these purposes. With some tissues much difficulty was encountered in 
filtration especially with the aqueous extracts. Therefore, “filter-aid” was 
used' to facilitate this operation. Although the use of this material aided 
filtration to some extent, in many cases it was necessary to use disks cut 
from filter cloth instead of filter paper to make filtration possible. The 
alcoholic extracts from the Soxhlet extraction required no filtration. 

6. Evaluating the amounts of sugar in the extracts .—The alcohol was 
removed from the alcoholic extracts by evaporation on the steam bath. 
The protein was precipitated from all extracts with lead acetate, and 
excess lead was removed with potassium oxalate except with aliquots to 
be titrated with ceric sulphate, in which cases disodium orthophosphate 
was used for this purpose. Separate aliquots were hydrolyzed with hydro¬ 
chloric acid and invertase, respectively. The invertase solution used was 
obtained from Difco Laboratories, Inc., Detroit, Mich. The amounts of 
total sugar present in aliquots of the extracts from each sample and each 
treatment were evaluated by four different procedures: viz., (a) The 
gravimetric method and (b) the volumetric thiosulfate method, respec¬ 
tively, of the Association of Official Agricultural Chemists (4); (c) the 
cuprous titrimetric method of Shaffer and Hartmaim (5); and (d) the 
ceric sulphate titrimetric method of Hassid ffi). 

DISCUSSION 

Certain manipulative operations in the analytical procedures used 
warrant a brief discussion. Use of the Waring Blendor for extracting 
sugars from plant tissue as described possessed advantages in economy 
of time and labor compared to the use of Soxhlet extractors or hand 
mortars, respectively, for this purpose. Trouble encountered in filtering 
the extracts of certain plant tissues, however, appeared at first to be a 
serious disadvantage of the practice, but the use of 80% ethanol instead 
of water as the extracting solvent for some tissues, the substitution of 
filter cloth for filter paper, and the addition of filter-aid helped to miti¬ 
gate this difficulty. 

It was found to be most advantageous to mix the filter-aid with the ex¬ 
tract immediately before filtration was begun. The amount required varied 
from 1 to 5 grams, depending upon the kind of tissue being analyzed. 
Experiments showed that the filter-aid used by the authors did not 
adsorb perceptible amounts of sugar. 


> Johm Manville Hyflo Super-Cel. 
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In the gravimetric procedure Selas filtering crucibles of No. 10 porosity 
were used in most cases for removing the cuprous oxide from the final 
solution. Such crucibles were convenient and ordinarily very satisfactory 
for this purpose. The rate of filtration was usually rapid enough to permit 
the solutions to be filtered within the time schedule required by this pro¬ 
cedure; however, with extracts of onion bulbs in which invertase was used 
the final solutions were extremely difficult to filter. In these cases it was 
necessary to replace the Selas crucibles with Gooch crucibles containing 
very thin pads of asbestos. 

In using the ceric sulphate titration method for evaluating sugars as 
published by Hassid (6) the tissue extracts were clarified with finely 
divided carbon before they were titrated. Hassid recommended that the 
clarification process be carried out before hydrolysis; however, the authors 
noted in preliminary work that if the tissue extracts were clarified prior to 
hydrolysis, values for total sugar were markedly lower than those obtained 
if the extracts were clarified after the hydrolytic treatment. Hence, the 
latter practice was followed in obtaining all data reported in this paper. 

The results in Table 1 show that the values for sugars obtained by the 
four evaluation procedures are generally in good agreement when aliquots 
of a given extract were subjected to the same hydrolytic treatment. 
Moreover, it will be noted with the first three crops that for a given 
method of extraction, and a given method of hydrolysis, duplication of 
values for sugars in different weighed portions of tissue is excellent for 
each evaluation procedure. Also, judging from the results with the first 
three crops, it appears that the solvents and methods of extraction used 
were equally effective in removing sugars from the tissues and that 
hydrolysis with hydrochloric acid was as efficient as with the invertase 
preparation used. 

Young brome grass, however, is an exception to these general tend¬ 
encies, since the percentages of total sugar apparently present in this 
tissue appears to have been greatly influenced by the solvent and hydro¬ 
lytic agent used. It will be noted than when water was used as the solvent 
and hydrochloric acid as the hydrolytic agent the values for sugar are 
consistently high. The next highest values were obtained with aqueous 
extracts and invertase, and the lowest values resulted when invertase was 
used with extracts from the Soxhlet extractors. The same tendencies are 
evident in the results from spinach leaves, but to a less striking extent. 

Apparently these variations in results are due to the fact that brome 
grass and spinach leaves contained substances which were more soluble in 
water than in 80% ethanol and yielded reducing sugars more readily 
when hydrolyzed with acid than with invertase. According to Archbold 
(7) and Hassid (8) certain water-soluble polysaccharides behave in this 
manner. 

The variable results obtained with young brome grass and spinach 
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Tablx 1 .—ReavUa 


Per cent of total sugar in crop plants as determined by different 
methods of extraction and evaluation* 


KIND OF 

CROP 

MXTBOO 

OF 

SXTRAC- 

TION* 

lOTHOOS UBBD TO ETALUATl BUQIR 


A.C. 

TOLUMBTBIO 

BBA.FFBR- 

BARTIIANN 

CXRIO 

BULPBATB 

TITRXTION 

A« 

In« 

A 

In 

A 

In 

A 

In 

Carrot roots 

I 

7.70 

7.71 

7.68 

7.67 

7.29 

7.52 

7.95 

7.79 


I 

7.63 

7.56 

7.63 

7.50 

7.33 

7.44 

7.75 

7.78 


II 

7.39 

7.39 

7.34 

7.27 

7.08 

7.18 

7.46 

6.90 


II 

7.39 

7.43 

7.32 

7.35 

7.04 

7.20 

7.12 

6.96 


III 

7.29 

7.42 

7.19 

7.02 

7.26 

7.20 

7.90 

7.64 


III 

7.39 

— 

7.37 

7.34 

7.33 

7.33 

8.13 

7.69 

Onion bulbs 

I 

4.80 

4.93 

4.51 

4.53 

4.88 

4.89 

4.61 

4.45 


I 

4.87 

5.06 

4.50 

4.55 

4.92 

4.94 

4.71 

4.45 


II 

4.75 

4.87 

4.52 

4.38 

4.83 

4.86 

4.64 

4.34 


II 

4.61 

4.74 

4.36 

4.49 

4.83 

4.80 

4.87 

4.28 


III 

4.57 

4.35 

4.45 

4.31 

4.60 

4.42 

4.31 

4.40 


III 

4.74 

4.50 

4.57 

4.42 

4.78 

4.48 

4.43 

4.50 

Tomato fruits 

I 

2.36 

2.26 

2.39 

2.34 

2.37 

2.34 

2.41 

2.20 


I 

2.36 

2.47 

2.33 

2.36 

2.39 

2.34 

2.35 

2.17 


II 

2.44 

2.44 

2.34 

2.41 

2.46 

2.44 

2.29 

2.28 


II 

2.30 

2.32 

2.40 

2.39 

2.44 

2.45 

2.35 

2.28 


III 

2.38 

2.31 

2.34 

2.34 

2.31 

2.26 

2.23 

2.26 


III 

2.35 

2.47 

2.31 

2.24 

2.20 

2.14 

2.25 

2.23 

Spinach leaves 

I 

.58 

.64 

.51 

.48 

.50 

.49 

.45 

.44 


II 

.51 

.48 

.48 

.45 

.49 

.48 

.44 

.45 


III 

.45 

.47 

.44 

.44 

.47 

.46 

.47 

.44 

Young brome 

I 

2.21 

1.66 

2.17 

1.82 

2.20 

1.77 

2.20 

1.70 

grass 

II 

1.72 

1.36 

1.67 

1.47 

1.68 

1.48 

1.53 

1.35 


III 

1.39 

1.22 

1.34 

1.13 

1.47 

1.29 

1.42 

1.24 


1 The values in each horisontal line are from separate aliquots of the same extract of one weired por¬ 
tion of sample. In the vertical columns each value represents a different weighed portion of eaw tissue. 
Values given for spinach and young brome grass are averages of results from duplicate aliquots of the 
same extract. 

* 1»Waring Blendor, distilled HsO as solvent; II "Waring Blendor. 80% ethanol as solvent; and III 
"Soxhlet extractor, ethanol as solvent 

* Hydrolysed with HCl. Five ml cone, acid to 100 ml aliquot, heated in boiling water bath exactly 
10 min. (Results same as with 15-20 hours at room temp.) 

* Hydrolysed with invertase. 


leaves typify the complexities likely to be encountered in the determina¬ 
tion of sugars in crop plants and emphasize the need for sufficient prelimi¬ 
nary work with each different crop to insure that the values obtained with 
a given analytical procedure actually represent the sugar content of the 
tissue. 
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Only values for total sugar are given in this paper, but it is obvious 
that reducing sugars present in the tissue extracts could have been 
evaluated in aliquots not subjected to hydrolysis. 

CONCLUSIONS 

(1) A Waring Blendor equipped with improvised blending vessels was 
convenient and effective for extracting sugars from the crop plants 
analyzed. 

(2) Water and 80% ethanol could be used interchangeably for ex¬ 
tracting sugars from some crop plants, but for others extraction with 
water gave higher results. 

(3) Under the same conditions of extraction and hydrolysis, the four 
methods used for evaluating reducing sugars gave approximately the 
same results for total sugars in each crop plant analyzed. 

(4) The use of carbon for clarification of extracts prior to hydrolysis 
was found to ^ve lower results for total sugars than when the carbon 
was used subsequent to such hydrolysis. 

(5) The complexities encountered in the determination of sugars in 
crop plants necessitate sufficient preliminary work with each different 
crop to insure that the value obtained with a given analytical procedure 
represents the true sugar content of the tissue. 
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THE DETERMINATION OF THE SULFIDE-SULFUR CON¬ 
TENT OF CALCIUM SILICATE SLAGS IN RELATION TO 
THEIR NEUTRALIZATION VALUE* 

By W. M. Shaw, Associate Referee on Liming Materials, 

The University of Tennessee, Agricultural Experiment Station, 
Knoxville, Tenn. 

A knowledge of the sulfur content of agricultural slags is of imptortance 
both because of its value as a plant nutrient and its effect upon the 
chemical evaluation of the neutralization capacity of the slags. Where the 
neutralization value of a slag is computed from the analyses of Ca and 
Mg, such value is subject to a minus correction for the total sulfur con¬ 
tent of that slag. If, however, the neutralization capacity of the slag is 
obtained through titrative procedures, this value is subject to a minus cor¬ 
rection for the sulfide sulfur content only. 

The sulfide correction problem was dealt with briefly in our early 
contribution on titrative procedures for calcium silicate slags (6, p. 332) 
and subsequently in a report on liming materials (7, pp. 296 and 306). 
Schollenberger (3) had suggested that “automatic" correction for sulfide 
sulfur be provided through oxidation by means of hydrogen peroxide in 
the dissolvent acid. This proposed modification was considered of doubt¬ 
ful value towards improving the accuracy and as an undesirable complica¬ 
tion for a routine procedure. The titration to pH 5.2 using Bromcresol 
green, therefore, was recommended for adoption for the determination of 
the neutralization value of blast furnace slags, with the annotation: 
“Without correction for sulfide content" (2, p. 306). It was suggested, 
also, that a deduction of 3.5 per cent calcium carbonate-equivalence from 
the titration value might be admissible as a reasonable mean value for 
sulfide content. In some instances, however, it may be desirable to obtain 
a more exact correction which would be based on the sulfide content of the 
slag. 

The objectives of the present investigation were to acquire information 
relative to the sulfide and sulfate content of various representative agri¬ 
cultural slags and to evolve a simple and accurate procedure for the deter¬ 
mination of their sulfide content. 

EXPERIMENTS ON THE JOINT DETERMINATION OF 
SULFIDE CONTENT AND NEUTRALIZATION VALUE 

The most convenient procedure for the determination of the sulfide 
content would seem to be the collection of hydrogen sulfide that is evolved 
in the process of dissolution of the slag in the determination of its neu¬ 
tralization value. The apparatus required to carry out this process was: 

* Preieiitied at the Annual Meeting of the Aaaooiation of Official Agricultural Chemists, held at Wash¬ 
ington, D. C., October 11-13,1948. 
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a 60-mI separatory funnel fitted into a 250 Erlenmeyer flask; a 25X150 
mm test tube provided with inlet and outlet tubing connected to flask by 
means of 6-inch length of 3/16-inch rubber tubing. In the preliminary 
dissolution of the slag at room temperature, the reaction flask was shaken 
either intermittently by hand or continuously by mechanical device and 
the absorbent tube was attached to the flask by means of a rubber band, 
which was removed when the flask was placed over a Bunsen burner, so 
that the absorbent tube could be extended for immersion in cold water 
in a 600-ml beaker. 


Dusolution in Presence of Air 

Charges of one-half gram of slag were placed in 250-mI Erlenmeyer 
flasks; the sides of flasks were washed down with about 5 ml of water, 
the stopper that carried the separatory funnel and the outlet tube was 
fitted tightly into the reaction flask. A charge of 25 ml of a 2 per cent 
cadmium sulfate solution was placed in the absorbent tube, which was 
connected to flask as described. Standard acid, 35 ml, was introduced into 
the flask through the separatory funnel while the suspension was being 
swirled. Further agitation was by hand at one minute intervals, or con¬ 
tinuously on a shaking machine for 10 to 15 minutes. The funnel was 
rinsed with 10 ml of water, which was drawn into flask. The contents then 
were boiled 10 minutes by means of a small Bunsen burner. The rubber 
connections then were snapped off from the cadmium sulfate tube quickly 
to prevent the backing-up of the cadmium sulfide suspension. 

Dissolution of Charge in Atmosphere of Carbon Dioxide 

Since sulfide oxidation by air in the dissolution train was deemed a pos¬ 
sible source of error, a parallel series of slag dissolutions were made in air, 
and in an atmosphere of carbon dioxide, in the same manner and with 
the same apparatus as described above. The carbon dioxide was intro¬ 
duced after the slag charge had been wetted, and was led through the 
train for 5 minutes at the rate of 500 ml per minute prior to dissolution of 
the slag by the acid. 

Sulfide Sulfur Evolved from Slags through Dissolution in 0.5 N 
Hydrochloric Add 

The separatory funnel was rinsed, the neutralization value of the slag 
was determined by the titration procedure of the flask to pH 5.2 using 
Bromcresol green (7), and the evolved sulfide value was measured by the 
acidity engendered in cadmium sulfate absorbent tubes. 

The eleven samples of representative blast furnace slags analyzed for 
sulfide content were furnished by the Standard Slag Company of Youngs¬ 
town, Ohio. They had been used in the testing of the simplified titration 
procedure to pH 5.2 against Bromcresol green, as reported in 1946 (7), 
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^^without correction for sulfide content/^ The results obtained by dissolu¬ 
tion in 0.5 N acid are given in Table 1. The calcium carbonate-equivalence 
of the sulfide content ranges from 1.7 to 4.2 per cent and gives a mean 
value of 2.50 per cent. The sulfide values are reproducible within 0.2 ml 
titration, or 0.2 per cent calcium carbonate-equivalence, which is satis¬ 
factory in the evaluation of the neutralization capacity of slags. The few 


Table 1. —Sulfide sulfur evolved from blast furnace slags through dissolution in 
0,5 NHClt and determined through titration of the CdSOt absorbent 


TITRATIONS, ML OF 0.1 N NsOH PIR 0.5>O CHARQB 


SLA.a* 

IT DISSOLUTION IN ATMOSPBIRB OF COl 

BT DISSOLUTION IN AIR 

I 

2 

3 

AT. 

S 

1 

2 

3 

AT. 

8 






ptr cent 





per cent 

A 

3.80 

3.80 

3.80 

3.80 

1.22 

3.80 



3.80 

1.22 

B 

4.25 

4.30 


4.28 

1.37 

4.15 



4.15 

1.33 

C 

2.50 

2.50 

2.50 

2.50 

0.80 

2.50 



2.50 

0.80 

D 

3.15 

3.10 


3.13 

1.00 

3.05 



3.05 

0.98 

E 

1.90 

1.90 


1.90 

0.61 

1.80 



1.80 

0.58 

F 

2.10 

2.05 


2.08 

0.67 

2.20 

2.00 

2.00 

2.07 

0.66 

G 

2.40 

2.35 

2.40 

2.39 

0.76 

2.30 

2.25 

2.30 

2.27 

0.73 

H 

2.15 

2.10 


2.13 

0.68 

2.15 

2.05 

2.05 

2.07 

0.66 

I 

2.00 

2.00 


2.00 

0.64 

2.05 

2.00 

2.00 

2.02 

0.65 

J 

1.80 

1.70 

1.80 

1.77 

0.57 

1.70 

1.65 

1.65 

1.67 

0.53 

K 

2.40 

2.30 

2.30 

2.33 

0.75 

2.35 

1.95 

2.00 

2.10 

0.67 

Average 




2.57 

0.82 




2.50 

0.80 


* Supplied by Standard Slag Co., 1945 shipment. 


slight increases shown as a result of dissolution being effected in an atmos¬ 
phere of carbon dioxide were not sufficient to warrant the extra effort. 

Completeness of Sulfide Evolutions and Accuracy of the 
Sulfide Determination 

The accuracy of the sulfide procedure was tested by the use of a pre¬ 
pared cadmium sulfide, and by checking the sum of the sulfide value in¬ 
dicated by the evolutions and residual sulfur against the directly deter¬ 
mined total sulfur content of eleven slags. The prepared sulfide was ob¬ 
tained by passage of hydrogen sulfide through a water scrubber and into 
a 2 per cent solution of cadium sulfate. The precipitate was filtered and 
washed with water until the washings were neutral to methyl orange. 

Experiments with Cadmium Sulfide 

To effect complete dissolution of the prepared cadmium sulfide for 
determination of its sulfide value, it was necessary that the hydrochloric 
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acid be more concentrated than 0.5 N. A (1+4) concentration of the dis* 
solvent hydrochloric acid effected dissolution of the prepared sulfide upon 
heating. The volatility of hydrochloric add at this concentration neces¬ 
sitated the use of a scrubber between the evolution flask and the cadmium 
sulfate. A 25 X150 mm test tube, half-filled with water and maintained at 
near boiling, was utilized for that purpose. With these two variations, the 
apparatus and procedure used for the adsorption of hydrogen sulfide in 
cadmium sulfide were those described. Usually the dissolution was 
effected in the presence of the contained air, but in some experiments a 
hydrogen atmosphere was produced by the inclusion of 1 gram of zinc 
dust with the cadmium sulfide charge. The cadmium sulfide was analyzed 
for total sulfide and residual sulfur after sulfide evolution. 


Table 2.— Analysis of the CdS prepared and used as absorbent for HtS 


CdS 

OBAaOS 

BULriOS SOLVUR 

■ULTATS BITLrim 

SUM or 

s-+8or 

SULIUB 

TOTALS 

DBTBBMINBD 

0.1 

TITRATlOlf 

S-BQUtVAUNCI 

PBR 

DBTIRIIINATIOM 

IN 

BAlfPLl 

FIB 

DVriBUlNATlON 

IN 

BAimji 

9 

ml 

9 

per 

9 

per eenf 

percent 

perioenf 

.100 

12.40 

.01984 

19.84 





.100 

12.30 

.01968 

19.68 





.100 

12.30 

.01968 

19.68 


i 



Average 



19.73 





.050 

6.15 

.00984 

19.68 

.00045»> 

0.90 



.050 

6.20 

.00992 

19.84 

.00045 

0.90 

20.74 


.050 

6.25 

.01000 

20.00 

.00044 

0.88 

20.88 


Average 



19.84 


0.89 

20.73 


.025 

3.10 

.00496 

19.84 





.025 

3.10 

.00496 

19.84 





.025 

3.10 

.00496 

19.84 





Average 



19.84 





.100* 

12.50 

.02000 

20.00 

.00085’> 

0.85 

20.85 

20.04‘» 

.100 

12.60 

.02016 

20.16 

.00085 

0.85 

21.01 

20.82 

.100 

12.55 

.02008 

20.08 

.00087 

0.87 

20.95 

21.00 

Average 



20.08 


0.86 

20.94 

20.92 


* Sulfide evolution of this group wai in an atmoepbere of hydrogen, all other evaluations were in the 
contained air. 

The corresponding BaSO« weights were for— 

^ .0033, .0083, and .0032 g) 

« .0062, .0062, and .0068 g> all corrected for a .0008-c reagent blank, 
d 4682, .1528, and .1536 gj 
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Results from the Use of Prepared Cadmium Stdfide 

The triplicate titration values given in Table 2 show good reproducibil¬ 
ity for specific cadmium sulfide charges, and precision for charges in the 
range between .025 and .100 g and those charges embraced the sulfide 
contents of 1-g charges of blast furnace slag. Slightly higher results were 
obtained from the .100-g charges of cadmium sulfide, plus zinc dust. This 
may mean that some oxidation of the sulfide to sulfur did occur in the 
limited air volume. The highest sulfide value obtained on the prepared 
product was, however, only 20.08 per cent, which is 2.12 per cent less than 


Table 3. —Effect of nateenl hydrogen upon the recovery of eulfide evlfur from 
blast furnace slabs by the evolution method 


M 

A- 

-BT0.6iV/HCl 

IN Am 

B—IT HCl, 1+4, IN BTOROQBNt 


0.1N 

CtCOiO 

BULFIOI 

0.1^ 

CaC(X^ 

BULflDB 

C»C0i«* 

■i 

TRBATIOIC 

orS 

8 

TITRATION Of 8 

8 

B-A 


ml 

perenU 

per cent 

ml 

pw cent 

per emU 

pereerU 

A 

3.80 

3.80 

1.22 

7.90 

3.95 

1.26 

.15 

B 

4.15 

4.15 

1.33 

8.80 

4.40 

1.41 

.25 

c 

2.50 

2.50 

0.80 

5.40 

2.70 

0.86 

.20 

D 

3.05 

3.05 

0.98 

6.40 

3.20 

1.02 

.15 

£ 

1.80 

1.80 

0.58 

4.85 

2.43 

0.78 

.63 

F 

2.07 

2.07 

0.66 

6.10 

3.05 

0.98 

.98 

G 

2.27 

2.27 

0.73 

5.70 

2.85 

0.91 

.58 

H 

2.07 

2.07 

0.66 

4.80 

2.40 

0.77 

.33 

I 

2.02 

2.02 

0.65 

5.35 

2.68 

0.86 

.66 

j 

1.67 

1.67 

0.53 

4.85 

2.43 

0.78 

.76 

K 

2.10 

2.10 

0.67 

7.30 

3.65 

1.17 

1.55 

Average 


2.50 

0.80 


3.07 

0.98 

0.57 


* Supplied by Standard Slag Company, Youngstown, Ohio, 1945 shipment, 
t By reaction with sine dust. 


the theoretical value. The sulfate residue from the charge of cadmium 
sulfide accounted for only 0.9 per cent of the sulfur content of the cad¬ 
mium sulfide. The sum of the sulfide and sulfate forms of sulfur was 
20.94 per cent and is in accord with the 20.92 per cent total content found 
by the direct determination. The findings reported in Table 2 show the 
accuracy and precision of the titration procedure for eulfide sulfur, 
especially when the hydrogen sulfide evolution was accompanied by the 
evolution of hydrogen. 

Although the prepared cadmium sulfide was precipitated under analyti¬ 
cal conditions, the precipitate was found to contain cadmium sulfate 
and approximately 10 per cent of sorbed non-sulfide matter. This does not 
support the suggestion (5, p. 912) that the gravimetric determination of 
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the filtered precipitate can be used as a check upon the titration results 
of the sulfide determination. 

Accuracy of the Procedure for the Evolution of Blast Furnace Slags 

Because of the apparent incompleteness in the evolution of sulfide from 
cadmium sulfide in ordinary atmosphere, zinc dust was included in 
sulfide determinations on the eleven slags, which circumstance precluded 
simultaneous determinations of the neutralization value and sulfide con¬ 
tent on the same charge. Charges of 1 gram per 50 ml of hydrochloric 
acid (1+4) were used when zinc was included. Apparatus and procedure 
were as described for the cadmium sulfide, except that preliminary con¬ 
tact in the cold with frequent agitation was adhered to. The sulfide values 
given in Table 3 were obtained through dissolution with (1+4) hydro¬ 
chloric acid and nascent hydrogen, in comparisons with dissolution in 
0.5 N hydrochloric acid under the conditions prescribed for the deter¬ 
mination of neutralization value. 

Effect of Nascent Hydrogen upon Sulfide Recovery 

The results given in Table 3 show that the use of nascent hydrogen 
gave an average increase in sulfide values of .57 per cent calcium carbonate- 
equivalence, although some of the increases were as much as 1.55 per 
cent. Since the use of zinc also introduced a greater acid concentration, 
the effect of the nascent hydrogen should be differentiated from the 
effect of acid concentration. Triplicate sulfide determinations on slag K 
were made by dissolution in hydrochloric acid (1+4) without addition of 
zinc. The obtained values of 2.2 per cent calcium carbonate-equivalence 
are in close agreement with those effected by dissolution of the slag 
in 0.5 N hydrochloric acid. Hence, the increase of from 2.10 to 3.65 per 
cent calcium carbonate-equivalence in slag K is ascribed as an effect of 
the nascent hydrogen rather than an effect of acid concentration. Ap¬ 
parently, however, the lesser values are not due to oxidation by the con¬ 
tained air, since carbon dioxide displacement failed to effect any material 
increase in the sulfide values. The chemical composition and structure 
of the slag are probably the factors that govern sulfide recovery. It is 
noteworthy that the four charges that showed the least effect from ana¬ 
lytical addition of zinc were the water-quenched or air-granulated slags, 
A, B, C, and D, of “glassy” structure and ready dissolvability by hydro¬ 
chloric acid in either of the concentrations used. In contrast, the air¬ 
cooled slags underwent dissolution slowly and invariably yielded more 
hydrogen sulfide when the charges were fortified by additions of zinc. 
Apparently the zinc served to effect reduction of the higher oxides of 
manganese, and possibly those of iron, which might induce oxidation of 
the generated hydrogen sulfide and thereby preclude atmospheric oxida¬ 
tion in the apparatus. 
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Hence, to assure the complete evolution of the sulfide sulfur from an 
hydrochloric acid-dissolved charge of blast furnace slag, it is deemed im¬ 
perative to fortify the charge with zinc, or with a metal that will assure 
dissolution with an adequate supply of nascent hydrogen. 

PROCEDURE FOR THE DETERMINATION OF THE SULFmE SULFUR CONTENT OF 
CALCIUM SILICATE SLAGS 

REAGENTS 

(a) HCl (1+4). 

(b) Zinc dust —C. P. grade, of low lead content. 

(c) Absorbent ,—Dissolve 20 g of CdS 04 * 2 f HjO in H 2 O and make to 1 liter. 
Adjust reaction to pH 5.6 by means of either potentiometric titration or colori¬ 
metric comparisons on a separate 50-ml aliquot and matching a buffer of same pH. 

(d) Standard alkali ,—Prepare 0.1 AT NaOH from COj-free NaOH solution and 
use of COt-free HjO. 

(e) Standard acid, —O.liVPICl. 


APPARATUS 

A 250-ml Erlenmeyer evolution flask to fit No. 5.5 stopper, a 60-ml separatory 
funnel fitted into the stopper and the lower third of its stem drawn to a 2 mm open¬ 
ing and bent upwards at its extremity. The funnel in the stopper is adjusted so that 
its stem is i inch from the bottom of the evolution flask. Two 25 X150 mm test tubes 
are fitted with No. 4 two-hole stoppers and inlet and outlet of 6 mm tubing, which 
serve to contain jointly the 50 ml of absorbent. The tubes are in series and should 
be placed in a 600-ml beaker filled with cold water, and the beaker placed upon a 
tripod on level with the evolution flask. Another test tube of similar size is half- 
filled with HiO and clamped in position between evolution flask and absorbent solu¬ 
tion to provide trap for HCl vapor. 

DETERMINATION 

Weigh 1 g of minus SO-mesh slag into the evolution flask; add 1 g of Zn dust and 
wash down sides with 5-10 ml HjO; mix contents by means of flattened end of 
stirring rod and connect the flask. Introduce 50 ml of HCl (1+4) into separatory 
funnel; open stopcock to allow acid to flow into reaction flask, swirling the contents 
meanwhile. If necessary, apply pressure to effect complete transfer of acid from 
funnel. Close stopcock and continue the swirling 5 min. at brief intervals. Apply 
heat; continue the swirling until boiling starts and then regulate flame to maintain 
active boiling, although not too vigorous, throughout 10 min. Keep the contents of 
the HCl vapor-trap near the boiling point throughout dissolution of the slag, then 
snap off the rubber tubing at the CdSOi intake quickly, taking care not to allow a 
backing-up of the contents. Cut off heat, discard contents of the evolution flask and 
of the scrubber tube, and sot up apparatus for the next determination. 

Filter the CdS suspension on a 9 cm gravity filter leading into a 250 ml Erlen¬ 
meyer flask and wash with HjO to an overall volume of 100 ml. Add 4 drops of a 0.2 
per cent soln of methyl red and agitate vigorously while titrating slowly to the exact 
orange-yellow tint of the reference soln. That soln comprises 50 ml of the CdS soln 
diluted to 100 ml, with identical concentration of indicator and contained in a 250- 
ml Erlenmeyer flask. Should the end point be passed with resultant precipitation of 
Cd(OH)i, introduce 1-2 ml of 0.1 N HCl, and allow to stand until the precipitate 
disappears and then complete the titration dropwise under vigorous agitation. 
Divide by 2 the ml of net 0,\ N NaOH used to obtain the per cent CaCOi-equival¬ 
ence of the sulfide sulfur in the sample. The ml of 0.1 AT NaOHX.0016*g sulfide 
sulfur per determination; and the latter, times 100 ■>percentage of sulfide S. 



Table 4. Sutninations of separately determined occurrences of sulfide sulfur and sulfate sidfurf in compai 

total sulfur determinations on blastfurnace slags 
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* Forniaiied by Standard 81a« Company^ 1045 Bhipment. 

^ Data taken from Table 3, Section B. 

2 8 was oompttted from BaSO« weii^te after correction for reagent blank of .0011 g BaSO«. 

* Solfor unaccounted for when “aummations" were aubtraoted from determinationa of totaJa. 
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NON-SULFIDE SULFUR IN SLAGS 

Distinction has been drawn between total sulfur content and that in 
the form of sulfide, in relation to the two methods of analysis that are 
used for determination of the neutralization value of slags. The slags used 
in the sulfide methods were used in an effort to establish the actual quanti¬ 
tative differences between the two kinds of sulfur combinations that occur 
in various slags. Their total sulfur content was determined, and the frac¬ 
tions that remained in solution or in suspension after evolution of sulfide 
sulfur were determined also, so that the aggregates of the separate deter¬ 
minations would provide overall checks against totals. The total sulfur 
results given in Table 4 were obtained through aqua regia digestions of 
1-g charges, dehydration and removal of silicon dioxide, reduction of 
ferric iron with alunimum powder, and precipitation as barium sulfate. 
Residual sulfur was determined through dehydration of residues from the 
experiments of Table 3, Section B, redissolving and brominating, and then 
proceeding as for total sulphur. 

The sulfide sulfur values for the water-quenched slags are given in 
Table 4 and are virtually identical with those found as totals. This is in 
contrast to the disparity between the total and sulfide sulfur values 
found for the air-cooled slags. The differences range from 1 to 3 per cent 
of calcium carbonate-equivalence, and are accounted for almost entirely 
by the sulfates found in the residues. In general, difference between the 
values for total sulfur and those obtained as sxunmations of the sulfide 
and residual forms was 0.07 ± .03 per cent sulfur. This small difference 
may be due to incomplete oxidation by the bromination imposed during 
the evaporation of the sulfide residuals. 

ADDITIONAL SLAG ANALYSIS FOR SULFIDE 
AND SULFATE SULFUR 

Samples of blast furnace slags used in previous studies were available 
for additional sulfide analyses and these were supplemented by 6 electric- 
furnace phosphate reduction slags. The results assembled in Table 5 
substantiate the earlier finding that the sulfur in the granulated blast 
furnace slags is nearly all in the sulfide form, whereas sulfates account for 
substantial fractions of the sulfur contained by the air-cooled slags. The 
sulfur content of the electric furnace phosphate-reduction slags is only 
about one-tenth that of the sulfur content of the blast furnace slags. The 
mean sulfide sulfur content of 26 blast furnace slags was found to be 3.35 
per cent, in terms of calcium carbonate-equivalence. 

EFFECT OF SULFUR CORRECTION UPON THE CHEMICAL 
EVALUATION OF THE NEUTRALIZATION POWER OF SLAGS 

As noted, there are two types of procedure for the chemical evaluation 
of the liming effectiveness of slags. In the direct analysis, the calcium and 
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magnesium content is reckoned as of basic character and is balanced 
against the sum of the equivalents of sulfur, fluorine, and phosphorus, to 
establish the potential neutralization capacity of the material. This type 
of analysis may be taken as standard. The other procedure is an adapta¬ 
tion of the simple alkalimetric method with a prescribed titration end- 


Table 5. —Sulfur at tulfide and tvdfaU and their CaCOt-equivalencee in bloat furnace 
alaga and in tlaga from electric rock phosphate reduction furnaces 


BLAO 

BULPUlt AB 

BULflOS 

BULPUR AS 

SULPIDl 

CaCOiCs 

or SUM- 

BOUBOl NO. 

PHOCBBBINO 

s 


s 


MATIONB 



per cent 

percent 

percent 

per unt 

per cent 

Blast furnace* 1 

Granulated 

1.68 

3.25 




2 

u 

1.79 

5.60 

.06 

0.18 

5.78 

3 

u 

1.19 

3.70 

.05 

0.15 

3.85 

4 

Air Cooled 

1.15 

3.60 

.44 

1.38 

4.98 

5 

u 

0.98 

3.05 

.25 

0.78 j 

3.83 

6 

« 1 

1.09 

3.40 

.45 

1.41 

4.81 

7 

u 

1.18 

3.70 

.25 

0.78 

4.48 

8 

u 

0.66 

2.05 

.25 

0.78 

2.85 

9 

it 

1.26 

3.95 

.37 

1.16 

5.11 

10 

u 

0.93 

2.90 

.09 

0.28 

3.18 

A 

u 

0.82 

2.55 

N.D. 



B 

u 

0,98 

3.05 

« 

— 

— 

C 

Granulated 

0.94 

2.95 

u 

— 

— 

D 

u 

1.19 

3.73 

u 

— 

— 

Reserve Sample 

u 

0.88 

2.75 

a 

— 

— 

Electric 1053 

Quenched 

0.15 

0.48 

u 

_ 

_ 

furnace** 1117 

tt 


0.30 

.02 

.06 

.36 

1224 

tt 

0.13 

0.40 

N.D. 

— 

— 

1259 

u 

0.11 

0.35 

a 

— 

— 

1286 

u 

0.19 

0.60 

tt 

— 

— 

1291 

u 

0.18 

0.55 

1 tt 

— 

— 

Average for blase furnace slags 


3.48 




Average for 26 blast furnace slags, 


3.35 




including those in Table 3, B 







* Supplied by Standard Slag Company, 1942 samples from 1 to 10:1045 from A to D. 
° From Tennessee Valley Authority operations at Wilson Dam, Albania. 


point to minimize the sorbtion of bases by the precipitates of gelatinous 
silica and hydrated alumina. In a contribution on slag titrations (6, p. 
326) it was pointed out that because of the variant silicon dioxide/alu¬ 
minum oxide ratio in slags, swh titrations do not attain ike accuracy of the 
standard method of analysis closer than vdthin 1 to S per cent. 

Since the offlcial method (1) prescribed for limestone was found inap- 
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plicable to slags, the simplified procedure of titration to pH 5.2 using 
Bromcresol green was proposed as tentative method for the evaluation 
of blast furnace slags (7, p. 297). Schollenberger (4) has proposed that 
the alkalimetric procedure be modified to include special provisions for 
the oxidation of the sulfur present as sulfides in slag. His procedure 
requires a more complicated apparatus and a more involved manipulative 
technique. However, it lays claims to desired improvements, the principal 
ones being the elimination of interference effects from the silica-alumina 
precipitate at the titration point of pH 8.0, and the automatic correction 
for sulfide by oxidation by means of hydrogen peroxide prior to the titra¬ 
tion. 

The analyses presented in Table 6 were for eleven slags by means of 
six procedures used in previous studies, with corrections for either sulfide 
or total sulfur content. The criterion of accuracy is the concordance be¬ 
tween values given in each column with those reported in Column II. 
The Bromcresol green (“B.C.G.”) results of Column IV show an average 
deviation of 0.9 per cent, 7 of the values being within 1 per cent and 4 
being within 2 per cent. In this laboratory equally good results were 
obtained through the use of Schollenberger’s 2-stage titration method 
without sulfide oxidation. The results in Column VI were obtained by 
Schollenberger through the use of his o^vn procedure, unth sulfide oxida¬ 
tion. Those findings register no improvement in accuracy, and show devia¬ 
tions greater than those of any of the other methods under study. More¬ 
over, five of the eleven analyses by Schollenberger show calcium carbo¬ 
nate-equivalence differences of from 2.6 per cent to 4.6 per cent between 
duplicates, whereas, in the use of the direct titration to pH 5.2, such differ¬ 
ences were within 0.5 per cent. Hence, the results by the proposed pro¬ 
cedure, with inclusion of the step of sulfide oxidation, fall short of the 
precision obtainable by the simple titrative procedure to pH 5.2 by 
“B.C.G.,” where an allowance of a mean value of 3.5 per cent calcium 
carbonate-equivalence for sulfide sulfur has been made. The titrations to 
pH 5.2 by “B.C.G.,” as in Column VII of Table 6, show a mean deviation 
of only 1.0 per cent. In ten of the eleven findings the deviation is between 
1 and 2 per cent, which is within the tolerance inherent to a titrative pro¬ 
cedure on a sample from large bulk, as was indicated in a related contri¬ 
bution (6). 


PRACTICAL CONSIDERATION AS TO CHOICE 
OF CHEMICAL PROCEDURE FOR SLAGS 

For a product to be classified as a liming material, it is reasonable that 
a minimal neutralization value be prescribed. However, it is not likely 
that the salability of a classified liming material would be affected ma¬ 
terially by a 2 per cent variation in the determination of neutralization 
value, so long as the indicated value is well beyond the required minimum. 



Table 6. Neutraliuiiion values for blast furnace slags, in terms of CaCOz, as determined by various procedures, with 

corrections for sulfide sulfur content in the titralive procedures 
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In case the titration of a liming material should register a value consider¬ 
ably below that minimum, the liming material would be classified as sub¬ 
standard. This would serve to segregate the few slags that might register 
border-line values within 1 to 2 per cent of the standard requirement, and 
therefore require a more exact analjrtical technique to assure correct value 
and propter classification. Exactness within 2 per cent of the true value of 
the slag is not attained by the Schollenberger titration procedure or any 
other titrative method yet tested. That value is obtained only upon care¬ 
ful determination of the contents of calcium, magnesium, and sulfur. 

SUMMARY 

The evolution and determination of the sulfide sulfur content of slags 
were investigated to ascertain whether correction should be applied to the 
titrations used to measure the neutralization value of slags. 

Cadmium sulfide was prepared and used to establish precision and ac¬ 
curacy of the titration of the acidity engendered in a cadmium sulfate 
absorbent. 

Upon additions of hydrochloric acid of either 0.5 N, or (1+4) concen¬ 
tration, evolution of the sulfide from slags was incomplete in presence of air 
or in an atmosphere of carbon dioxide. Complete evolution was obtained 
from the cadmium sulfide and from the slags, however, when the slag plus 
zinc dust was treated with (1+4) hydrochloric acid. The findings prompt¬ 
ed the proposal of a simple method for the evolution and titration of the 
sulfide sulfur content of calcium silicate slags. 

The several proposed procedures for the determination of the neutral¬ 
ization value of blast furnace slags were compared upon basis of precision 
and accuracy, with special attention given to the merits of the sulfide 
oxidation as a step in the titrative procedure. The automatic sulfide cor¬ 
rection failed to produce the expected improvement in the accuracy pos¬ 
sessed by the direct titration procedure to pH 5.2, and in the precision 
attainable by the direct procedure. 

It is concluded that the simple titration procedure to pH 5.2 by Brom- 
cresol green should be adhered to as an equitable and practical means for 
the determination of the proximate neutralization capacity of a blast 
furnace slag. 

A correction of 3.5 per cent calcium carbonate-equivalence is suggested 
as a reasonable deduction for sulfides. A procedure for sulfide determina¬ 
tion in slags is presented, however, for occasions where more exact cor¬ 
rection for sulfide is required. 
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MILK FAT IN MILK CHOCOLATE* 

By L. W. Ferris (Food and Drug Administration, Federal Security 

Agency, Buffalo, N. Y.) 

The problem of the accurate determination of the amount of milk fat 
in milk chocolate has been before the Association of Official Agricultural 
Chemists since the early days of enforcement of the Food and Drug 
Act. At that time two procedures for removing the fat from milk chocolate 
were under consideration. One was to shake the sample with ether, or 
petroleum ether, until all fat that could be dissolved was extracted; and 
the other was to extract the sample for 18 hours in a continuous extracting 
apparatus with anhydrous ether, interrupting the process at some stage 
to grind the sample, thus making the fat more accessible to the ether. 
In commenting on these methods Associate Referee W. L. Dubois (1) 
in his report to the Association in 1910 noted that lower results were ob¬ 
tained by a straight ether extraction and assumed that merely shaking 
the sample with ether did not dissolve all the milk fat, since he had found 
results on a milk powder alone extremely low. He reported analyses of 
four samples of milk chocolate, the milk fat being estimated from the 
Reichert Meissl number of the extracted fat. Total milk solids calculated 
were compared with the amount stated by the manufacturer to be pres¬ 
ent, but no report was made of the per cent of milk fat actually present. 

In 1926, collaborative work (2) was done on one sample of milk choco¬ 
late of known composition. The fat for the determination of Reichert 
Meissl number was obtained by shaking the sample with two portions of 
petroleum ether. Results of the collaborators show a variation equal to 
about 36 per cent of the amount of milk fat present. 

In 1935, Hillig (3) presented a “unified method” using hydrochloric 
acid and petroleum ether for the determination of fat in foods. Two de¬ 
terminations were necessary to obtain sufficient fat for one determination 
of Reichert Meissl number. 

In 1945, M. Offutt (4) reported total fat on one sample of milk choco¬ 
late by the Hillig method and by a “modified Roese-Gottlieb method,” 
using hydrochloric acid, alcohol, and a mixture of petroleum and ethyl 

* Presented at the Annual Meeting of the Association of Official Agricultural Chemists held at Wash- 
ington, D. C., October 11-13,1948. 
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ethers. Offutt recommended that further work be done on these two 
methods. 

W. 0. Winkler (5) has suggested two procedures for the complete re¬ 
moval of fat from milk chocolate. One makes use of alcohol and petroleum 
ether, and the other of ammonia, alcohol, ether, and petroleum ether with 
massive quantities of solid ammonium chloride and magnesium nitrate to 
prevent unbreakable emulsions. No analytical results were reported. 

It is generally agreed that the Reichert Meissl number, being uniformly 
high on milk fat and low on other fats, offers the best available criterion 
for estimating the amount of milk fat in a mixed fat. Efforts in the past 
have been directed to devising a procedure that would remove all the 
fat from milk chocolate in as pure a state as possible and, at the same time, 
yield at least 5 grams of fat: the amount necessary for a determination of 
the Reichert Meissl number. The procedure of the Association of Official 
Agricultural Chemists for the separation from milk chocolate of fat to be 
used for the Reichert Meissl number has always called for a straight ether 
extraction. The only changes made from the first edition to the present 
sixth edition have been in the amount of sample to be used, and the sub¬ 
stitution of ethyl ether for petroleum ether. 

The purpose of this paper is to present evidence that a straight ether 
extraction on milk chocolate may leave unextracted an appreciable 
amount of milk fat, and to offer a method for the complete removal of fat 
from milk chocolate. A single determination of total fat yields a quantity 
sufficient for duplicate determinations of the Reichert Meissl number. 

METHOD 

Place 40 g of milk chocolate in a centrifuge bottle, add 100 ml of ether and shake 
vigorously until the chocolate is well broken up. Centrifuge, and decant or syphon 
off the ether layer. Make two more extractions with 100 ml of ether each, combine 
the extracts, and evaporate most of the ether. Add to the residue in the centrifuge 
bottle 25 ml of 1,4 dioxane and heat for 20 min. in a water bath at approximately 
90®C, with frequent stirring. Cool, add 100 ml of ether, stopper, shake w^ell, centri¬ 
fuge, and decant. Make two more extractions wdth 50 ml ether, combine the extracts, 
evaporate the ether, and remove the dioxane completely wdth a current of air on the 
steam bath. Dissolve the fat in ether, filter into the flask containing the preliminary 
ether extract, evaporate ether, dry at 100® and weigh. If any insoluble material ap¬ 
pears in the dry fat, filter in a hot oven before weighing out the 5-g sample for the 
Reichert Meissl number. 

RESULTS 

In a preliminary experiment, 99 per cent of the total fat present in a 
sample of milk powder was removed from 6 grams by the dioxane ether 
treatment. By making a double dioxane and ether treatment, the same 
completeness of fat extraction was secured on an 18-gram sample, giving 
sufficient fat for the Reichert Meissl determination. The Reichert Meissl 
number found was 28.4. 

That the fat remaining after a straight ether extraction of chocolate 
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may be mostly milk fat, is shown by the following results on a commercial 
sample of “ivory coating,” made with whole milk powder, cocoa butter, 
and flavor: 

Table 1. —RetulU 




Biioranr missL 



NUmiS Of tAT 

Straight ether extraction 

39.1 

5.0 

Dioxane-ether on residue 

1.0 

26.1 


The Reichert Meissl number on a sample of chocolate liquor containing 
no milk fat was 0.1 by the straight ether extraction of fat, and 0.3 on that 
obtained by the proposed method. 

Table 2 gives results on two commercial milk chocolates, five milk 
chocolate coatings and one “ivory milk coating.” The table permits a 
comparison between the A.O.A.C. method and the proposed method, 
both as to total fat and milk fat calculated from the Reichert Meissl 
number. 


Table 2.— Comparison of ^ methods (per cent) 


SAMPIil 

NO. 

PRODUCT 

MIU 

PAT* 

TOTAL PAT 

MILK PATt 

INCRRABR BT 

PROP. MBTHOD 

AO..\.C. 

tOTHOD 

FRO- 

POSSD 

HBTHOO 

A.O.A.C. 

MBTHOD 

FRO- 

POSRD 

MBTHOD 

TOTAL 

PAT 

MILK 

PAT 

1 

Milk Chocolate 

— 

32.6 

33.9 

4.9 

6.0 

1.3 

1.1 

2 

tt u 

— 

33.4 

33.6 

5.3 

5.4 

0.2 

0.1 

3 

Milk Chocolate Coating 

— 

33.4 

33.5 

3.3 

3.4 

.2 

.1 

4 

a u a 

— 

32.1 

32.4 

2.8 

3.1 

.3 

.3 

5 

a u u 

— 

30.5 

30.8 

3.2 

3.6 

.3 

.4 

6 

u u u 

3.8 

37.2 

37.6 

3.9 

4.1 

.4 

.2 

7 

u u u 

4.0 

32.7 

33.2 

3.9 

4.2 

.5 

.3 

8 

*Tvory Milk^* Coating 

7.2 

38.9 

39.8 

6.5 

7.2 

.9 

.7 


* Calculated from manufacturer’s formula, 
t Calculated from Reichert Meissl number of fat by formula (6). 


CONCLUSION 

It is shoAvn that a straight ether extraction of milk chocolate as in the 
A.O.A.C. method leaves unextracted a small amount of fat, which is 
principally milk fat. A method is presented which is rapid, easy in man¬ 
ipulation, and effects a more complete extraction of the fat. In one in¬ 
stance slightly over one per cent more of milk fat was obtained by the 
proposed method. 

REFERENCES 

(1) Bureau of Chemistry £ul. 152, pp. 159-163 (1912). 

(2) This Journal, 9, 462 (1926). 
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(5) Unpublished report, Food and Drug Administration, Federal Security Agency, 
Washington, D. C. 

(6) Methods of Analysis, 6th Ed. (1945), sec. 19.30. 


DETERMINATION OF WATER INSOLUBLE FATTY ACIDS 

IN DRIED EGGS* 

By Fred Hillig (Food Division, f Food and Drug Administration, 
Federal Security Agency, Washington 25, D. C.) 

The development of acids in eggs has been recognized as accompanying 
certain types of decomposition. Dried eggs prepared from liquid eggs 
which had become sour before drying were found to contain volatile 
and lactic acids.^ Acidity of the ether extract has also been applied to 
dried eggs, and directions for its determination have been included in 
the methods of the A.O.A.C.^The acids determined by the latter method 
include all of the non-volatile fatty acids, as well as the major part of any 
lactic acid that may be present. However, the method does not measure 
those acids which are present in eggs as an ether-insoluble compound, 
such as inorganic salts. A method for the determination of water insoluble 
fatty acids (hereinafter referred to as WIA) has already been proposed for 
cream and butter.* This method has now been applied to dried eggs. The 
procedure follows: 

determination of wu in dried eggs 

Weigh 2 g of the prepared sample into a 100 ml beaker and make into a uniform 
paste with a small quantity of water, using a heavy stirring rod. Transfer the ma¬ 
terial to a 250 ml centrifuge bottle with water, using a total of 25 ml for the entire 
operation, and shake vigorously. Rinse the beaker with 20 ml of alcohol, transfer 
the rinsings to the centrifuge bottle, shake vigorously, and add 50 ml of ether. 

Proceed as directed in the method for cream and butter.* 


RECOVERY EXPERIMENTS 


The quantities of oleic and palmitic acids, in alcoholic solutions, shown 
in Table 1, were transferred to centrifuge bottles containing 2 g of authen¬ 
tic, sound, dried eggs, reconstituted with water, and the WIA were de¬ 
termined by the above method. Table 1 shows the very satisfactory re¬ 
coveries obtained. 


* Presented at the Annual Meeting of the Association of Official Agricultural Chemists, held at Wash* 
ingtonJO. C., October 11-13, 1948. 

t W. B. White, Chief. 

1 Lepper, H. A., Bertram, M. T., and Hillig, F., ’'Detection of Decomposition in Liquid, Froien, and 
Dried Eggs,” Thu Journal, Z7. 204 (1944h 

« Methods of Analyst, A.O.A.C.^th (1945). Sec. 23.29-23.32. 

* Hillig, F., "Determination of Water-Insoluble Fatty Acids in Cream and Butter,” Thu Jswmal, 30, 
676 (1947). 
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Table 1 . —Recovery of oleic and palmitic acids added to i g of dried eggs 


SAIIPUB 

NO. 

WIA ADDID 

WIA FOUND 

BECOyiBlD 

OUBIC 

PALUmO 

TOTAL 

TOTAL 

NNT* 


mg 

mg 

mg 

mg 

mg 

per cent 

1 

282 

256 

538 

533.8 

525.4 

97.7 





540.4 

532.0 

98.9 

2 

141 

256 

397 

388.0 

379.6 

95.6 





397.4 

389.0 

98.0 

3 

282 

128 

410 

403.2 

394.8 

96.3 





396.4 

388.0 

94.6 

4 

70.5 

64.0 

134.5 

142.1 

133.7 

99.4 





142.8 

134.4 

99.9 

5 

70.5 

32.0 

102.5 

112.2 

103.8 

101.3 





112.6 

104.2 

101.7 

6 

35.3 

64.0 

99.3 

108.0 

99.6 

100.3 





109.1 

100.7 

101.4 

7 

28.2 

25.6 

53.8 

59.9 

51.5 

95.7 





58.1 

50.7 

94.2 

8 

14.1 

25.6 

39.7 

47.9 

38.5 

96.9 





47.7 

39.3 

99.0 

9 

28.2 

12.8 

41.0 

48.2 

39.8 

97.1 





49.9 

41.5 

101.2 

10 

56.4 

25.6 

82.0 

91.5 

83.1 

101.3 





91.5 

83.1 

101.3 


* The blank on each sample was 8.4 mg (average of 4 analsrees). 


The method was also applied to a number of the dried egg samples 
which were the subject of the previous study.* 

The data given in Table 2 show that dried edible eggs contain small 
quantities of WIA. No material increase in WIA was observed when edible 
liquid eggs were held for one day under refrigeration, or for short periods 
at high temperature before drying; or when they were frozen, and then 
thawed before drying. Overheating in drying did not appear to increase 
the WIA. There was also no decided increase when lower grade current 
receipt eggs were held for 18 hours at 85®F.; but, when addled eggs and 
mixed rots were added to different batches of the same type of eggs and 
held for from 18 to 23 hours, there was a decided increase in the WIA, one 
sample inoculated with mixed rots having an acid content of almost 11 
per cent. That limited amounts of certain types of decomposed eggs may 
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Table 2. —WIA in authentic dried\ eggs 


lAMPU 

NO. 

OBOUP l—NDXBU lOOB 

ODOB 

LIQUID 

■008 

WIA 

A-l 

Better grade current receipts 

none 

mg/too g 

415 

A-2 

Better grade current receipts 

none 

420 


Better grade current receipts held 22 hours at 35®F. 

none 

380 

B-l 

Lower grade current receipts 

none 

540 

B-2 

Lower grade current receipts 

none 

915 


Lower grade current receipts held 20 hours at 35®F. 

none 

530 

B-4 

Lower grade current receipts held 6 hours at 85®F. 

‘‘off’' 

443 

RF-1 

Current receipts frozen and thawed for 24 hrs. at 
70®F. 

none 

193 

RH.2 

Current receipts frozen and thawed for 48 hrs. at 
7Q^F. 

none 

478 

RH 

Current receipts overheated by drying at 510®F. 

none 

230 

B.5 

OBOUP 2—1008 HBLD AT 85*F. 

Lower grade current receipts held 18 hours 

sour 

728 

RO-2 

Lower grade current receipts with 2.5% added 
odorless addled eggs held 22 hours 

sour 

2,270 

RO-3 

Lower grade current receipts with 5.0% added 
odorless addled eggs held 18 hours 

sour 

4,483 

RR-2 

Lower grade current receipts with 2.5% mixed rots 
held 23 hours 

sour 

5,065 

RR.3 

Lower grade current receipts inoculated with mixed 
rots 

sour 

10,780 

RO-l 

OBOUP 3— CONTAIBINQ ADUBD INBDIBLl BOOS 

Current receipts with 5% odorless addled eggs 

none 

2,420 

RR-l 

Current receipts with 5% mixed rots 

none 

950 

RN 

Current receipts with 10% moldy 

moldy 

855 

RB 

Current receipts with 0.3% black rots 

putrid 

298 

RU 

Current receipts with 2% musty 

musty 

343 

BL 

Weak yolk and blood ring eggs 

none 

540 


t The description of the preparation of these samples has previously been given.^ 


be present in dried eggs without being detected by the method, is shown 
by the data obtained on Group 3 eggs. 

WIA IN COMMERCIAL DRIED EGGS 

Data obtained on eggs dried on a commercial scale and known to be of 
good quality are given in Table 3. 

The WIA content is within the range found for the authentic edible 
eggs in Table 1. 

SUMMARY 

An adaptation of the method for the determination of water-insoluble 
fatty acids in cream and butter is proposed for the determination of these 
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Tablb 3 .—WIA in eommereial driti eggt of edible qualUi/ 


•Aimiiiio. 

WIA 

■AllPLillO. 

WIA 

1 

mg/m§ 

325 

12 

me/ too 1 

205 

2 

350 

13 

280 

3 

550 

14 

290 

4 

540 

15 

120 

5 

485 

16 

185 

6 

225 

17 

120 

7 

265 

18 

155 

8 

255 

19 

330 

9 

230 

20 

195 

10 

205 

21 

55 

11 

590 




acids in dried eggs. It has been shown that small amounts of WIA are 
found in authentic dried edible eggs, but that when liquid eggs are allowed 
to become sour before drying, the WIA in the dried product are increased 
several fold. Commercial dried eggs of acceptable quality were found to 
contain WIA in the range found for authentic dried edible eggs. 


SUCCINIC ACID IN DECOMPOSED EGG PRODUCTS 

By Henry A. Lepper and Fred Hilliq (Division of Food,* Food 
and Drug Administration, Federal Security 
Agency, Washington 25, D. C.) 

During the course of the studies by Clabom and Patterson* which re¬ 
sulted in the methods for the determination and identification of lactic 
and succinic acids, it was observed that dried eggs, prepared from raw 
material known to be decomposed, contained significant amounts of suc¬ 
cinic acid. It is known that succinic acid results from certain types of 
microbial decomposition in foods,* coming either from carbohydrate break¬ 
down, or from the decomposition of aspartic and glutamic acids, them¬ 
selves the products of protein hydrolysis. It thus seemed in order to test 
this new and very specific method for succinic acid as an index of the vari¬ 
ous types of decomposition known to occur in eggs, before or after break¬ 
ing out. In all of the experiments described below, the Clabom and Patter¬ 
son method for succinic acid was followed. 

Shell eggs of edible, marketable quality were purchased on three differ¬ 
ent occasions. A dozen eggs were broken out, well mixed, and immediately 
analyzed for succinic acid. In no case was any detected. These samples are 

• W. B. White, C!hief. 

> Tint Journal, 31.134 (1948). 

• Porter, J. B., Boot. Clum. i PAvriei., 1946, pp. 810-818, 816, 862 and 864. 
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identified as 1, 2, and 3, respectively in Table 1. Sample No. 3 was so 
chosen that each egg had a substantial amount of dirt from the nest ad¬ 
hering to its shell. 

The liquid egg mix from sample No. 3 was permitted to stand at room 
temperature ((approximately 85°F.). When observed 22 hours later, it 


Table 1. —Succinic add in liquid and dried eggs 


1 

BAMPUI 

NO. 

DSBCMPTIOM 

SUCCINIC 

ACID 


1 

mg ptr 100 0 * 

1 

Shell eggs, edible marketable quality 

none 

2 

Shell eggs, edible marketable quality 

none 

3 

Shell eggs, edible marketable quality (dirty shells) 

none 

4 

Sample 3 held 22 hours at 85®F.—sour 

9.8‘ 

5 

Sample 3 held 46 hours at 85®F.—sour 

19.01 

6 

Shell eggs—mixed rots 

3.31 

7 

Shell eggs—white rots 

13.21 

8 

Shell eggs—black rots 

24.41 

9 

Shell eggs—addled, no odor 

none 

A-1 

Dried eggs from better grade current receipts 

none 

A-2 

Dried eggs from better grade current receipts 

none 

B.4 

Dried eggs from lower grade current receipts, held 6 hours at 
85 °F. —not sour 

none 

B.5 

Dried eggs from lower grade current receipts, held 18 hours at 
85 °F. —sour 

56* 

RO-2 

Dried eggs from lower grade current receipts, plus 2.5% addled 
odorless eggs, held 22 hours—sour 

38» 

RO-3 

Dried eggs from lower grade current receipts, plus 5% addled 
odorless eggs, held 18 hours—sour 

441 

RR-2 

Dried eggs from lower grade current receipts, plus 2.5% mixed 
rots, held 23 hours—^sour 

130* 

RR-3 

Dried eggs from lower grade current receipts, inoculated with 
mixed rots—sour 

118* 


* The anal 3 rtical results reported m this table were obtained by H. V. Claborn, formerly of the Food and 
Drug Administration. 

1 The identity of succinic acid was confirmed by the crystalline form of its barium salt. 

* The isolated succinic acid was identified by conversion to its p^tolmdide. 

* The isolated suocimo acid had the same m p. as authentic acid. 

was found to be in a state of active decomposition, being covered %vith 
foam and having a pronounced sour odor. The decomposition must have 
started some time before. Analysis of a sample from the mix showed that 
substantial amounts of succinic acid had developed at this stage. The re¬ 
mainder of the mix was permitted to stand 24 hours longer at room tem¬ 
perature at which time the foaming and sourness had definitely increased. 
This advancing decomposition was reflected in an increased succinic acid 
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' 

7 days old when collected; 14 days 
in transit. 

Also examd. frozen. 

7 days old & 7 days in transit, 
i Day-old farm stock. 

Store stock 

10 days old—also examd. frozen. 

10 days old. 

Also examd. frozen. 

Also examd. frozen. 

Also examd. frozen. 

Also examd. frozen. 

Also examd. frozen—^not over 8 
days old. 

Also examd. frozen. 

Also examd. frozen. 

LOCAUTT OF PBODUCTIOX 

Petaluma, Calif. 

Petaluma, Calif. 

Petaluma, Calif. 

Woodinville, Wash. 

N. W, Wash, 
nearby Denver 

15 mi. west Denver 

40 mi. east Denver 

nearby Pa. eggs 

Minnesota eggs 

Minnesota eggs 

Harford Co., Md. 

Harford Co., Md. 

Harford Co., Md. 

Mass, eggs 

Conn, eggs 

Maine, N. H., & Vt. eggs 

Erie Co., N. Y. 

Erie Co., N. Y. 

Erie Co., N. Y. 

South Jersey 

Callicoon Center, N. Y. 
Sum van Co., N. Y. 
Cumming, Ga. 

Jackson, Ga. 

Ellijay, Ga. 

SHELL 

COLOB* 

PQPQ 


OO«0 OOOOOOO OOCOOOO O OO 

r-» 

\ 

<!mc) <pao<J«0 < P50 

1 

m 11 ... 

---OO** . 'd'O'd... . .. ... 

ill .*.-’11^-2^ SSSiii 

San Franci 
San Franci 
San Franci 

Los Angele 
Los Angele 
Seattle, Wa 
Seattle, Wa 
Denver, Cc 
Denver, Cc 
Denver, C< 

Philadelphi 

Philadelphi 

Philadelphi 

Baltimore, 
Baltimore, 
Ba&ltimore, 
Boston, Ma 
Boston, Ml 
Boston, Ml 

Buffalo, N. 

Buffalo, N. 
Buffalo, N. 

New York, 
New York, 
New York, 
Atlanta, Gi 
Atlanta, Gi 
Atlanta, Gi 

|s 

76-166-7 H 
75-176 H 
75-175 H 

72-104 H 
72-180 H 
78-661 H 
78-662 H 
86-365 H 
86-367 H 
86-368 H 

65-297 H 
65-298 H 
65-299 H 

89-664 H 
85-374 H 
85-375 H 
92-866 H 
92-802 H 
92-803 H 

7-815 K 

7-816 K 
6-701 K 

9-935 K 
9-936 K 
9-938 K 
55-498 H 
54-899 H 
54-900 H 









Table 2. —Continued 
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content. The results of the two samples of mix are ^ven as Nos. 4 and 5, 
respectively, in Table 1. 

To study the occurrence of succinic acid in eggs which become decom¬ 
posed in the shell, a supply of rejects were secured from the candling oper¬ 
ations of a dealer in shell eggs. The individual eggs were broken and classi¬ 
fied into four groups as to condition. The first three groups cover the types 
of decomposed eggs usually encountered, namely mixed rots, white rots, 
and black rots. Each of these types contained succinic acid (samples No. 6, 
7, and 8, respectively). The fourth group contained eggs which on break¬ 
ing showed a ruptured yolk more or less addled into the white. However, 
they had no odor. Such eggs are usually high in bacteria and will develop 
an offensive odor of decomposition if allowed to remain in the shell. No 
succinic acid was detected in this group (sample No. 9). 

The application of the method to dried eggs w'as studied on a series of 
authentic samples manufactured from liquid eggs of known condition. 
The results are included in Table 1. Two samples, representing a good 
commercial grade of shell eggs, promptly dried after breaking out, showed 
no determinable succinic acid (samples No. A-1 and A-2). Another sample 
(No. B-4), manufactured from the lowest grade of current receipt eggs, 
which were broken and held six hours at 85°F. before drying, also showed 
no succinic acid. There was no decomposition evident in this sample, 
either in the liquid or in the dried state. However, dried egg sample No. 
B-5, made from the same liquid magma as B-4 after it was allowed to stand 
an additional 12 hours at 85°F before drying, until obviously sour and un¬ 
fit for food, showed large amounts of the acid. Sample Nos. RO-2, RO-3, 
RR-2, and RR-3 were prepared by inoculating liquid eggs from four sep¬ 
arate lots of lower grade current receipts of shell eggs as indicated in the 
tabulation, and drying the magma after it had been held long enough to 
become sour. 

To demonstrate further the absence of detectable amounts of succinic 
acid in edible marketable shell eggs, samples were purchased on the re¬ 
tail market in sixteen different cities. Food and Drug Administration 
inspectors in each city were requested to purchase three samples of 2 
dozen eggs each, representing respectively the best, the medium, and the 
lowest grade of eggs available on the local market. Thirty-seven samples 
consisted of white shell, and seven of brown shell varieties; two sam¬ 
ples were white and brown (one dozen each). The eggs were packed to 
obviate breakage and sent, properly sealed and identified, together with 
the records of collection, to Washington for analysis. Upon receipt, the 
eggs from each sample were broken and the contents individually noted 
and smelled. Eggs of inedible condition or quality were rejected. The 
edible eggs in each case were then composited, thoroughly mixed, and 
analyzed for succinic acid. No succinic acid was found in any of the 46 
samples. 
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Without exception the samples containing a substantial proportion of 
inedible eggs were either of the lower grades or were known to be a week 
old, with an additional exposure to summer temperature because of delay 
in transit. It is a fair assumption that the eggs from such samples that 
were classified as edible were on the verge of becoming inedible, since they 
were of comparable age and had been exposed to the same conditions as 
the inedible eggs in the sample. It is thus significant that even such eggs 
gave no evidence of succinic acid development. 

With a number of samples the egg magma, after withdrawal of the 
sample for analysis, was immediately frozen and held at 0®F. for from two 
to three months. Ten such samples of frozen eggs were thawed and ana¬ 
lyzed, and in no case was succinic acid detected. The grades indicated on 
the carton in which the eggs were purchased, or on the inspector's collec¬ 
tion report, were found to be as stated. The details of the samples discussed 
above are summarized in Table 2. The grades assigned are those estab¬ 
lished by the U. S. Department of Agriculture.* 

SUMMARY AND CONCLUSIONS 

Succinic acid was not found in shell eggs of acceptable, edible quality or 
in frozen or dried eggs prepared from such shell eggs. It is formed during 
some processes of decomposition of eggs, either in the shell or after separa¬ 
tion from the shell. This evidence of decomposition is demonstrable in 
dried eggs. 

Appreciation is extended to M. T. Bartram of the Food and Drug Ad¬ 
ministration for assistance in identifying and classifying the eggs according 
to the type of decomposition, and to W. I. Patterson for helpful sugges¬ 
tions during the course of these studies. The cooperation of the Food 
and Drug Inspectors in the collection of authentic samples is also appreci¬ 
ated. 


WATER INSOLUBLE FATTY ACIDS IN CREAM 
AND BUTTER* 


By Fred Hillig‘ and S. W. Ahlmann^ (Food and Drug Administration, 
Federal Security Agency, Washington 25, D. C.) 


INTRODUCTION 

There are three principal sources of supply of cream for butter making: 
(1) whole milk delivered direct to the creamery by the farmer, where it is 
separated and churned, (2) cream separated on the farm where, in some 


* U S. Standards for Quality of Individual Shell Eggs, Federal Register, 13» 1359 (March 16, 1948). 
Presented at the Annual Meeting of the Association of Official Agricultural Chemists, held at Wash^ 




Table 1. —Acids in cream and hntter 
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oases, it may be held for several days, or even weeks, unrefrigerated, 
before it is delivered to the cream gathering station to be held until it is 
collected by the centralizer, and (3) farm separated cream which may be 
held at the farm until a sufficient quantity is accumulated for direct de¬ 
livery to the creamery or centralizer. 

Lactic acid producing bacteria are always present in such cream, and 
the quantity and rate at which lactic acid will be formed depends upon 
the sanitary conditions under which the cream is produced and upon the 
time and the temperature at which it is held. Normal lactic acid souring 
has long been recognized by some sections of the industry as desirable in 
the manufacture of butter, in fact souring is often induced under con¬ 
trolled conditions through the addition of “starters” containing lactic 
acid producing bacteria. However, it frequently happens with improperly 
controlled spontaneous souring that other changes occur which render 
the cream unsuitable for use in the preparation of a food product for 
human consumption. This latter type of cream, and the butter made 
therefrom, presents a problem to the regulatory official. This paper is 
a report of progress on an investigation of the chemical changes taking 
place in cream constituents during initial lactic acid souring, and in 
cream in which additional deteriorating changes have occurred. 

EXPERIMENTAL 

Raw sweet cream was incubated at 90°F., vith daily stirring. A portion 
of the cream was churned at the beginning and another at the end of the 
incubation period. Volatile and lactic acids were determined on both the 
cream and butter samples by methods previously described (1, 2). The 
butter was also analyzed for total acids as follows: 50 grams of butter 
were weighed into each of two 250-ml centrifuge bottles, 10 ml of 
water were added and the mixture was gently wanned to melt the butter. 
The contents of the bottles were neutralized vith N sodium hydroxide, 
using phenolphthalein as indicator. The fat was extracted with 50 ml each 
of ether and petroleum ether. The residues in the centrifuge bottles were 
made acid with sulfuric acid and sodium tungstate was added. They were 
then transferred separately to a lactic acid extractor (2) and extracted 
for three hours. The extracts from the two 50-g portions of butter were 
combined, about 50 ml of water were added and the material was titrated 
with 0.1 Af sodium hydroxide. This gave the total acidity on 100 grams of 
butter. 

Data on 2 samples of cream and butter churned therefrom and on an 
authentic sweet cream butter and two samples of butter obtained on the 
market, are given in Table 1. 

The sum of the titers of the volatile and lactic acids subtracted from 
the titer of the total acids gives the acidity due to unidentified acids. 
In the case of butter A, there was no increase in the acidity due to these 



Tablb 2 —Authentic butter — lfi44 


SAMPU 

MO. 

?AT ACIDITT 

Afl LACTIC 

GLABSlt OP CSBAIC Of CBUBM 

WIA oif 

PAT BASIS 

MOLD 

0 

1 

a 

3 


pfr Ctrl 

fMT etnt 

perani 

per cent 

ptrctni 

mgflOOg 

per eerU 

1 

0.14 

100 




94 

0 

2 

0.32 

92 

8 



100 

0 

3 

0.85 

79 

21 



184 

47 

4 

0.45 

71 

29 



85 

33 

5 

0.77 

71 

29 



100 

15 

6 

0.72 

57 

43 



174 

8 

7 

0.76 

53 

47 



184 

45 

8 

0.56 

49 

51 



88 

61 

9 

0.62 

48 

52 



114 

28 

10 

0.63 

42 

58 



86 

32 

11 

0.76 

41 

59 



101 

58 

12 

0.76 

38 

62 



133 

10 

13 

0.85 

34 

66 



84 

20 

14 

0.77 j 

30 

70 



100 

3 

15 

0.80 

28 

72 



169 

22 

16 

0.70 

21 

79 



99 

11 

17 

0.75 

20 

80 



88 

5 

18 

0.55 

74 

24 

2 


185 

10 

19 

0.56 

53 

45 

2 


100 

2 

20 

0.90 

44 

54 

2 


390 

66 

21 

0.95 

35 

63 

2 


599 

59 

22 

0.83 

20 

78 

2 


; 531 

22 

23 

I 0.75 

15 

83 

2 


374 

46 

24 

0.84 

32 

65 

3 


189 

68 

25 

1.05 

25 

72 

3 


273 

42 

26 

0.74 

25 

72 

3 


523 

43 

27 

1.04 

14 

82 

4 


443 

47 

28 

0.95 

13 

83 

4 


379 

50 

29 

0.40 

70 

25 

5 


75 

17 

30 

0.84 

12 

82 

6 


293 

84 

31 

0.93 

25 

68 

7 


369 

58 

32 

0.97 

10 

82 

8 


191 

22 

33 

0.71 

19 

71 

10 


353 

37 

34 

0.80 

9 

80 

11 


428 

77 

35 

1.27 

29 

53 

18 


269 

53 

36 

0.63 

9 

73 

18 


350 

97 

37 

0.66 


90 

10 


133 

7 

38 

1.00 

47 

49 

3 

1 

380 

43 

39 

— 

10 

74 

14 

2 

259 

91 

40 

0.95 


74 

24 

2 

338 

86 

41 

1.00 

8 

77 

12 

3 

248 

63 

42 

0.87 


71 

26 

3 

546 

34 

43 

1.05 


59 

37 

4 

300 

83 
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unidentified acids over an incubation period of 14 days, although large 
quantities of lactic and acetic acids were formed in the cream, indicating 
extensive souring. However, butter B showed a marked increase of un¬ 
identified acids. The cream from which it was churned at the seventh day 
of incubation showed lactic and butyric acids in relatively large quanti¬ 
ties, butyric acid being the principal volatile acid produced. 

These results indicate a relationship between the occurrence of these 
unidentified acids in butter and the condition of the cream from which 
it Avas churned. A study of this acidic material, using the method devel¬ 
oped for isolating and determining water insoluble acids (3) (hereafter 


Table 3.— Authentic butter—1945 


BAMFUB 

NO. 

CLASSES or CREAM IK CHURN 

WIA ON 

FAT BASIS 

i 

1 MOLD 

0 

i 

2 

® i 


per cent 

per cent 

per cent 

per cent 

mg 1100 g 

percent 

1 

100 




50 

18 

2 

82 

18 



145 

74 

3 

66 

34 



140 

64 

4 

61 

39 



154 

40 

5 

34 

66 



104 

44 

6 

76 

23 

1 


61 

20 

7 


96 

4 


163 

76 

8 

2 

88 

10 


315 

64 

9 

5 

73 

22 


374 

82 

10 


71 

27 

2 

543 

82 

11 


61 

30 

9 

565 

96 


referred to as “WlA”), showed it to consist chiefly of these acids. The 
method was then applied to commercial creams and butters. 

Cream is judged as to condition principally by taste and odor both by 
the industry and by State and Federal regulatory agencies. In this investi¬ 
gation the classification of creams proposed by Vandaveer and Wildman (4) 
was folloAved in establishing the condition of the creams churned into the 
various butters studied. The description of the classifications used is as 
follows; 

(0) Cream which is either sweet or good clean sour; sound cream which 
a discriminating housewife would use for butter making in her own 
kitchen. 

(1) Cream which has an indefinite or indefinable “off” flavor or odor 
(e.{/., due to feeds). 

(2) Cream in which a decomposition characteristic, (“cheesiness,” 
rancidity, putridity, etc.), is strong enough to be definitely recognizable. 

(3) Cream in which the flavor characteristics of decomposition are 
markedly stronger than creams classified as (2). 
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Tablb 4 .—A tdherUie hiiUer — 194A 


tAMPLl 

MO. 

▼AT AdDlTT 

A8 LACTIC 

cunaiB or cbbam im chubm 

WIAom 

FAT BASIS 

MOLD 

0 

1 

2 

8 


pvcnU 

percent 

per cent 

per cent 

per cent 

mg/100 g 

percmii 

1 

— 

100 




56 

7 

2 

0.12 

100 




76 

0 

3 

— 

100 




78 

4 

4 

0.17 

100 




93 

0 

5 

0.15 

100 




104 

0 

6 

0.32 

100 




115 

4 

7 

— 

100 




119 

0 

8 

— 

100 




135 

2 

9 


55 

45 



159 

2 

10 

0.50 


100 



100 

1 

11 

0.45 


100 



193 

2 

12 i 

0.68 


98 

2 


133 

21 

13 

0.81 

11 

87 

2 


209 

51 

14 

0.90 

4 

94 

2 


200 

37 

15 

0.82 

6 

92 

2 


261 

53 

16 

0.87 

4 

93 

3 


150 

10 

17 

0.95 

13 

84 

3 


273 

! 86 

18 

0.85 


97 

3 


209 

79 

19 


2 

94 

4 


203 

68 

20 

0.57 


95 

5 


128 

21 

21 

1.14 


94 

6 


315 

I 76 

22 

0.85 

10 

84 

6 


331 

79 

23 

0.94 


93 

7 


394 

76 

24 

0.45 

2 

88 

10 


201 

2 

25 

0.80 


89 

11 


269 

17 

26 

0.81 


84 

16 


371 

5 

27 

0.92 


80 

20 


231 

81 

28 

0.77 


76 

24 


248 

21 

29 

1.15 


90 

9 

1 

411 

93 

30 



83 

16 

1 

350 

24 

31 

0.58 


90 

8 

2 

260 

15 

32 



66 

32 

2 

381 

2 

33 



72 

26 

2 

426 

55 

34 

1.22 


73 

25 

2 

44$ 

92 

35 

1.38 


65 

30 

5 

410 

100 

36 

1.05 


67 

19 

14 

425 

95 


During the summer of 1944, 43 authentic chums of butter were pre> 
pared in the Middle West. In each case each individual can of cream 
entering into the chum was classified and the percentage of each class 
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Tablk 6. —Storage experimerU 


•Aimji 

MO. 

0®F. 

4(rT. 

MOMTBS 

OTORAOl 

WIA 

MONTBB 

STORAOl 

WU 



mg/WO gfai 


mg/too g fat 

19 

0 

203 

0 

203 


4 

204 

4 

207 


5 

233 

5 

276 


22 

277 

22 

462 

8 

0 

135 

0 

135 


3 

157 

3 

162 


5 

273 

5 

449 


22 

323 

22 

4427 

29 

0 

411 

0 

411 


1 

388 

1 

398 


5 

400 

5 

1282 

22 


331 

0 

331 


1 

354 

1 

347 


5 

359 

5 

405 

36 

0 

425 

0 

425 


2 

401 

2 

421 


5 

410 

5 

523 


22 

458 

22 

7205 

11 


193 

0 

193 


2 

230 

2 

235 


6 


5 

210 


22 

258 

22 

295 

5 


104 

0 

104 


1 

104 

1 

123 


5 

109 

5 

78 


in the chum was computed. Data are presented in Table 2 on vat acidity, 
percentage of the various classes of cream in each churn, WIA, and mold 
count (5). The samples are listed in the order of the increasing quantities 
of classes 1,2, and 3 creams present. 

The data show that butters in which no class 2 nor class 3 cream was 
present contained the lower quantities of WIA, and that when such de¬ 
composed cream was present the quantity of these acids was materially 
increased. 

Portions of 14 of these authentic butters were stored at 40°F. for 75 
days. There was no significant change in the WIA content during this 
storage period. 
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During the summer of 1945, 11 authentic chums of butter prepared 
under the same conditions as in 1944 were made in creameries located in 
Cincinnati, Ohio. Analytical data on these butters are given in Table 3. 
Again the higher figures for WIA were found in the butters churned from 
vat cream containing some cream classified as decomposed. 

During the summer of 1946, 36 authentic chums of butter were simi- 


Table 6 . — Analpsis of sweet cream butter 


SAMPU MO. 

▼AT ACIDITY 

WIA 

HOLD 

1 

pn cent a» lactic 

0.12 

mgflOO gfat 

95 

per emi 

0 

2 

0.12 

89 

0 

3 

0.07 

109 

0 

4 

0.10 

100 

0 

5 

0.11 

112 

0 

6 

0.11 

98 

0 

7 

0.13 

80 

0 

8 

0.19 

78 

0 

9 

0.15 

88 

0 

10 

0.17 

110 

0 

11 

0.18 

104 

0 

12 

0.15 

142 

0 

13 

0.15 

76 

0 

14 

0.13 

84 

0 

16 

0.18 

226 

0 

16 

0.11 

114 

0 

17 

0.15 

122 

0 

18 

0.13 

128 

0 

19 

0.17 

121 

0 

20 

0.16 

131 

0 

21 

0.13 

115 

0 

22 

0.14 

90 

0 

23 

0.12 

101 

0 


larly prepared in creameries located in the Middle West. Analytical data 
on these butters are given in Table 4. 

Here again the higher values for WIA were found in the butters churned 
from vat cream containing some cream classified as decomposed. 

Portions of 7 of the 1946 authentic butters were stored at 0® and 40°F. 
for periods up to 22 months. WIA were determined at different storage 
periods, as shown in Table 6. 

With the exception of sample 8, there was no significant change in the 
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WIA content of any of these butters after 5 and in some cases 22 months 
of storage at 0®F. There was some increase in this sample between the 
third and fifth months of storage and a further small increase after 22 
months, at which time visible mold appeared. At 40®F large clumps of 
mold appeared in samples 8 and 29 after 5 months storage, and the WIA 
increased approximately 3 fold. There was no significant change in the 
WIA content of the other 4 butters after 5 months of storage at 40°F., 
but, there was a decided increase after 22 months storage at 40°F. 

During the summer of 1947, 23 churns of butter were made from sweet 
cream on a commercial scale. Analyses of these butters are presented in 
Table 6. 


Table 7. —Distribution of WIA between butter and buttermilk 


CLABB or 

CRKAM 

PRODUCT 

TITBATABLR ACIDITT 

AS LACTIC 

WIA 



per cerd 

mol too g fat 

0 

Cream 

0.12 

176 


Butter 


158 


Buttermilk 


20* 

1 

Cream 

0.66 

241 


Butter 


219 


Buttermilk 


24* 

2 

Cream 

1.09 

683 


Butter 


700 


Buttermilk 


38* 

3 

Cream 

1.54 

762 


Butter 


741 


Buttermilk 


74* 


* Mg per 100 g buttermilk. 


An experiment w’as conducted to show the distribution of WIA between 
butter and buttermilk. One hundred gallons of sweet unpasteurized milk 
from a single producer were separated, and litratable acidity and WIA 
were determined on the cream. About 2J gallons w'ere churned, and WIA 
was determined in the butter. The balance of the cream was allowed to 
stand at room temperature (87 to 95°F.) Avith stirring each day. When 
Class 1 stage was reached it was again sampled for analysis and about 
2J gallons were neutralized to an acidity of approximately 0.2 per cent as 
lactic, pasteurized, and churned. This procedure was repeated when the 
cream reached the Class 2 and 3 stages. The analytical data are given in 
Table 7. 

Most of the WIA were retained in the butter, very little being found in 
the buttermilk. The sum of the WIA in the butter and buttermilk is of 
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Tabim 8 .—WIA in cream 


•AIIPLI 

NO. 

osoANOLirric 

OLUSinCATtON 

ACIDITT 

ABLAOTtO 

WIA 



percmU 

m9/i00 0 **at ii” 

1 

0 

0.14 

25 

2 

0 

0.15 

46 

3 

0 

0.13 

40 

4 

0 

— 

40 

5 

0 

0.78 

44 

6 

0 

0.69 

68 

7 

2 

0.88 

584 

8 

2 

1.73 

323 

9 

2 

1.18 

53 

10 

2 

^ 1.51 

121 

11 

2 

1.14 

179 

12 

2 

1.37 

503 

13 

2 

0.95 

148 

14 1 

2 

0.97 

477 

15 

2 

0.59 

176 

16 

2 

1.17 

254 

17 

2 

1.17 

26 

18 

2 

1.63 

122 

19 

2 

1.71 

377 

20 

2 

0.82 

27 

21 

2 

1.37 

113 

22 

2 

1.09 

94 

23 

2 

0.86 

148 

24 

2 

1.15 

141 

25 

2 

1.39 

122 

26 

2 

0.68 

195 

27 

2 

0.95 

222 

28 

2 

1.10 

837 

29 

3 

1.55 

496 

30 

3 

0.68 

142 

81 

3 

1.55 

55 

32 

3 

— 

190 

33 

3 

1.53 

161 

34 

3 

1.13 

207 

35 

3 

1.66 

396 

36 

3 

0.92 

275 

37 

3 

0.92 

192 










IdJ^ HILUG * AHLBUNN: rATTT ACIDS IN CBEAli AND BPTTBB 749 


the same magnitude as that in the cream from which the butter was made. 

During the investigation in the summer of 1946 a number of individual 
cans of cream were organoleptically classified and samples were analyzed 
for titratable acidity and WlA. The data are given in Table 8. 

The creams classified as 0 contained small quantities of WIA. Thirty-one 
cans were classified as either 2 or 3. Twenty-seven of these contained 
materially larger quantities of WIA than were found in the 6 cans of 
sound cream. Only 4 of them contained WIA in an amount comparable 
to that found in the 6 cans of 0 class cream. 

SUMMARY 

Data are presented on the determination of WIA in 90 authentic chums 
of butter. When decomposed cream was present in the chum more WIA 
were found in the butter, in most cases, than in the butter churned from 
cream containing no decomposed material. It was sho^vn that WIA in 
cream, for the most part, are retained in the butter on churning. Individual 
cans of cream classified as being decomposed usually contained much 
larger quantities of WIA than cans classified as satisfactory for butter 
making. There was in general little or no increase in WIA in butters stored 
at Q'T. for 5 months. Except in those cases in which visible mold appeared, 
there was no significant change in WIA in butters stored for 5 months at 
40“ F. 
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VOLATILE ACIDS IN CREAM AND BUTTER* 

PART I. THE DEVELOPMENT OF BUTYRIC ACID DURING 
THE PROGRESSIVE DECOMPOSITION OF CREAM 

By Feed Hillio (Food Division,! Food and Drug Administration 
Federal Security Agency, Washington 25, D. C.) 

PART II. BUTYRIC ACID IN COMMERCIAL 
CREAMS AND BUTTERS 

By Fred Hillig and Dorothy Montgomery (Food Division,! Food and 
Drug Administration, Federal Security Agency, Washington 25, D. C.) 

INTRODUCTION 

The development of acidity in raw cream as it ages is universally known. 
The individual volatile acids formed during the progressive chemical 
changes in cream, inoculated microbially through normal handling, and 
held under controlled conditions of time and temperature, were investi¬ 
gated. Preliminary experiments indicated that some acetic acid is usually 
formed along with the lactic acid when cream sours spontaneously. Fur¬ 
ther, the retrogressive changes folloiving the initial souring often result 
in the formation of butyric acid, occasionally as much as 0.5 per cent, 
accompanied by the development of objectionable organoleptic charac¬ 
teristics. The presence of butyric acid, in milk which has fermented, has 
been previously observed (1). Therefore the significance of butyric acid 
as an indication of decomposition in cream in controlled experiments and 
in commercial authentic creams, and the butter made therefrom, was 
studied. 

PART I. THE DEVELOPMENT OF BUTYRIC ACID DURING 
THE PROGRESSIVE DECOMPOSITION OF CREAM 

Raw, unpasteurized creams, with no micro-organisms present other 
than those introduced in good sanitary practice, were held 2-3 weeks at 
three temperatures: (I) in a 32°C. incubator, (8) at room temperature 
(25-27°C.), and (3) at a constant 20°C. temperature. Samples were with¬ 
drawn at frequent intervals for analysis. Lactic acid and lactose were 
determined by A.O.A.C. methods (2) as directed in sections 22.8 and 
22.24, respectively. At the beginning of these investigations, the method 
(3) then available for the individual determination of volatile acids when 
present together was used. This method, and a modification (4) used 
later, consists essentially of distilling the acids at constant volume at a 
uniform rate. The earlier computations were made by the procedure of 
Dyer (5). Later the Hillig and Knudsen (4) procedure was used. The 


* Pk'esented at the Annual Meeting of the Aesociation of Official Agricultural Chemiste, held at Wash¬ 
ington, D. C., October 11-13. 1948. 
t W. B. Vmte. Chief. 
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published directions for the preparation of the sample (6) were adapted 
to cream and butter in the following manner: 

Preparation of butter sample *—Weigh 50 g into each of two centrifuge bottles, 
and proceed as directed in the method for water-insoluble acids in cream and but¬ 
ter ( 6 ), beginning with the words **Add NaOH" and continuing through the second 
washing with mixed ethers for removal of fat. Then remove residual ether from bot¬ 
tles by evaporation on steam bath, transfer contents of both to a single 200 ml 
volumetric flask with H 2 O, add 1 ml H 2 SO 4 (1 + 1 ) and 10 ml of 10 % sodium tung¬ 
state soln. Make to mark, shake and filter. Transfer 150 ml of filtrate to distillation 
flask. 

Preparation of cream sample .—Weigh 100 g into a 250 ml volumetric flask, add 
100 ml of water and 2 ml of sulfuric acid (1 4 * 1 ), and mix, avoiding vigorous shaking. 
Add 15 ml of 10% sodium tungstate soln, make to mark, shake and filter through a 
rapid flowing filter paper. Transfer 150 ml of filtrate to distillation flask. 

The changes in the constituents of the creams at the three different 
incubation temperatures are illustrated by Figures 1, 2, and 3, respec¬ 
tively. As would be expected, the lactose decreased throughout the ex¬ 
periments, since micro-organisms in milk tend to attack carbohydrates 
first. Especially at the higher temperatures, the disappearance was more 
pronounced near the beginning, at which time lactic acid was formed more 
rapidly. 

With some creams, the rate of formation of lactic acid was later retarded, 
the amount in creams 1 and 2 (Fig. 1) even decreasing for a few days. 
This retardation was accompanied in these creams by a sudden, marked 
increase in volatile acids. These concurrent changes which occurred at 
an earlier period at the higher temperatures suggest that the volatile 
acids may have been formed at the expense of the lactic acid. 

Butyric acid, as determined from the distillation constant (percentage 
of total volatile acid in the first 100 ml of distillate), was the principal 
volatile acid formed during this upsurge. In the earlier stages this acid 
was not detectable, the chief volatile acid then being acetic. 

At the time butyric acid appeared, the creams were in violent fermenta¬ 
tion. A disagreeable flavor, such as would lead the housekeeper to regard 
it as unfit or inedible cream, had developed. In some creams the flavor 
resembled that of plain sour cream to which butyric acid had been added. 
In others it resembled that of creams often described by cream graders in 
the industry as “cheesy,” At this stage, the cream had separated into a 
dry, friable, spongy layer on the surface with a serum layer underneath 
similar in some respects to a yeasty type of fermentation, except that the 
latter is usually slimy rather than friable. 

Although lactose appeared the logical source of the butyric acid formed 
as a result of microbial activities in cream, the butterfat is a potential 
source, since the butyric acid present as a glyceride could be liberated on 
hydrolysis by lipolytic enzymes. To check this possibility, after neutrali¬ 
zation with sodium bicarbonate to about 0.25 per cent acidity as lactic, 



CREAM i - ^EAM 



AGE IN DAYS AGE IN DAYS AGE IN DAYS 

Fig. 1.—^Incubated at 32*C. Fig. 2.—Incubated at Pig. 3.—^Incubated 

25-27®C. at 20*C. 
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the creams were churned and the Reichert-Meissl number of the fat from 
each butter was determined. Further, the distillation constant (percentage 
of total acids distilled in the first 100 ml of distillate) of the Reichert- 
Meissl acids was determined by the ori^nal method, after transfer of the 
titrated acids to the distillation flask. Since the total acids in the distilling 
flask were known, the use of equations was unnecessary. 


Table 1. — Reichert-Meisel numbers of butter 


AOBOr 

CBBAM 1 

orbam2 

CHI AM 5 

CRIAM? 

CRBAM 

IN D4T» 

m-M 

DIST. 

R~lf 

DIET. 

R-M 

DIST. 

R-M 

DIST. 

NO. 

CONST. 

MO. 

CONST. 

NO. 

CONST. 

NO. 

CONST. 

Fresh 

31.7 

82.2 

31.2 

81.9 

30.1 

77.8 

29.5 

81.4 

3 

31.1 

82.5 







5 

31.4 

81.7 

31.1 

80.9 





6 







30.0 

80.5 

8 

31.6 

81.7 







10 







29.3 

81.0 

12 





30.0 

77.8 



13 

31.1 

81.5 







14 

30.7 

80.6 








The results in Table 1 show that both the Reichert-Meissl number and 
the distillation constant of the Reichert-Meissl acids remained unchanged 
throughout the progressive decomposition of cream. The butyric acid 
glycerides in butterfat are significant contributors to the Reichert-Meissl 
number, and if an appreciable portion of them had been hydrolyzed the 
number would have been noticeably changed. 

In order to test the possibility that the free butyric acid in the cream 
might have dissolved in the fat in just the right amount to maintain a 
constant Reichert-Meissl number, some of the butter was neutralized 
with sodium hydroxide, extracted 3 times with warm water, the residue 
dried with sodium sulfate, the fat extracted with petroleum ether and 
dried in a boiling water bath under vacuum. Treated in this manner it 
was found that there was no change in the Reichert-Meissl values, or in 
the distiUation constant of the Reichert-Meissl acids, of the butter 
churned from the creams at various stages of incubation. 

Further evidence on the source of the butyric acid was obtained on 
whole and skim milks. Typical results are illustrated by the skim milk 
curves in Figure 1. The 0.57 per cent of butyric acid found after six days’ 
incubation at 32°C., as determined by the modified distillation method, 
(4) obviously could not have come from the milk fat. The skim milk 
contained 0.1 per cent of fat and, as butterfat contains about 3 per cent 
of combined butyric acid, the maximiun theoretical amount from this 
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source would have been only .003 per cent. Whole milks developed similar 
concentrations of butyric acid, whereas the total of this acid from the 
fat of a 4 per cent milk could be only 0.12 per cent. 

By postulating that lactose on fermentation will produce 4 molecules of 
lactic acid, that 1 molecule of butyric acid will be formed from 2 mole¬ 
cules of lactic acid through a series of intermediate reactions, and that 
1 molecule of acetic acid will be formed from one molecule of lactic acid, 
one may test more directly the hypothesis that the volatile acids are 
formed primarily from lactose. Acetic and butyric acids (calculated from 
the data used in preparing Fig. 1) have been converted into their assumed 
equivalent in lactic acid, and these amounts added to the lactic acid re¬ 
maining as such in the cream. This sum has then been compared with the 
actual quantity of lactose lost. In Table 2 the results obtained in Cream 2 
incubated at 20°. C have been so treated. Similar results were obtained 
on the same cream incubated at 25-27°C. and at 32°C. 

Table 2. —Comparison of loss in lactose and gain in lactic acid 
Cream incubated at 20°C. 


AOl Of 

CRIAM 

DATS 

GAIN IN 

LACTIC 

ACID 

GAIN IN 

LACTIC ACID 

COtfPirriD FROM 

ACITIC ACID 

GAIN IN 

LACTIC ACID 

OOMPDTSD PROIf 

BUTTSIC ACID 

TOTAL GAIN 

IN LACTIC 

ACID 

LOSS Of 

LACTOai 

1 

0.308 

0.042 

— 

0.350 

0.35 

3 


0.118 

— 

0.681 

0.78 

5 

0.667 

0.124 

— 

0.791 

0.77 

7 


0.109 

— 

0.794 

0.77 

9 

0.737 

0.102 

— 

0.839 

0.87 

12 

0.804 

0.072 

0.074 

0.950 

0.94 

13 

0.779 



0.925 


14 


0.041 

■DM 

0.970 


15 

0.840 

0.033 

0.131 

1.004 

1.19 


The loss in lactose in all cases closely approximated the “total gain in 
lactic acid.” Thus all the available evidence indicates that the butyric 
acid found in these creams was produced from lactose through lactic acid 
as an intermediate step. 

To further verify the presence of butyric acid, a relatively large amount 
of total volatile acids distilled from Cream 2 of Figure 1 were redistilled, 
100 ml distillates collected, and each titrated, following the method pre¬ 
viously used to determine the highest volatile acid in a mixed distillate 
(7). From the data. Curve 1 of Figure 4 was drawn. The first 100 ml of 
titrated distillate obtained in preparing Curve 1 were acidified, transferred 
to the distilling flask and, various portions of distillate were collected to 
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prepare Curve 2. The same procedure was followed in preparing Curve 3. 
Another curve was prepared, but since it coincided with Curve 3, it is 
not shown. Curve 3 falls below the line given by propionic acid similarly 
distilled and approaches, but never crosses, the line given by butyric acid. 



Fig. 4—Fractionation of volatile fatty acids from cream. 

It may thus be concluded that butyric acid was the highest detectable 
volatile acid present in this sample. 

PART II. BUTYRIC ACID IN COMMERCIAL CREAMS 
AND BUTTERS 

In the studies described in Part I, it was observed that butyric acid 
when present in cream, carries over into the hand-churned butter. In 
order to test this observation on butters more closely approximating the 
commercial article, a series of small churnings were made, using an elec¬ 
trically driven, roller type churn of 12 gal. capacity. In each case about 
4 gallons of cream, all from one producer, were neutralized, pasteurized, 
and churned, simulating as near as possible the regular commercial 
process in the details of churning, washing, working, etc. The creams were 
classified according to the proposed system of Vanderveer and Wildman 
( 8 ).* 

Butyric and propionic acids were determined in these butters by a 
chromatographic procedure (9). The results are given in Table 3, including 
grade of cream in the churn and the water-insoluble acids (WIA). A small 
and variable, but substantial, portion of the butyric acid, when present, 
usually remained in the butter. Propionic acid, however, was retained in 


* See also Thia Journal (p. 743). 
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only two of the butters made from creams containing it. This acid pre¬ 
sumably was lost in the buttermilk and wash water. 

No determinable quantity of butyric acid was found in creams suitable 
for buttermaking. In the creams classed as 2 and 3, both butyric and 
propionic acids were found—^in some cases in rather large quantities. 

Tablh 3 .—Distribvtion of butyric and propionic acids 
between cream and butter 



OBEAM 

BcmR 

SAMPlil 

MO. 

OBQAKO- 

LBPTIO 

ACIOITT AS 

bcttric 

PBOPIONXO 

WIA 

buttbic 

niopioKtc 


CLASS 

LACTIC 

ACID 

ACID 

ACID 

ACID 



•per cent 

mol too gfat 

mg/ too g fat 

mg/lOO gfat 

mg/ too gfat 

mg/ too gfat 

1 

0 

0.12 

0 

0 

100 

0 

0 

2 

1 

0.71 

0 

0 

159 

0 

0 

3 

1 

0.72 

0 

0 

137 

0 

0 

4 

1 

1.36 

0 

0 

130 

0 

0 

5 

2 

1.01 

31 

5 

329 

0 

0 

6 

2 

1.52 

23 

3 

909 

6 

0 

7 

2 

0.55 

38 

4 

1362 

4 

0 

8 

2 

0.88 

40 

6 

1099 

4 

0 

9 

2 

1.09 

171 

17 

6573 

40 

0 

10 

2 

1.43 

53 

6 

1517 

2 

0 

11 

6 

1.44 

145 

4 

694 

9 

4 

12 

3 

2.12 

27 

3 

1435 

0 

0 

13 

3 

2.46 

176 1 

15 

918 

4 

3 


In the companion study on WIA in creams and butters in 1946 (This 
Journal, p. 744), butyric acid was later determined in subdivisions from 
37 cans of the cream. The creams were classified and sampled at the 
creamery, and represented either direct deliveries to the creamery by the 
producer, or cream picked up by a route driver and delivered to the 
creamery. The results are given in Table 4, and for convenience, the or¬ 
ganoleptic classifications and WIA are repeated. Organoleptically these 
creams were typical examples of Classes 0, 2, and 3 as encountered in the 
industry. Class 2 creams had a flavor that is referred to in the industry as 
“slightly cheesy,” or “cheesy.” The flavor of the Class 3 creams was 
either “cheesy” or putrid. Such creams are considered decomposed. 

The authentic commercial butters from the WIA studies (This Journal, 
p. 739) of 1945 and 1946, were also analyzed for butyric acid. The results 
are given in Table 5 with the classification of the creams in each chum. 
The results for WIA and mold are again included for convenient compari¬ 
son. 

From Table 5 it is apparent that butter churned from vat cream con¬ 
taining some Class 2, or Class 2 and 3 cream, frequently contains butyric 
acid and usually high WIA or mold count as well. 
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Tablb ^.—AnalysU of individual cans of cream — Summer^ 1948 


m 

1 

OBGANOUrriO 

tmUTABU 

HTTA 

jouLtna ACIDS 

jro. 

CUBBtnCATION i 

L40TI0 

irlii 

BCTTRIO 

PROPIONIC 

1 

0 

percent 

0.14 

mg/lOOg 

25 

mg/100 g 

0.0 

mg/100 g 

0.0 

2 

0 


46 

0.0 

0.0 

3 

0 

0.13 


0.0 

0.0 

4 

0 

— 


0.0 

0.0 

5 

0 

0.78 

44 

0.0 

0.0 

6 


0.69 

68 

0.0 

0.0 

7 

2 


584 

9.6 

0.0 

8 

2 

1.73 

323 

27.4 

0.0 

9 

2 

1.18 

53 

3.4 

0.0 

10 

2 

1.51 

121 

26.6 

9.5 

11 

2 

1.14 

179 

50.2 

18.5 

12 

2 

1.37 

503 

16.5 

0.0 

13 

2 

■H 

148 

63.9 

0.0 

14 

2 


477 

10.7 

0.0 

15 

2 


176 

16.5 

0.0 

16 

2 

1.17 

254 

0.0 

0.0 

17 

2 

1.17 

26 

0.0 

0.0 

18 

2 

1.63 

122 

48.2 

0.0 

19 

2 

1.71 

377 

56.2 

11.3 

20 

2 

0.82 

27 

0.0 

0.0 

21 

2 

1.37 

113 

12.2 

0.0 

22 

2 

1.09 

94 

6.7 

0.0 

23 

2 


148 

6.7 

0.0 

24 

2 

! 1.15 

141 

63.2 

7.0 

25 

2 

1.39 

122 

36.2 

3.6 

26 

2 

0.68 

199 

49.4 

0.0 

27 

2 


222 

8.4 

0.0 

28 

2 


837 

28.7 

2.1 

29 

3 

1.55 

496 

160.7 

62.0 

30 

3 

0.68 

142 

94.9 

0.0 

31 

3 

1.55 

55 

3.8 

5.2 

32 

3 

— 

190 

20.7 

0.0 

33 

3 

1.53 

161 

303.6 

0.0 

34 

3 

1.13 

207 

122.8 

46.5 

35 

3 

1.66 

396 

37.1 

0.0 

36 

3 

0.02 

275 

122.4 

46.3 

37 

3 

0.92 

192 

112.5 

6.5 
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Table 6. —Authentic halters 


SAMPUB 

NO. 

TAT ACmiTT 

AS LACTIC 




BUTYRIC 

ACID 

■■ 



n 

194S 

ptrcmi 

percent 

percent 

per cent 

percent 

m/tOOifat 

percent 

mgJlOOgfat* 

1 


100 




50 

18 

0 

2 


82 

18 



145 

74 

0 

3 


66 

34 



140 

64 

0 

4 


61 

39 



154 

40 

0 

5 


34 

66 



104 

44 

0 

6 


76 

23 

1 


61 

20 

0 

7 



96 

4 


163 

76 

0 

8 


2 

88 

10 


315 

64 

4 

9 


5 

73 

22 


374 

82 

3 

10 



71 

27 

2 

543 

82 

6 

11 



61 

30 

9 

565 

96 

5 

m6 









1 i 

0.12 

100 




76 

0 

0 

2 

0.17 

100 




93 

0 

0 

3 

0.15 

100 




104 

0 

0 

4 

0.38 

55 

45 



159 

2 

0 

5 

0.50 


100 



100 

1 

0 

6 

0.68 


98 

2 


133 

21 

0 

7 

0.81 

11 

87 

2 


209 

51 

0 

8 

0.90 

4 

94 

2 


200 

37 

3 

9 

0.82 

6 

92 

2 


261 

53 

2 

10 

0.87 

4 

93 

3 


150 

10 

3 

11 

0.95 

13 

84 

3 


273 

86 

7 

12 

0.85 


97 

3 


209 

79 

0 

13 

0.80 

2 

94 

4 


203 

68 

5 

14 

0.57 


95 

5 


128 

21 

0 

15 

1.14 


94 

6 


315 

76 

5 

16 

0.85 

10 

84 

6 


331 

79 

3 

17 

0.94 


93 

7 


394 

76 

4 

18 

0.45 

2 

88 

10 


201 

2 

0 

19 

0.80 


89 

11 


269 

17 

0 

20 

0.81 


84 

16 


371 

5 

5 

21 

0.92 


80 

20 


231 

81 

2 

22 

0.77 


76 

24 


248 

21 

0 

23 

1.15 


90 

9 

1 

411 

93 

3 

24 

1 1.00 


83 

16 

1 

350 

24 

1 ^ 

25 

! 0.58 


90 

8 

2 

260 

15 

3 

26 

1.50 


66 

32 

2 

381 

2 

0 

27 

1.22 


72 

25 

2 

448 

! 92 

7 

28 

1.05 


67 

19 

14 

425 

95 

2 


* The rerieed distillation method (4) was used on the 1946 eamplee and the chromatographic method 
(9) on the 1M6 samples. 
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A test of the application of the butyric acid procedure to commercial 
butters was made on 23 samples purchased on the open market. The re¬ 
sults are given in Table 6, along with results for WlA and mold. Butyric 
was absent in many of those samples containing the lower amounts of 
WIA. 


Table 6 .—Analysis of market butler 


BAIIPLB NO. 

WIA 

BUTTBIC ACID 

MOLD 

1 

me! too 1 fat 

1050 

mg/ too gfat 

28 

64 

2 

501 

23 

58 

3 

733 

11 

24 

4 

464 

11 

22 

6 

599 

13 

26 

6 

969 

19 

44 

7 

238 

3 

88 

8 

243 

3 

82 

9 

264 

3 

50 

10 

293 

3 

50 

11 

320 

3 

52 

12 

251 

none 

40 

13 

198 

4 

87 

14 

600 

16 

44 

16 

964 

20 

42 

16 

343 

8 

18 

17 

450 

9 

22 

18 

99 

none 

0 

19 

106 

none 

0 

20 

174 

none 

4 

21 

181 

none 

2 

22 

541 

15 

22 

23 

593 

15 

28 


In addition butyric acid was determined on 23 samples of authentic 
commercial sweet cream butters and no determinable quantities were 
found in any instance. 


SUMMARY 

Progressive decomposition experiments on cream show that butyric 
acid is frequently produced in cream when it reaches that stage of de¬ 
terioration where it is unfit for human consumption. Results indicate that 
the butyric acid probably results from the breakdown of the lactose, 
through lactic acid as an intermediate step, and not from the hydrolysis 
of the fat and accompanying liberation of the combined butyric acid in 
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the glycerides. When the acid is present in cream, some is usually carried 
over into the butter made therefrom. 

The proportion so carried over is not important. So long as the amount 
is within the limit of detection by the method, its mere presence in the 
finished product is an indication that some decomposed cream was present 
in the vat mixture from which the butter was churned. No determinable 
quantity of butyric acid is present in butter churned from sound cream, 
nor was it found in commercial sweet cream butter. 

Grateful appreciation is extended to S. W. Ahlmann, of the Cincinnati 
Station of the Food and Drug Administration, for his work in classifying 
all of the commercial creams used in this investigation. Also to those who 
made the mold counts, especially, W. J. McCarthy of Cincinnati Station, 
by whom the majority of counts were made. Thanks are also due to W. I. 
Patterson and H. A. Lepper for their suggestions and assistance during 
the development of this study. 
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DETERMINATION OF 2-AMINOPYRIDINE IN ORANGES 

By W. O. Winkler (Food Division,* Food and Drug Administration, 
Federal Security Agency, Washington, D. C.) 

The chemical preservative 2-aminopyridine has been proposed as a 
fungicide for the control of stem-end rot in oranges. The suggested treat¬ 
ment was to immerse the fruit in a solution of the preservative, allow it to 
remain for a short time, and then rinse it in water. 

Because of the toxic nature of 2-aminopyridine, and because it was 


• W. B. WUta, Chief. 
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suspected of penetrating into the flesh of the orange (a suspicion that was 
later confirmed), methods were investigated for its isolation and deter¬ 
mination in treated oranges. Ether was selected as the most suitable 
solvent for isolating this preservative, which is characterized by its 
extreme solubility in many solvents. A dilute solution of 2-aminopyridine 
shaken with an equal volume of ether yields only 37 per cent of the chemi¬ 
cal to the ether in the first shake-out; but four shake-outs with ether, or 
a continuous liquid extraction, proved to give satisfactory recoveries of 
the free base. However, this is true only of the free base; the acid com¬ 
pound is only slightly ether-soluble. 

Although most primary aromatic amines can be determined in small 



Fio. 1.—Ultra violet absorption spectrum of 2-aminopyridine. 


amounts by diazotization followed by a coupling reaction to yield an azo 
dye adapted to colorimetric measurement, 2-aminopyridine does not 
respond suitably to this series of reactions; and thus other means were 
sought for its determination. Methods considered for determining this 
preservative, after extraction with a selective solvent, were: 

(1) Direct titration using a suitable indicator and a standard buffer 
solution for comparison. 

(2) Nitrogen determination of the extracted material. Both of these 
methods have the obvious disadvantage of non-specificity. However, in 
studies on orange juice, both appeared to give satisfactory results. 

(3) In addition to the above two quantitative methods, the ultra-violet 
absorption spectrum of 2-aminopyridine, which shows a rather character- 
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istic maxiinuin and minimum (Fig. 1), furnishes a qualitative confirma> 
tory test capable of detecting many potential interferences. 

(1) The reaction between 2-aminopyridine and hydrochloric acid is one 
of simple addition in equimolecular quantities but, like other reactions of 
weak bases with strong acids, it requires a rather low pH for completion. 
Since methyl red is usually employed for ammonia determinations, it was 
the first indicator tested. The results with this indicator were fairly con¬ 
sistent, but were always lower than the theoretical. Recoveries in water 
solution varied from 96 to 98 per cent of theoretical, and those in orange 
juice using 4 shake-outs with ether were from 91.5 to 93.4 per cent. Since 
the color change of methyl orange occurs at a considerably lower pH 
(3-4), titrations were made using this indicator. However, a few deter¬ 
minations showed that the results were too high. Therefore, bromcresol 
green was selected as an indicator having a pH range between that of 
methyl red and methyl orange. 

By use of a series of buffer solutions differing by 0.2 pH unit, it was 
found that the color corresponding to pH 4.4 was the optimum end point 
for satisfactory results, when allowance was made for the water blank. 
Sample titrations were made to this pH by comparison with the standard 
buffer. 

(2) The determination of 2-aminopyridine from its nitrogen content 
is very satisfactory, and if the result is confirmed by the titration proce¬ 
dure, there is a strong presumption that the isolated material is 2-amino¬ 
pyridine. Since the ammonia produced gives just double the titration of 
the original 2-aminopyridine, it is apparent that we are dealing with a 
nitrogen compound which contains one basic nitrogen atom and one which 
is not basic. This fact limits considerably the number of possible inter¬ 
fering compounds. 

Several semimicro methods of determining the nitrogen were tried to 
find the most satisfactory one. These were (a) digestion with sulfuric acid, 
sodium sulfate, and 30 per cent perhydrol (HjOj) (1); (b) digestion with 
sulfuric acid (containing sodium sulfate) and perchloric acid; and (c) 
a modified Kjeldahl-Gunning-Arnold method using sulfuric acid, sodium 
sulfate and mercuric oxide catalyst (2). After the first trial or two, the 
first two procedures were abandoned in favor of the last one (c). 

(3) If additional evidence is needed to confirm the identity of the ma¬ 
terial isolated, the extinction curve in the ultraviolet region of the spectrum 
obtained on the solution of the compound will supply such evidence. The 
ultraviolet extinction curve of many chemicals is quite specific and char¬ 
acteristic, and this appears to be the case with 2-aminopyridine (Fig. 
1). The position of the maximum and minimum, and the values of the 
extinction coefficients at these points on the curve, are effective in 
establishing with finality whether the material analyzed is 2-amino¬ 
pyridine. 
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DBTEMCmATIOH OF Z-AMraOFYXIDnnt IN OSANGBS 
APPABATUS 

Siphon, —Insert two bent glass tubes in a two-hole cork or stopper, one (the 
mouthpiece) terminating just below the stopper and the other (the siphon tube) 
long enough to reach the bottom of a centrifuge bottle when the cork with tubes is 
inserted in the mouth of the bottle. Attach another glass tube to the outside arm of 
the siphon tube by means of a flexible rubber tube. (The assembly is used to siphon 
the lower layer from a centrifuge bottle, and the rate of flow is controlled by squeez¬ 
ing the rubber connection.) Prepare a cap for the inner arm of the siphon by boring 
a hole of the same diameter as the tube part way through a small cork. 

PREPARATION OF SAMPLE 

Bisect 8-12 oranges and juice with a reamer. Strain the juice to remove pulp and 
seeds and mix in a **blendor’* for about 30 seconds. Transfer 150 ml (measured in 
graduate) of the mixed juice to a 250 ml centrifuge bottle. Add 50 ml of ether to the 
bottle, stopper, and shake well for 1-2 min. Place in centrifuge and whirl at about 
1800 r.p.m. for 10 minutes. Cap the inner arm of siphon tube; insert it into the 
bottle, and lower it through the ether layer into the aqueous layer. Then with a glass 
rod push off the cap and remove the rod. Push the stopper into the mouth of the 
bottle and lower the end of the siphon to the bottom of the bottle. Start the flow 
of liquid by blowing, and filter the emerging liquid through a pledget of cotton in a 
short-stemmed funnel, into a 250 ml centrifuge bottle. Allow as much as possible of 
the lower layer to siphon over without molesting the ether layer, adjusting the flow, 
and finally stopping it, by squeezing the rubber connection in the siphon. Discard 
the ether layer. 

To the siphoned liquid, add calcined powdered MgO at the rate of about 1 g per 
100 ml. Stir with a glass rod and test at intervals with universal indicator paper.' 
When the liquid reaches a pH of about 7.5-8 (indicator paper same color as given by 
standard buffer soln at pH 7.6), add ca a heaping teaspoonful of filtered, stopper, 
shake to disperse the filtered, and immediately centrifuge for 10 minutes. Decant 
off the supernatant liquid into a 500 ml suction flask, stopper flask, attach to vacuum 
and evacuate slowly for several minutes to remove most of ether. (Momentarily let 
in air when the liquid threatens to froth out of the flask.) Proceed with the extraction 
of the 2-aminopyridinc by method A or B. 

REAGENTS 

(1) Washed ether, —Shake 500-600 ml portion of ethyl ether with two 225 ml 
portions of water in a separatory funnel. Draw off water each time and filter ether 
through paper. 

(2) Standard 0,02 N hydrochloric acid, 

(3) Standard 0,02 N sodium hydroxide, 

(4) Bromcresol green indicator — 0,1% soln, —Rub 0.1 g of the solid with 7 ml 
0.02 N NaOH in a mortar and make to 100 ml with water. 

(5) Magnesium oxide. —Fine powder. 

(6) Buffer mixture pH 4-4- —Prepare M/5 potassium acid phthalate and place 50 
ml in 200 ml vol. flask, add 7.5 ml of 0.2 N NaOH, and dilute to 200 ml with distilled 
water. 

(7) 2-aminopyridine, —Recrystallize 2-aminopyridine of Eastman quality from 
a strong soln in CCI4, cool, dilute with cold CCI4, and filter with suction. Wash with 
cold CCI4 and allow solvent to evaporate the residue. Dry the residue in vacuum 
desiccator over H2SO4. 


^ Hsrdrion papers A and B were very satisfactory. 





2.—Continuous Extractor. Designed by John R. Matchett and Joseph Le¬ 
vine (Bureau of Narcotics, U. 8. Treasury Department). 
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BmUCnON METHOD A 

Pipet 50 ml of the clear liquid into a 250 ml separatory funnel. Extract the liquid 
4 times with 100 ml portions of washed ether, alternating between two funnels. 
Draw off all of the aqueous layer into the alternate funnel (remove liquid in stem by 
jolting), then pour off the ether extract through the mouth of the funnel, and filter 
it through a pledget of cotton (moistened with ether) into a 600 ml separatory fun¬ 
nel. After the first and second extractions, rinse the separatory funnel with 5 ml of 
ether and add the rinsings to the ether extracts. 

EXTRACTION METHOD B 

Place 100 ml of the clear liquid in a Palkin-type continuous extractor with sin¬ 
tered glass bubble plate,* or in the Matchett and Levine type extractor (Fig. 2). 
The sintered glass plate in either extractor should be of coarse porosity suitable for 
dispersing gases in liquids (diameter of openings about 150-190 microns). In order 
to avoid difficulty, the sample and ether should be added in the following manner: 
If the Palkin-type (sintered glass disc attached to the inner tube) is used, place the 
sample in the outer tube and fill the tube nearly to the overflow with washed ether. 
Fill the inner tube with ether by drawing it through the bottom in such a manner 
that there are no air pockets. Close the top so the tube remains full, and then lower 
it into the outer tube. (An alternate procedure is to lower it part way and pour ether 
in the top while it is being lowered to the bottom of the outer tube.) 

If the Matchett and I^evine type extractor (Fig. 2) is used, first fill the bottom of 
the U with ether until the level is above the sintered glass plate; then add the sam¬ 
ple to the large arm containing the sintered glass plate while simultaneously pouring 
ether into smaller arm of the U to such a height that the aqueous layer does not pass 
below the sintered glass plate. After addition of the sample and solvent, close the 
opening of the large tube. 

Extract for 100-120 minutes on an electric hot plate using a 250-ml Erlenmeyer 
flask containing 125 ml of ether as a receiver. Filter the extract, through a pledget of 
cotton into a 600 ml separatory funnel. Kinse the extraction flask with two 25 ml 
portions of ether by stoppering and shaking each time, and filter into the ether ex¬ 
tract. Finally, pour the contents of the extraction tube into another separatory 
funnel, draw off the aqueous layer, and filter the ether layer into the ether extract. 
Proceed with the determination. 

DETERMINATION BY TITRATION 

To the combined ether extracts in the separatory funnel, add about 40 ml of dis¬ 
tilled water and 5-10 ml of 0.02 N HCl accurately measured (10 ml of 0.02 N HCl 
is equivalent to 18.82 mg of 2-aminopyridinc). Shake well for about 1 minute, allow 
the layers to separate, swirl the funnel to loosen droplets on the sides, and draw off 
the lower aqueous layer into a 200 ml Erlenmeyer flask. Give the funnel a whirl, 
allow to settle, and draw off the aqueous liquid again. Add a second portion of 40-45 
ml of distilled water to the funnel and shake well again. Draw off the aqueous layer 
and combine with the first aqueous extract in the flask. Again give the funnel a whirl, 
let stand, and draw off any additional aqueous liquid. If the qualitative spectro- 
photometric test is to be made, make the acid aqueous extracts to a volume of 110 
ml and take a 100 ml aliquot for the quantitative determination by titration or 
nitrogen content. Reserve the 10 ml portion for the spectrophotometric test. Add 3 
drops of bromcresol green indicator to the acid extracts, or aliquot, and titrate with 
standard NaOH (0.02 N) until the indicator turns blue. The end point, pH 4.4, has 
now been slightly passed. Bring the soln to pH 4.4 with 0.02 JV HCl by titrating to 

* The type used was similar to No. 1502 in SdentiSo Laboratory Qlaasware Catalog of Eck and Krebs, 
and that in General Catalog 40, Ace Qlass, Ino. No. 6840. 
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the same color as a similar volume (about 110 ml) of the pH 4.4 buffer soln contain¬ 
ing 3 drops of the indicator. Titrate 10 ml of the 0.02 N HCl (diluted to ca 100 ml 
volume with water) to pH 4.4 with the standard alkali, using the same indicator to 
obtain the acid equivalent of the alkali at pH 4.4. (The titrated soln may be reserved 
for a nitrogen determination.) Obtain the acid consumed by the sample by subtract¬ 
ing the acid equivalent of the alkali from the total acid used. From the volume of 
acid consumed, subtract a reagent blank of 0.08 ml for extraction method A, or 
0.15 ml for extraction method B, to obtain the acid necessary to react with the 2- 
aminopyridine present. 

Multiply the correct titer (in ml 0.02 acid) by the factor 1.98 to obtain mg of 
2-aminopyridine in 50 ml of sample if extraction method A was used.* Multiply 
the corrected titer by the factor 1.882 to obtain mg 2-aminopyridine in 100 ml of 
sample if extraction method B was used. The values obtained must be multiplied 
by 1.1 if an aliquot of 100 ml from a total volume of 110 ml was used. 

DETERMINATION BY NITROGEN CONTENT 

Shake out the combined ether extracts once with about 40 ml of 0.02 N HCl, and 
twice with 40 ml portions of distilled water. (The titrated soln may also be used for 
the determination.) Add 4 ml cone. H*S04 to the combined acid extracts, evaporate 
in a beaker (250-400 ml) to about 25-50 ml, and transfer to a 125 ml Erlenmeyer 
flask. Add to the soln 1.5 g anhydrous Na2S04 and 0.1 g of HgO. Boil down on the 
hot plate under a hood until the water is removed and the white SO3 fumes are pro¬ 
duced. After the liquid has fumed for several minutes, insert a small short-stemmed 
funnel in the mouth of the flask. Continue the digestion for 30 min. after the yellow 
or brownish soln first produced becomes clear and colorless. Cool, and transfer the 
digest to a 300 ml Erlenmeyer flask with ca 140 ml of water. Add 15 ml of the 50% 
NaOH soln without mixing, then 5 ml of NasSjOi soln, connect to the usual trap and 
condenser and distil. 

Receive the distillate in a 200 ml Erlenmeyer flask containing a measured quan¬ 
tity (10-20 ml) of standard 0.02 N HCl and 5 drops of methyl red indicator.^ Distil 
until about 100 ml of distillate is collected. Titrate the excess acid in the receiver 
with standard 0.02 N NaOH and determine the acid consumed by the NHi distilled. 
Conduct a blank determination on the reagents and subtract the amount of acid 
consumed in the blank from the titer of the sample. Each ml of 0.02 N HCl consumed 
is equal to 0.2801 mg of nitrogen, or 0.941 mg of 2-aminopyridine. Divide the amount 
found by 0.95 if extraction method A was used. If a 10 ml portion of the liquid from 
110 total was reserved for the spectrophotometric test, multiply the result by the 
factor 1.1. 

CONFIRMATORY SPECTROPHOTOMETRIC TEST 

To confirm that 2-aminopyridine is the material being determined, place a por¬ 
tion of the reserved aliquot in a quartz cell and make readings in a spectrophotom¬ 
eter at intervals of 5 or 10 m/i in the ultraviolet region between 230 and 340 m/4. 
Use .02 N HCl, in a matched cell, as blank. From the concentration value of 2- 
aminopyridine, obtained either by titration or N determination, convert extinction 
readings at each wave length to corresponding coefficients expressed in terms of a 
.01% concentration and 1 cm cell (E’®Jif). Compare this extinction coefficient 
curve with one prepared with a dilute acid soln of pure 2-aminopyridine read in a 
similar cell. In the preparation of the standard curve it is best to use a standard 
soln containing 5 mg per 100 ml (.005%) and convert to standard conditions (.01 %, 

* The factor 1.98 is obtained by dividing 1.882 (the mg of 2-aminopyridine neutralised by 1 ml of 0.02 
JV HCl) by the factor 0.96, since only 96% of the chemical is recovered by the 4 extractions provided in the 
method. 

* Methyl red indicator 0.1 % soln. Dissolve 0.1 g of solid in 60 ml 96% alcohol and make to 100 ml with 
water. 
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above) by multiplying extinction values at each wave length by 2. The standard 
curve is shown in Fig. 1. It shows a minimum at about 253 m/i and a maximum at 
about 287 m/i. 

RESULTS 

Some results on titration of water solutions of 2-aminopyridine are 
given in Table 1. 


Table 1. —Titration of IB-atninopyridine with 0.02 N HCl to pH 4-4 
using bromcresol green indicator 


PBB8SNT 

FOUND 

RICOTSBT 

mg 

mg 

per cent 

25 

24.9 

99.6 

25 

25.16 

100.6 

25 

24.99 

100.0 

25 

25.03 

100.1 

25 

24.92 

99.7 

10 

9.95 

99.5 

10 

9.95 

99.5 


It is apparent that this method is quite satisfactory as a titration pro¬ 
cedure. The end point is evidently correct for stoichiometrically equiva¬ 
lent amounts of the acid and base. 

Table 2 lists results on known amounts of 2-aminopyridine added to 
orange juice, \vith closely controlled pH of the extraction solution and 
titration to pH 4.4 using bromcresol green indicator. 


Table 2. —Titrametric determination of 2-aminopyridine extracted from 
orange juice by extraction method A 


BAMPIiB 

2-aiiino> 

FTRIDINB AODBD 

NO. or 

ETHBR BX- 

TRACrriONS 

HCl CONBUUBD 

2-amino> 

FTRIDINB FOUND 

IN BXTRACTB 

RBCOTBRT IN 

BXTRAUrB 


mg 


ml 

mg 

per cent 

1 

22.73 

4 

11.52 

21.68 

95.4 

2 

47.62 

4 

24.01 

45.18 

94.9 

3 

47.62 

4 

23.93 

45.04 

94.6 

4 

20 

4 

10.14 

19.08 

95.4 

5 

20 

4 

10.12 

19.04 

95.2 


It is evident that extraction method A gives consistent recoveries of 
95 per cent. 

Table 3 lists a few similar determinations made on orange juice using 
the continuous extractor. 

The results show that a complete extraction of the total 2-aminopyri- 
dine is readily obtained using the continuous extractors with the fritted 
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Table 3. —Titrametric determination of B^aminopyridine extracted from 
orange juice by extraction method B 


ADDSD 

FOUND 

BXOOTIBT 

mg 

mg 

percent 

20.0 

20.08 

100.4 

10.0 

10.03 

100.1 

25 

24.12* 

96.48* 

10 

9.96 

99.6 


* Extraction with lactic add type extractor (3). (No fritted glass bubbler.) 


glass bubblers (Fig. 2). For the time specified, extraction is not quite as 
complete with the lactic acid type of extractor. 

The amounts of 2-aminopyridine (in water solutions) calculated from 
the nitrogen content found by the three digestion procedures mentioned 
in the introduction, are given in Table 4. 


Table 4. — S-atninopyridine calculated from nitrogen content 


SAiiPia 

ntOdDUBB* 

2*AinNO- 

PTBIOINX 

ADDIO 

MITBOCnN 

FOUND 

2-aiiino- 

PTBIDINI 

OAXiCULATID 

BBOOTBKT 



mg 

mg 

mg 

per cent 

1 

(a) 

50 

12.62 

42.37 

84.7 

2 

(b) 

50 

4.38 

14.71 

29.42 

3 

(c) 

100 

29.79 

99.83 

99.83 

4 

(C) 

50 

14.91 

49.85 

99.7 

5 

(c) 

50 

14.93 

49.9 

99.8 

6 

(c) 

10 

3.054 

10.01 

100.1 


* (a) Digestion with HsSO* and perh^rol. 

(b) Digestion with H1SO4 and perchloric acid. 

(c) Modified Kjeldahl-Qunning-Arnold method. 


It is evident that 2-aminopyridine can be accurately determined from 
the nitrogen content by the modified Kjeldahl-Gunning-Arnold method. 
Digestion by the other procedures was not satisfactory. 

Recoveries of 2-aminopyridine extracted from samples of orange juice 
by methods A and B are given in Table 5. 

The results obtained by the nitrogen method are very satisfactory, 
and are probably more specific than by the direct titration method. Identi¬ 
cal results by the direct method and by the nitrogen determination con¬ 
firm the presence of an amino compound containing one nitrogen atom 
which reacts with mineral acid and one which does not so react. The 
most common food constituent which contains two atoms of nitrogen in 
the molecule, and which has a somewhat similar structure, is nicotinic 
acid amide. However, this substance is only sparingly soluble in ether and 
furthermore, does not titrate with mineral acid under the conditions speci¬ 
fied. 
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Tablb 6.— Determination of S-aminopyridine in orange 
juice from nitrogen content 


■Anna 

^Aimfo- 

PTUDim 

ADuan 

axnuorioM 

PBocanuBi 

usio 

NiTBoaav 

fOUNO 

2*auimo< 

PTBID1MB 

POUND m 

aXTRACT 

RBOOTBBT 

COBBBOTION APPUBD 

WBBN aXTBACTION 
Ausbd 


mg 


mg 

mg 

ptr cent 

1 

10 

B 

2.96 

9.95 

99.5 

2 

20 

B 

5.91 

19.84 

99.2 

3 

25 

B* 

7.22 

24.25* 

97.0* 

4 

20 

A 

5.64 

18.94t 

99.6 


* A lactic sold type extractor (3) was used for this sample, 
t Actual figure was divided by 0.96 since extraction method A was used. 


SUMMARY 

Two methods are presented for the determination of 2-aminopyridine 
in oranges. Both methods use ethyl ether to extract the chemical from the 
prepared sample, adjusted to a required pH. In the first method, the 
chemical is determined in the extract by direct titration to pH 4.4 using 
bromcresol green indicator. The nitrogen content of the extracted matter 
forms the basis for the second method. Data are presented which show 
both methods to be reliable and accurate. 
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DETERMINATION OF REDUCING SUGARS 
IN FOOD PRODUCTS 

COMPARATIVE STUDY OF COLORIMETRIC METHODS 
By Fbakk G. Edson and Charles F. Poe* (Division of Sanitary Chem¬ 
istry and Laboratory of the State Chemist, University of Colorado, 

Boulder) 

INTRODUCTION 

Colorimetric methods for the determination of dextrose in blood and 
urine have been widely used. Their application to food products has been 
rather limited. The Lewis-Benedict and Sumner methods have been used 
by several investigators in the analysis of dairy products. Jackson (1) 
has suggested that the Benedict copper method be used for small amounts 
of reducing sugars but supports his article by no analytical results. 

* For reprinta address the junior author, University of Colorado, Boulder, Colorado. 
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The object of this investigation was to compare the various colorimetric 
methods as to their availability for use in analyzing syrups and fruit 
products. The authors (2) have reported the use of sodium 2,4-dinitro- 
phenolate as the basis of a reagent for the determination of reducing 
sugars. For food products this method gave very satisfactory results 
when compared with the Munson and Walker method. In addition to the 
above colorimetric method, the following well known methods were 
studied: Lewis-Benedict (3-4); Folin-Wu (5); Benedict copper method 
(6); Folin (7); Benedict copper method, new (8); Folin, new (9); Folin- 
Wu, new (9); Sumner, new (10); and Kingsbury (11). 

A number of investigators have found mth certain colorimetric methods 
that the length of the color column of the unknown and standard should 
be nearly equal. If this condition is not fulfilled, the reading will not be 
proportional to the percentage of reducing sugar present. According to 
Rothberg and Evans (12), this condition is not true for the Folin-Wu 
method. Folin and Dennis (13) and Bierman and Doan (14) state that 
the same disadvantage is found with the picric acid method of Lewis and 
Benedict. Sumner (10), however, reports with his methods that readings 
of 1 mg. of dextrose in the standard would give proportional readings 
with 0.5 and 2 mg. in the unknown. Benedict (8) claims the same condition 
to exist with his method. In order to test each of the methods in this 
respect, various concentrations of dextrose varying from 0.05 to 0.3 per 
cent were compared with a 1 per cent standard by using each method. 
With the methods of Folin, Folin-Wu, Kingsbury, and Benedict, the 
standard and test solutions were diluted to one-fifth because of the in¬ 
tensity of color in the stronger solutions. The results of these comparisons 
are given in Table 1. Each result is an average of five readings. 

In examining the data in the table, it may be noted that the Sumner, 
Kingsbury, and Poe-Edson methods gave readings which were directly 
proportional to the amount of dextrose present. The other methods gave 
results for the higher and lower amounts which were not proportional. 
For greater accuracy in all methods, it seems better to have the readings 
of known and unknowns as nearly equal as possible. 

A number of syrups and sugars were analyzed by using several of the 
original colorimetric methods. The results are reported in Table 2. The 
results for the Munson and Walker (15) method are given for comparison. 
The data given in Table 2 indicate that all of the methods give fairly 
satisfactory results. The merits of each method will be discussed later. 
All data given in Tables 2 to 6, inclusive, are based on duplicate deter¬ 
minations. The percentages of sugar were calculated as dextrose and no 
method of clarification was used. In Table 6 the sucrose in all samples 
was inverted with HCl. All other samples were analyzed before inversion. 

A number of the older methods were discarded, and a series of samples 
were run using the latest modification of each of the methods. These 
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modifications included the new proposed method of Benedict C8), Folin 
(9), Folin-Wu (9), and Sumner (10). 

The comparisons of these various methods together with the methods of 


Tablb 2.— Analysta of syrups for reducing sugars^ 


WOOD PBODUCT 

mmoo 

mmsoir* - 

WAUQBB 

- ffOB 

■DBON 

BUMMIB 

rOLIN 


BBMBOIOr 

Pure maple 

6.18 

6.25 

6.25 

6.35 

6.23 

6.13 

Pure maple 

6.68 

6.65 

6.60 

6.60 

6.62 

6.65 

Pure maple 

2.13 

2.20 

2.16 

2.28 

2.20 

2.28 

Pure maple 

1.84 

1.86 

1.83 

1.85 

1.80 

1.80 

Pure maple 

4.56 

4.58 

4.55 

4.60 

4.62 

4.56 

Pure maple 

1.92 

2.12 

2.12 

2.03 

2.10 

2.03 

Pure maple 

2.58 

2.68 

2.50 

2.65 

2.66 

2.72 

Maple cake 

6.45 

6.50 

6.51 

6.61 

6.58 

6.49 

Maple cake 

6.61 

5.68 

5.68 

6.76 

5.68 

5.71 

Maple cake 

6.58 

6.62 

6.63 

6.60 

6.53 

6.60 

Maple cake 

5.72 

5.66 

5.70 

5.66 

5.61 

5.76 

Maple cake 

0.83 

0.95 

0.90 

1.09 j 

0.93 

1.02 

Maple and cane 

2.09 

2.22 

2.22 

2.17 ! 

2.20 

2.25 

Cane and maple 

2.56 

2.63 

2.60 

2.63 

2.58 

2.54 

Cane and maple 

2.66 

2.63 

2.67 

2.65 

2.61 i 

2.65 

Cane and maple 

6.13 

6.26 

6.25 

6.19 

6.32 

6.25 

Cane and maple 

4.53 

4.53 

4.58 ‘ 

4.50 

4.46 

4.49 

Cane and maple 

4.79 

4.86 

4.82 

4.92 

4.80 j 

4.82 

Cane and maple 

1.61 

1.66 

1.58 

1.60 

1.53 

1.69 

Cane syrup 

4.66 

4.76 1 

4.71 

4.76 

4.71 

4.66 


* Results expressed u peroentage of dextrose. 


Table 3.— Analysis of fruit juices for reducing sugars* 


Method 


Fruit Juice 

Munson- 

Walker 

Poe- 

Edson 

Sumner 

Folin 

Folin-Wu 

Lewis- 

Benedict 

Benedict 

Kings¬ 

bury 

Apple 


9.66 

9.64 

B9 

9.71 

9.71 

9.78 

9.71 

White grape 

13.44 

13.61 

13.64 

K&a 

13.59 

13.59 

13.53 

13.60 

Pineapple 

8.96 

9.14 

9.09 


9.06 

9.01 

9.11 

9.01 

Orange 

5.12 

5.12 

5.07 

5.05 

5.09 

5.11 

5.05 

■SB 

Loganberryf 

8.88 


9.09 

9.17 

9.01 

9.02 

8.97 


liOganberryf 

22.36 

22.42 

22.32 

22.44 

22.35 

22.35 

22.48 

22.26 

Grapefruitf 

30.92 

31.06 

31.00 

31.12 

31.04 

31.12 

80.98 

31.07 


* Results expressed as percentage of dextrose, 
t Concentrated, sweetened juiees. 


Lewis-Benedict, Kingsbury, and Poe-Edson were then made by using 
other food products such as fruit juices, jellies and flavoring syrups. The 
results of these tests appear in Tables 3, 4, and 5. The data given in these 
tables confirm the previous results listed in Table 2. The sucrose in a 
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Table 4. —Analysis of jellies and jams for reducing sugars’* 


Method 


Food Produet 

Munson- 

Walker 

Pbe- 

Edson 

Sumner 

FoHn 

1 

Folin-Wu 

Lewis- 

Benedict 

Benedict 

Kings- 

bury 

Apple jelly 

16.61 

16.55 

16.51 


16.51 

16.66 

16.69 

16.53 

Grape Jelly 

23.92 

23.90 

23.87 

23.80 

23.91 

23.90 

23.97 

23.84 

Raspberry jelly 

17.12 

17.01 

17.10 

17.00 

17.18 

17.01 

17.14 

17.18 

Currant jelly 

48.62 

48.76 

48.84 

48.66 

48.74 

48.76 


48.91 

Plum jam 

48.90 

48.98 

48.96 

48.73 

48.83 

49.98 


48.77 

Strawberry jam 
Pineapple-apricot 

48.81 

48.88 

48.87 

48.63 

48.71 

48.76 

48.96 

48.81 

jam 

Grapefruit mar¬ 

12.05 

12.03 

11.95 

12.00 

12.13 

12.03 

11.83 

12.19 

malade 

Peach-pineapple 

26.16 

26.27 

26.22 

26.22 

26.19 

[ 

26.27 

26.10 

26.09 

jam 

19.87 

20.08 

20.00 

20.07 

19.98 

19.96 

20.03 

19.78 


* Results expressed as peroentace of dextrose. 


Table 5. —Analysis of flavoring syrups for reducing sugars* 


Method 


Flavoring Syrup 

Munson- 

Walker 

Poe- 

Edson 

Sumner 

Folin 

Folin-Wu 

Lewis- 

Benedict 

Benedict 

Kings¬ 

bury 

Grape 

18.16 

18.14 

18.14 

18.11 

18.06 

18.22 

18.12 

18.28 

Cherry 

48.13 

48.25 


48.21 

48.37 

48.29 

48.04 

48.22 

Peach 

29.02 

20.06 


28.91 

28.82 

28.93 

28.97 


Plum 

35.93 

36.13 


36.15 

36.27 

36.19 

36.11 

36.07 

Lemon 

4.84 

4.87 


4.85 

4.80 

4.83 

4.94 

4.91 

Orange 

15.12 

15.29 

15.19 

15.09 

14.98 

15.15 

14.93 

15.16 

Grapefruit 

18.16 

18.20 

18.28 

18.21 

18.26 

18.25 

18.12 

18.26 

Raspberry 

14.92 

14.97 

15.13 

15.04 

14.81 

14.99 

15.01 

15.04 


* Results expressed as percentage of dextrose. 


Table 6 . —Determination of reducing sugars* after inversion of the sucrose 


Method 


Food Product 

Munson- 

Walker 

Poe- 

Edsott 

Sumner 

Folio 

Folin-Wu 

Lewis- 

Benedict 

Benedict 

Kings¬ 

bury 

Syrup 

62.65 

62.68 

62.58 

62.58 

62.62 

62.58 

62.82 

62.80 

Syrup 


70.72 

70.42 

70.77 

70.77 

70.42 

70.48 

70.67 

Syrup 

66.62 

66.76 

66.66 

66.88 

66.80 

66.82 

66.60 

66.71 

Syrup 

66.82 

66.86 

66.76 

66.72 

66.82 

66.00 

66.92 

66.60 

Syrup 

68.70 

68.82 

68.68 

68.60 

68.76 

68.70 

68.81 

68.78 


* Results expressed as percentage of dextrose. 


number of food products was completely inverted by treating with hydro¬ 
chloric acid. After neutralization, the reducing sugars were determined as 
dextrose by each of the newer methods. The results are listed in Table 6. 

In food analysis, frequently it is necessary to clarify the sugar solution 
before the reducing sugar is determined. This process is especially used 
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with molasses, jellies, and some fruit juices. The first test with clarifying 
agents was performed on two samples of a 1 per cent dextrose solution. 
One sample was treated with different clarifying agents and made up to 
volume. The second sample was untreated but made up to the same 
volume. The dextrose was determined by the different methods. The stand¬ 
ard was set at 20 and the treated samples were read. The results are given 
in Table 7. As will be noted from these results, all of the clarifying agents 

Table 7. —Effect of clarifying agents on colorimeter reading* 


Method 


Clarifying Agent 

Poe- 

Edson 

Sumner 

Folin 

Folin-Wu 

IaOWIB- 

Benedict 

Benedict 

Kings¬ 

bury 

Norite 

19.94 

20.02 

20.08 

20.06 

19.90 

19.94 

20.04 

Alumina cream 

20.04 

19.96 

20.03 

20.07 

20.23 

19.90 

20.07 

Dry lead subaoetate 

20.04 

20.04 

19.94 

20.02 

20.05 

20.07 

20.02 

Lead sub-acetate solution 

20.06 

20.07 

20.02 

20.06 

19.96 

20.04 

20.07 

Mercuric nitrate 

Ppt. 

Ppt. 

17.94 

17.82 

16.17 

16.17 

Ppt. 


* Readings after clarifying. Colorimeter reading of standard dextrose solution set at 20.00. 


Table 8.— Determination of reducing sugars* in maple syrup after 
different clarifying agents were used 


Clarifying Agent 

Method 

Munson- 

Walker 

Poe- 

Edson 

Sumner 

Folin 

Folin-Wu 

Lewis- 

Benedict 

Benedict 

Kings¬ 

bury 

Norite 

2.81 

2.88 

2.85 

2.84 

2.89 

2.82 

2.87 

2.83 

Fullers Earth 

2.79 

2.86 

2.89 

2.80 

2.83 

2.80 

2.87 

2.80 

Lead sub-acetate 

2.76 

2.85 

2.82 

2.86 

2.81 

2.86 

2.82 

2.85 

Alumina cream 

2.68 

2.77 

2,73 ! 

2 76 

2.78 

2.69 

2.75 

2.74 

None 

2.79 

2.82 

2.80 1 

2.78 

2.86 

' 2.78 

2.84 

2.82 


* Results calculated as percentage of dextrose. 


except mercuric nitrate showed no effect on the accuracy of the seven 
different colorimetric methods used. These results confirm those reported 
by Klemme and Poe (16) on the use of clarifying agents in the determina¬ 
tion of sugars in bacterial cultures. A sample of maple sugar syrup was 
used with several of the clarifying agents. The results with such agents 
are satisfactory, as is showu in Table 8. The values obtained with alumina 
cream are somewhat lower with several of the methods. 

According to Browne and Zerban (17), Bryan, Home, and other work¬ 
ers report that reducing sugars, more especially levulose, are carried down 
or occluded in the basic lead acetate precipitate when such salts as tar¬ 
trates, malates, phosphates, sulfates, etc. are present. 

DISCUSSION 

The various colorimetric methods which have been proposed for the 
estimation of reducing sugars in blood and urine have been used in the 
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present research for the quantitative estimation of reducing sugars in 
food products. Apparently, it seems that all of these methods could be 
used for the quantitative estimation of reducing sugars in food products. 
On closer study, it will be seen that there are a number of disadvantages 
to be encountered when some of the methods originally proposed for 
urine and blood analysis are used. 

In the first place, with all the methods, with the exception of those of 
Sumner, Lewis-Benedict, and Poe-Edson, the dilution factor may intro¬ 
duce an error. In all methods, with the exception of the Sumner and the 
Poe-Edson methods, it Is necessary to have two stock solutions from which 
the working solution is prepared. The reagents for the two above-men¬ 
tioned methods are each made up as one solution and both have been 
known to keep for several months. This condition is a distinct advantage 
in that if only a few determinations are to be made, the reagent can be 
kept for some time; whereas with some of the other methods the working 
solution deteriorates in a very short time. 

With the Poe-Edson method, the solution after reduction may stand 
as long as twenty minutes without fading of the color, whereas with a 
number of the other methods the reading must be taken at once, because 
otherwise the fading of the color gives inaccurate results. 

The use of most clarifying agents did not interfere with the accuracy 
of the different colorimetric methods. 

CONCLUSIONS 

(1) The standard colorimetric methods are satisfactory for the deter¬ 
mination of reducing sugars in food products. 

(2) The common clarifying agents, except mercuric nitrate, do not 
interfere with the determination of reducing sugars. 
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CRYSTALLINE CHARACTERISTICS OF FOUR 
CAROTENE ISOMERS 


Francis T. Jones and E. M. Bickoff (Western Regional Research 
Laboratory,* Albany, Calif.) 


This paper consists of a partial description of the crystallographic and 
optical properties of the four carotene isomers whose absorption spectra 
have been reported by E. M. Bickoff, L. M. White, A. Bevenue, and K. 
T. Williams.^ This description of these carotinoids is given at this time 
because it seems unlikely that any more of the unstable carotene isomers 
will be available in the near future. It is hoped that this partial description 
will be found useful by others working on these materials. 

The isomers were prepared from a commercial carotene product by 
chromatographic adsorption methods given in detail by the authors 
cited above.* After separation of alpha-carotene, the beta-carotene was 
isomerized with iodine and then fractionated. The crystals were grown 
by addition of methanol to a benzene solution of each isomer in a centri¬ 
fuge tube and allowing the mixture to stand in a refrigerator. After crys¬ 
tals had grown, the tube was centrifuged and the supernatant liquid was 
decanted. Portions of the solid suspended in a little of the saturated 
solution were placed on a microscope slide, covered with a cover glass and 
then examined both before and after the solvent had evaporated. At¬ 
tempts to determine refractive indices failed, because the crystals were 
soluble in the index liquids (methylene iodide solutions) except for a po¬ 
tassium mercuric iodide solution whose index was too low in most cases. 


^ Bureau of Afcricultural and Industrial Chemistry, Agricultural Research Administration, U. 8. De¬ 
partment of Agrioiuture. 

^ * Isolation and Speotro^otometrio Characterisation of Four Carotene Isomeie. B. M. Bickoff, L. M. 
White, A. Bevenue, and K. T. Williams. This /oumcf, 31,033 (1948). 



19 Jt 8 ] JONES A bickopp: pour carotene isomers 777 

The indices are in the neighborhood of 1.7 for sodium light as noted for 
each isomer below. Pleochroism is strong in most cases although it is 
not readily observed on tliic.k crystals and varies somewhat with the orien¬ 
tation. Very thin cr^'stals may be pale yellow, thick crystals will be 
opaque. 



Fki. 1. All-1 nin.s-hi*ta-(‘ar()U‘n('. lOOX. 



Fi(J. 2. -All-trHiis-lM*Ui-(*ar()t(‘iH‘ showing zoiiiiiji;. 


Samples of commercial carotene hav(‘ shown plates of the all-trans-beta 
carotene type which, if unoxidized, dissolve completely when a drop of 
benzene is allowed to run under th(» cover glass during microscopical ob¬ 
servation, but if the crystals have suffered partial oxidation an insoluble 
colorless residue will remain as a “pseudomorph'’ of the original crystal. 
The amount of this r(\sidu(^ will imu-ease with iiuu-ease in oxidation. The 
crystals separating ai the edge of the cover glass as the benzene evaporates 
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are usually platy but may include some patches made up of fine grains in 
dendritic patterns as the drop dries. Birefringence and pleochroism are 
strong. 

All-trans-heta-^arotene .—Photomicrographs of crystals of this isomer 
are shown in Figure 1. The habit is platy with a tendency to cluster. The 
crystals are often thin enough to show thin film interference colors. The 
plates are six sided in outline and from two to four times as long as the.y 
are wide. The termination is usually imperfect, often showing a shoulder 


* 

% 



Fig. All-Irans-alpha-ciirotciH*. lOOX. 


at the base of an acute termination, but in some* cases the end angk^ is 
obtuse. Those crystals which seemed most nearly perfect had a teiininal 
angle of about 75°. ('lose inspection reveals that plates an^ oftim 

composed of segnuTits as shown in Figure 2. These* segm(*nts may la* due 
to twinning. Under polarized light between cross(*(l nicols these* se*gme*nts 
do not all extinguish toge*ther but opposite pairs extinguish teigether. The 
pair of segments at the sides of the plate are extinguished whe*n the iilane 
of vibration is parallel to the length of the cr 3 "stal but a slight rotation 
is necessary to t)ring e*ither of the e)ther pairs of segments to extinction. 
The slow ra.y (ni) is lengthwise of the crystal and the pleochroism shows 
the darkest orange color for length\vise vibrations, with a lighter j^dlow- 
ish orange for crosswise vibrations (n 2 ). 

The side segments shenv a higher refrac^tive index than their adjacent 
segments as judged b^^ the movement of the Becke line at the boundar}" 



ujjpi 
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Fig. f). - lOOX. (Jrowii on microscope slide. 


Avithin the crystal. Tlic (lilT(*rcncc is smaller for crosswise than for length¬ 
wise vibrations. 

These crystals dissoh ed in index licpiids composed chiefly of methylene 
iodide. They appeared to be stable in an acpieous solution of potassium 
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mercuric iodide (Sonstadt’s or Thoulet’s soln), n = 1.68, but their refrac¬ 
tive indices were considerably higher than this value. 

AU-trans-alpha-carotene .—Crystals of this isomer are show’n in Figure 3. 
These crystals are very similar to those of all-trans-beta-carotene. Thin 
film interference colors are responsible for the banding seen in many of 
these crystals. The terminations are more nearly perfect on these crystals 
as compared to the all-trans-beta, and the zoning, when present appears 
to be due to the superimposition of several crystals in such a way as to 



Fi(j. 6.—Noo-hcta-caroicnc-B. lOOX. 


give greater thicknesses of some zones than othei’s. Tlie description of un¬ 
solvated carotene crystals given by F. G. Kohl'^ appears to l)e most nearly 
in agreement with the properties of the alpha and beta isomers reported 
here. 

Nco-bcta-carotcnc-U .—Crystals of this isomer are shown in Figures 4 
and 5. These crystals are conspicuously different from the all-trans-alpha 
or all-trans-l)eta isomers. They habitually form tapering needles of narrow 
blades which tend to cluster int o loose sheaves and tufts as seen in Figure 
5. The crystals in Figure 5 were grown on a slide by addition of methanol 
to a })enzene solution under a cover glass. In polarized light the extinction 
is parallel. The slow ray is crosswise, corresponding t-o the strongest ab¬ 
sorption which gives a yellowish brown color. For lengthwise vibrations 
the color is light yellow. Both refractive indices are less than the l.()8 

* F. G Kohl, Unfersuehungen uber dii.s Carotin, Veilag von Gebruder Borntraeger, 1902, liPipzig. 
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value of the Sonstadt’s solution used, contrasting in this property with the 
all-trans-alpha and all-trans-beta isomers. These characteristics agree 
with those reported by A. Polgar and L. Zechmeister.* 

Neo-beta-carotene-B .—Crystals of this isomer are shown in Figure 6. 
These crystals grow only in spherulitic aggregates whose crystalline na¬ 
ture is revealed under polarized light. The rounded masses are dark red 
at first but become almost colorless as a result of oxidation after standing 
in air on the slide for a day or two. Immersion inSonstadt's solution greatly 
retards this oxidation. Between crossed nicols the rounded masses show a 
spherulitic cross in which the slow ray is tangential as determined with a 
quartz wedge in sodium light. Both refractive indices are greater than 1.68. 
Many of the rounded masses are partially fused together, sometimes in 
chains, and some of them are isotropic, indicating that they are still 
liquid. It is possible that the carotene separates first in oily globules which 
partially run together before or during crystallization. After oxidation the 
colorless masses resulting are isotropic. 


DETECTION AND DETERMINATION OF COCAINE IN THE 
PRESENCE OF PROCAINE AND VARIOUS OTHER 
SUBSTANCES 

By James L. Young (Alcohol Tax Unit, Bureau of Internal Revenue, 

Washington, D. C.) 

The detection of cocaine, in the presence of procaine, offers one of the 
most difficult problems confronting the chemist engaged in analysis of 
samples involved in litigation under the Harrison Narcotic Law. 

These two substances are not only soluble in the same solvents, but 
form crystalline complexes with the “alkaloid reagents,” which are so 
much alike as to defy positive identification. 

Consideration of these compounds from the standpoint of decomposi¬ 
tion and the subsequent identification of the by-products formed, led to 
the present approach to the problem. 

Cocaine, being the methyl ester of benzoyl ecgonine, yields methanol on 
hydrolysis with an alkali. Procaine, on the other hand, not being a methyl 
ester, does not. 

The methanol resulting from the hydrolysis of cocaine is determined by 
Beyer’s* modification of the Georgia-Morales* test, since this method pro¬ 
duces a color of such stability that comparison with test standards is prac¬ 
ticable. 


* A. Pdlcar and L. Zeohmaister, J. Am, Chem. Soe., 64,1866 (1942). 
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EXPERIMENTAL 

Mixtures of cocaine with procaine and varying proportions of other syn¬ 
thetic drugs, as well as the opium alkaloids and such diluents as lactose, 
starch, and cane sugar, were hydrolyzed and the resulting methanol de¬ 
termined colorimetrically. None of the substances mixed with the cocaine 
gave positive tests alone, nor did they influence the test in mixtures. 
Only compounds which yield methanol on mild hydrolysis should present 
any problem of interference. The sensitivity of the test was ascertained to 
be approximately 2 mg of cocaine hydrochloride. 

METHOD (QUALITATTVE) 

BEAQEMTB 

Approximately 2% aqueous solution of NaOH, 

Approximately 24% Ethyl Alcohol (by volume). 

Potassium permanganate soln: —Dissolve 3 g KMNO4 and 16 ml of sirupy phos¬ 
phoric acid (85%) in 100 ml of distilled water. 

Oxalic-Sulphuric acid soln: —Dissolve 6 g of H2C2O4 in 100 ml of H2S04(14-1). 

Modified Schiffs reagent (Fuchsin-Sulfurous Acid T,S., U,S.P, XIII): —Dissolve 
0.2 g of Kahlbaum’s rosanaline HCl in ca 120 ml of hot water. Cool, and add 2 g of 
Na2SOi previously dissolved in 20 ml of water. Add 2 ml of coned. HCl, dilute the 
soln to 200 ml, and place in the refrigerator for at least 24 hours before using for 
quantitative determinations. Store in a cool place. 

DETEBMINATION 

Introduce 25-‘50 mg of the alcohol-free sample into a round bottom long neck 
distilling flask of ca 25 ml capacity. Add 2.0 ml of NaOH followed by 6 ml of water. 

Connect the flask to a small condenser and carefully distill until 2 ml of distillate 
is collected in a 25 or 50 ml glass stoppered cylinder. (Ground glass joints should be 
used on all connections.) To the 2 ml of distillate add 0.25 ml of 24% ethyl alcohol 
and 2.75 ml of water. Add 2 ml of KMNO4 reagent and allow to stand with occa¬ 
sional agitation during 10 minutes. Now add 2 ml of oxalic acid reagent followed by 
6 ml of Schiff's reagent. Invert the cylinder three times and tightly stopper at once. 
Examine the cylinder after one and two hours viewing thru the long axis. A blue or 
violet color indicates the presence of cocaine in the sample. The intensity of color is 
a function of the amount of cocaine present. 

METHOD (QUANTITATIVE) 

Standard cocaine solution: —Accurately weigh 50 mg of pure cocaine hydro¬ 
chloride and dissolve in 10 ml of distilled water; 0.1 ml of this solution equals 0.6 
mg of cocaine hydrochloride. 


DETERBaNATlON 

Weigh 25 mg of the sample (freed from alcohol if necessary), introduce into a 
25 ml round bottom flask and follow the Qualitative Method with the following 
modifleations. Collect the 2 ml distillate in a 6-inch Nessler tube having a 2 ml 
marking. Introduce 0.4 ml, 0.6 ml, and 1.0 ml portions, respectively, of the standard 
cocaine soln into separate distilling flasks and proceed as under Qualitative Method, 
collecting the 2 ml distillates in 6-inch Nessler tubes. After standing two hours, 
make trial comparison of the color developed by the sample and by the standards. 
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(Th« oxidation of the sample and the standards with the permanganate reagent 
should be started at the same time.) If the color developed in the sample exceeds 
that of 1.0 ml standard, a smaller sample must be employed, which can be accom¬ 
plished by dissolving a suitable weight of the sample in water or 0.02 N HCl and using 
an aliquot for analysis. 

For accurate work tlie final comparison should be made with a series of standards 
in 0.1 ml increments. If suitable photometric equipment is available, a permanent 
standard curve may b(‘ pn^pared from extinction readings at 560 millimicrons. 

SUMMARY 

A method is presented for the detection and determination of cocaine 
alone, or in mixtures. The alkaloid is hydrolyzed and the methanol result¬ 
ing from the hydrolj^sis is determined colorimetrically. The method is 
actnirale, rapid, and retjuircs a minimum of manipulation and apparatus 


MOLD AIYCELIA (X)UNT METHOD FOR 
(CRANBERRY HWCK 

By William V. Eisknhkho and Albert H. Tillson (U. S. Food and 
and Drug Administration, Federal Security Agency, Washington, 1). (\) 

It has been rcTognized for a number of years that the mold mycelia 
(*ounl method as used for tomato products is also applicable to cranberry 
products for the purpose of detecting the use of rotten fruit. The method 
as used by many lalioratories has consisted of making a mold count di¬ 
rectly on a portion of the gcdled sauce. 

The writers riH’iuitly conducted a survey for the purpose of testing this 
method and (establishing the ivlationship l)etween the mold mycelia count 
and the condition of the fruit being used. At the outset of this surv(\v it 
was observed that the direct imethod of counting was not entirely suitable, 
since the microscopic field was oftiui too dense to permit clear vision and 
prompt detection of the mold myiadia in the cellular mass. This condition 
was observed in making counts at the factory of both the pulp and the 
finished sauce. "Fhe use of a pi^ctin solution for dilution purposes, such as 
is used in making mold counts of many other fruit products offering the 
same diffiulty, scnmied highly desirable. (Sec Figs. 1 and 2.) Accordingly, 
the following method was devised for use in making counts of both the 
straiiKHl and whole berry sauces. 

METHOD 

(rt) strained Sauce 

Iminorsi' tlu^ unoponcHl can of sauce in a boiling water l)ath for aO-45 ininuttvs, 
in ord(*r to facilitate l)reaking the gel. Remove can from bath and optui caivfully 
to avoid loss of sauce thru sudden release of pressure. Empty contents of can into 
a suitable sized b(‘aker (1 liter beaker for #2 can). Stir the sauce in order to break tlu* 
g(‘l. A slow-sp(H‘d el(‘Ctric mixer (350-450 r.p.m.) may bt' us(*d for this purpose. 
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Mix thoroly 60 g of the stirred sauce with 50 g of a 3% pectin soln.^ Make 
a mold count of this mixture using official mold count method as directed in Methods 
of Analysis^ 6th Ed., Sec. 42.57. 

(&) Whole Sauce (Seeds and Skins Included) 

Pulp contents of container (if considerably greater than 1 lb, such as #10 can, re¬ 
move well-mixed aliquot of 1 lb) thru cyclone with screen openings ca 0.027*^ in 
diam. This will remove skins and seeds and prepare a homogeneous pulp for mold 
counting. Mix 60 g of pulp with 60 g of 3% pectin soln. Make mold count of this 
mixture as directed in Methods of Analysis^ 6th Ed., Sec. 42.57. 

Manufacturing plants using this method for control purposes can take 
samples of the strained pulp or the finished strained sauce from the pro¬ 
duction line and make their dilutions directly, thus foregoing the need for 
breaking the gel as directed in the method for strained sauce. The writers 
have found, however, that control is best exercised on the sorting belt in 
in order to eliminate rotten fruit. 

Collaborative work was undertaken in order to test the methods. Di¬ 
luted samples were prepared for mold counting and these were rotated 
among the analysts, each preparing his own slides as directed in the 
method. These analyses were made of sauces examined during the field 
survey at various plants and later in the laboratory. The material used 
consisted of cranberry products sampled in the Cape Cod and the New 
Jersey areas. 

The comparative results are tabulated below: 


Comparison of mold count results on same sauces by 
three different analysts 


BAUPUD 


MOLD COUNTS 


NO. 

WVE 

AHT 

FRS* 

ATSRAOI 

1 

46 

Strained Sauce 
52 


49.0 

2 

38 

40 

— 

39.0 

3 

68 

72 

— 

70.0 

4 

60 

48 

— 

49.0 

5 

26 

32 

— 

29.0 

6 

44 

42 

36 

40.7 

7 

34 

34 

40 

36.0 

8 

76 

78 

76 

76.7 

9 

76 

80 

74 

76,7 

10 

10 

Whole Sauce 

14 


12.0 

11 

4 

6 

2 

4.0 

12 

14 

16 

6 

12.0 


* FRS participated only in the mold counts made in the laboratory. 


i Bee Methods of Analyeis, 6th Ed., Sec. 42.2(b) for preparation of the pectin soln. 
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These comparative results are influenced by two factors, first, the sam¬ 
pling variation in removing a portion for preparing the counting chamber 
and the distribution of the mold among the microscopic fields in the 
counting chamber and second, the personal variation among analysts. The 
analytical results show good agreement among the analysts. The varia¬ 
tion can be accounted for to a large extent by the first factor mentioned 
above, namely, sampling variation. 

The results of this study demonstrate conclusively the validity of this 
method for the quantitative determination of mold mycelia in cranberry 
sauce. Concordant results can be obtained by qualified analysts trained in 
the use of this method. 


TESTS ON THE EFFICIENCY OF VARIOUS FILTH 
RECOVERY PROCEDURES 

II. INSECT FRAGMENTS AND RODENT HAIRS FROM FLOUR* 

By Kenton L. Harris and Lila F. Knudsen (United States Food and 
Drug Administration, Federal Security Agency, Washington 26, D. C) 

In August 1940 the Food and Drug Administration issued a mimeo¬ 
graphed “Method for the Recovery of Filth from Flour, Revised.” This 
method evolved out of the work of several Administration analysts: W. 
S. Greene had used saturated salt solution to float rodent hairs and in¬ 
sect fragments from flour. Analysts at the New Orleans Station had used 
the same principle but had modified the procedure. The Wildman trap 
flask, employed at that time for tomato products, was used in a saturated- 
salt-gasoline method described by the Cincinnati Station and the Micro- 
analytical Division. The latter method was rewritten by W. H. King (New 
Orleans Station), tested and modified by K. L. Harris and W. G. Helsel 
(Microanalytical Division), and issued in a mimeographed form Septem¬ 
ber 1938. The “Manual of Microanalytical Methods,” compiled in 1943 
for use by analysts of the Food and Drug Administration, contained this 
same method, condensed in wording. In addition a second extraction, by 
the following technique, was called for after the first trapping off in the 
first trap flask: 

“Add 10 to 20 ml... gasoline ... to the trap flask; stir in vigorously; add ca 
10 ml saturated NaCl soln; allow to stand 10 to M minutes with intermittent stir¬ 
ring of the bottom layer; trap off and filter.” 

J. F. Nicholson and S. M. Walden (1) (Baltimore Station), in March 
1944, reported a pronounced increase in the insect fragment recovery from 

* Part I, by Harria and O'Brien, appeared in This Journal, 29, 84 (1946). 
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six samples of contaminated flour when the flour was first digested with an 
aqueous extract from pancreatin.* They concluded that the pancreatin re¬ 
leased insect fragments that would otherwise be held down in the flask by 
the protein; and also because the sticking of insect fragments to protein 
is impredictable, that the use of a pancreatic digestion would tend to 
produce more uniform results. A method based upon their work was 
added to the U. S. Food and Drug Administration “Manual of Micro- 
analytical Methods.” 

Working independently, analysts of the Atlanta Station and the Micro- 
anal 3 rtical Division used saturated salt solution in the trap flask in place 
of the water recommended in the above method. They felt that the in¬ 
creased specific gravity of the salt solution would aid in the flotation of 
insect parts. 

The following method given in Methods of Analysis of the Association of 
Official Agricultural Chemists, Sec. 42.30 (amended), is based upon the 
results of all these investigations: 

Inaectg, insect fragments, and rodent hairs. Weigh 50 g of flour into 250 ml beaker. 
Add ca 60 ml pancreatin soln (prepared as a filtered aqueous extract of 5 g pancrea¬ 
tin per 100 ml HtO) and stir into smooth paste. Add ca 40 ml of the pancreatin soln 
(100 mi total) and mix. (Adjust to pH 7-8 with ca saturated Na]P 04 soln.) Allow 
to stand ca 15 min, and if necessary readjust to pH 7-8. Maintain at 40° for not less 
than 3 hours. Transfer digested material to liter Wildman trap flask. Add 20 ml 
of gasoline and mix thoroly. Allow mixture to stand 5 min., fill with saturated NaCl 
soln, and after 30 min. trap off into 250 ml beaker. Add ca 10 ml gasoline to the 
material in the trap flask, stir the gasoline into the mixture and after ca 5 min., 
trap off into the same beaker. Transfer contents of beaker to trap flask and fill with 
saturated NaCl soln. Stir and after ca 30 min. trap off into beaker* and filter thru 
rapid filter paper, using suction. Examine microscopically. 

Aside from the recovery work by Nicholson and Walden the develop¬ 
ment of the present method for the detection of insect fragments and ro¬ 
dent hairs from flour has been accompanied by no comparative recovery 
tests. Changes that appeared reasonable, or which increased the ease of 
handling, or which permitted more rapid microscopic examination by 
incorporating less flour residue in the floating layer, were simply accepted 
and used by the analysts doing the great bulk of this type of work. The 
use of a second trapping has become well established in this laboratory 
although, aside from the work by Harris and O’Brien (1946) (2), there has 
been no published data. These analysts concluded: “The second extrac¬ 
tions in a Wildman trap flask yield appreciable amounts of filth. In gen- 


> The first reference to the use of the eniyme pancreatin to release contaminants from foods is in a 
mimeographed publication “Examination of Bakery Products for Filth,” by Harry Shuman, Philadelphia 
Station, U. S. Food and Drug Administration, February 19,1941. Although pancreatin has since been widely 
used in the analysis of food for filth, there has been no previous mention in the published literature of the 
technique as UMd by Shuman. 

* Under “Changes in Methods of Analysis," This Joutnal. 30,90 (1947) the following addition has been 
made to sec. 42.4(i) as a sixth paragraph: ^*When the tr^ped'-off material contains an appreciable amount 
of standi material, add sufficient cone. HCl to make 1-2% HCI, boil, and filter while hot. To preserve the 
uniformity in the procedures being tested, all trapped-off portions reported in this paper were treated in 
this manner. 
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eral, where recoveries are low on the first extraction they are higher on 
the second. Therefore, the use of two extractions on all samples will give 
more uniform results than will one extraction.” Eisenberg (1947) (3) work¬ 
ing with spices found that, when appreciable amounts of filth were found 
in the first extraction, additional fragments were foimd in the second, as 
shown in Table 1. 


Table 1. —Insect fragments and rodent hairs recovered by the first 
and second extraction of spices* 

(Insect parts and rodent hairs from different samples) 


IMBBCT rBAOmMTS 

BODINTBAIBB 

l8T IZTRlOnON 

2d IXTBAGTION 

IbT BmUCTIOM 

2d IXTBACnON 

17 

1 

1 

0 

0 

1 

1 

0 

3 

0 

1 

0 

3 

0 

1 

0 

24 

1 

0 

4 

203 

33 

8 

5 

19 

1 

0 

2 

4 

1 

1 

0 

17 

3 

1 

0 

5 

0 

5 

1 

71 

15 

1 

0 

5 

1 



23 

4 



19 

5 



1 

0 



38 

3 



45 

4 



1 

0 



3 

0 



42 

2 




* Eisenberg, 1947. 


Helsel and Harris in previously unpublished data (see Table 2) showed 
significant amounts of filth recovered from corn meal in the second trap¬ 
ping. 

These results, plus the common observation in this laboratory of insect 
fragments floating in the oily layer of the so-called second extraction, 
leave no doubt but that the second trapping off recovers an appreciable 
number of insect parts and rodent hairs when they are present in the ma¬ 
terial being examined. 

EXPERIMENTAL 

In order to evaluate the other specific details leading up to and tenta¬ 
tively incorporated in method 42.30, a series of tests were made following 
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the plan started in Part I, loc dt., p. 84, in which an artifically contami¬ 
nated lot of flour was used as the basic contributor of the filth to be ex¬ 
tracted. A 100-pound batch of patent flour was mixed with a 20-pound lot 
of flour heavily contaminated with insect fragments, finely ground rodent 
excreta, and rodent hairs. A preliminary examination of this resulting 
flour indicated that the insect fragment and rodent hair counts were so 
high that it would be impractical to count the filth extracted from it. 


Table 2. —Rodent hairs and insect fragments recovered by the first 
and second extractions from corn meal* 


BODBNT BAIRS 

INSBCT rRAQIlBNTS 

IST BXTRACTION 

2d KXTRACTION 

1st KXTRACTION j 

2d extraction 

38 

1 

281 ! 

30 

10 

0 

502 

27 

23 

5 

196 

56 

5 

1 

68 

26 

6 

1 

55 

26 

5 

0 

382 

79 

5 

5 

350 

111 

10 

5 

274 

67 

18 

6 

342 

67 


♦ W. G. Helsel and K L Harris, unpublished. 


For this reason, 7 grams of this dirty flour were mixed with 43 grams of a 
clean, commercial, general purpose, patent household flour to make the 50 
gram portions of flour used in tests of various filth extraction methods. 

A, Comparison of various techniques which contributed to the 
development of the 1945 A,O.A.C, method: section 43.20 

Ten 50-gram portions of flour prepared as described above were tested 
by each of eight variations of the basic method, in such a manner that 
data was obtained on filth recoveries by the above-mentioned method by 
4 variable procedures (1) tmp flask size, (2) extraction of medium, (3) 
pretreatment, with chloroform as given in section 42.29 of Methods of 
Analysis, (4) digestion with pancreatin. The analytical results are given 
in Table 3 and shown graphically in Figure 1. 

L Trap flask ^ze ,—Series 1 and 2, 3 and 4, and 6 and 7 were similar 
procedures varying within the pairs only by the trap flask size. By means 
of analysis of variance, a comparison of the recoveries obtained shows that 
there was no significant difference introduced by flask size. Previous ex¬ 
perience has demonstrated that, when handling lower grades of flour, less 
flour debris will be deposited on the filter paper if a 2-liter trap rather than 



Table 3. Rodent hair and insect fragment recoveries from flour 
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a 1-iiter trap is used. Therefore, since no loss of filth is involved, the use of 
a 2-liter flask is recommended. 

IS. Extraction medium .—As tested by an analysis of variance comparing 
series 1 and 4 and 2 with 3, there is a significantly higher recovery of both 
insect fragments and rodent hair fragments when water is used in place 
of the saturated salt solution. This finding is contrary to that expected 
by analysts who thought that, because of its higher specific gravity, 
saturated aqueous sodium chloride would float more filth into the oily 
layer; but agrees with the reasoning that it is easier to wet (with oil) the 
filth in liquids of lower surface tension and so enable them to be carried 
by the oil into the floating layer. Helsel and Harris, in devising a method 
for the isolation of filth from com meal, found that a higher insect frag¬ 
ment recovery was obtained by trapping off in 60% ethanol than in 40% 
ethanol. In spite of the lower specific gravity an unimpaired recovery was 
obtained in alcohol water solutions as compared with water alone. It 
therefore seems reasonable to conclude that insect fragments and rodent 
hairs are more readily wet by oil when in solutions of low surface tension 
and thus are more completely extracted into the oily floating layer. 

S. Pretreatment vnth chloroform .—Pretreatment according to 42.29 is as 
follows: 

Weigh 50 g of flour into 250 ml beaker. Add CHCli to within ca 1 cm of top of 
beaker, mix thoroly, and allow to settle at least 30 min. Several times during this 
period, stir layer that rises to top. Decant soln and floating flour, being careful not 
to disturb heavy residue in bottom of beaker. Before decanting, take care that 
floating layer has not become so compact as to render this operation difficult. Wash 
down sides of beaker with stream of CHCl, from wash bottle. If so much material 
remains that it would interfere with subsequent microscopic examination, repeat 
decanting after adding more CHCli until very little flour is left in beaker. Take care 
not to decant any heavy filth that may be present. Wash heavy residue remaining 
in beaker with stream of CHCli onto ruled filter paper in Hirsch funnel. Transfer 
filter paper to Petri dish and examine microscopically. 

The choice is then optional whether the subsequent analysis under 
42.30 for insect fragments and rodent hairs should be carried out on the 
same or a new aliquot. Scattered and unreported observations in this 
laboratory indicated that the flotation in chloroform might make subse¬ 
quent extractions for light filth erratic. In order to test this, portions of 
the flour were treated as in 42.29 except that all of the material was de¬ 
canted into the funnel, dried, and then extracted for insect fragments and 
rodent hairs. 

The results of these tests show that the reliability of the method is 
markedly diminished when the same portion that is to be extracted for 
light filth has been previously treated by the chloroform sedimentation 
procedure. The flours in series 5 (Table 3), which previously had been 
treated with chloroform were tested in two groups each of five 50-gram 
portions. Subdivisions 1 to 5 all showed higher insect fragment recover- 



792^ ASSOCIATION OF OFFICIAL AGEICULTURAL CHEMISTS [Vot Sly No. 4 


ies and lower rodent hair fragment recoveries than other methods. Sub¬ 
divisions 6 to 10 in series 5 all showed low insect fragment recoveries, and 
no hairs, whatever were obtained. The same analyst tested both groups, 
and the same apparatus was used. Moreover, at the same time as each of 
these groups of five were being tested, another group was being tested by 
one of the other procedures without resulting in such marked divergence. 
In addition to these ten portions, seven other tests had been run in con¬ 
junction with some preliminary work. The results of these seven analyses 
are given in Table 3, series 5 A. Although 6 and 5A differ in the flotation 
medium used, the recoveries are definitely low. 

J. F. Nicholson, U. S. Food and Drug Administration, states (personal 
communication) that in routine testing, he has encountered unexpectedly 
low results in chloroform-treated samples which he had every reason to 
believe were contaminated. In instances where he made a repeat exami¬ 
nation on separate protions untreated with chloroform, the results were 
higher. 

It seemed possible that the low recoveries in 5A were due to the removal 
by chloroform of the oleophilic coating naturally present on rodent hairs 
and insect cuticle. However, insect fragments and rodent hairs which had 
been extracted for seven hours in running chloroform were subsequently 
completely recovered from a gasoline-water mixture (no food present). 
Furthermore, previously unpublished data by Helsel and Harris, as given 
in Table 4, show higher insect fragment and rodent hair recoveiies in corn 


Table 4. —Rodent hairs and insect fragments from duplicate 50-gram samples of whole 
corn mealy with and without previous CHCU sedimentation* 



j 

Hairs 

19 

4 

5 

No CHCh 

Insect fragments 

142 

139 

100 

With CHCla 

Hairs 

30 

5 

8 


Insect fragments 

196 

234 

137 


* W. Q. Helsel and K. L. Harris, unpublished, 1039. 


meal after soaking in chloroform. If the poor recovery in flour is due to the 
extraction of oils from hairs and insects, then these results on corn meal do 
not necessarily refute this argument, since there is so much oil in whole 
corn meal that the relatively crude extraction would be incomplete, al¬ 
though the improved recovery still remains unexplained. 

4- Pancreatic digestion .—In comparing a flotation preceded by pan- 
creatin digestion with the flotation of undigested flour, the undigested 
flour was made into a paste in the extraction medium, as would be done 
with pancreatin, before diluting it and extracting in the trap flask. A com¬ 
parison of the recoveries obtained in series 3 and 6, and 4 and 7 shows no 
statistically significant difference in either insect fragment or rodent hair 
recoveries on the flour used here. 
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However, Nicholson and Walden (1944) observed (1) that in the han- 
dlingof routine laboratory samples they had lesstrouble with the formation 
of emulsions when pancreatin was used before the trapping operation; and 
that on flour from which they recovered less filth than might be expected 
from the previous history of the sample, they were able to approach more 
closely the expected results by using pancreatin on the repeat analysis. 
After they started to use a pancreatin-digestion procedure, they noted a 
decrease in the number of samples which were difficult to handle. More¬ 
over, on the six comparative samples tested by direct flotation and by 
flotation after pancreatin digestion they found an increased recovery on 
the pancreatin treated portion. 

These tests, reported in Table 5, were made on five samples of soft 
wheat general purpose flour and one sample of soft wheat second clears 
(low grade) flour, each from a different mill, and each selected for re-test¬ 
ing with pancreatin because the original results were unexpectedly low. 
Although these data were obtained by using two different extraction fluids 
(in addition to the pancreatin variable) the results are significant. 


Table 5. —Insect fragments from six different 50-gram samples of flour 
by two procedures 


Nondigested, sat. salt' 

116» 

26 

12 

94 

112 

41 

Pancr, digested, water 

868 

127 

116 

352 

134 

77 


» The basic difference was the use or non-use of pancreatin. 
* Second clears flour; others were general purpose. 


In discussing these results and their influence upon recommendations 
to be made as to the best method to use for flour, it is important to note 
that certain flours arc more difficult to handle than others. A high patent 
flour, such as was used in the experimental work reported in this paper, 
contains less bran and protein than the lower patents and low grade 
flour reported by Nicholson and Walden. It is the author’s (H.) experience 
that the lower grades are the ones which give more flour and bran debris 
floating into the oily layer and so make filter papers which are more dijfi- 
cult to read. It is his experience also that the use of pancreatin before ex¬ 
tracting filth will give filth papers bearing less extraneous cereal debris 
and so permit more rapid filtration and more rapid microscopic examina¬ 
tion, without the need of probing thru cereal tissues that might confuse 
less experienced analysts. 

Thus the use of pancreatin in no way low^ers the recovery; it may in¬ 
crease the recovery from some flours; and it permits the more rapid han¬ 
dling of routine samples. 

B, Digestion in dilute HCl 

The addition of a pancreatic digestion procedure to the method increases 
the analytical time, and some thought has been given to a procedure that 
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will rapidly break down scmie of the proteins and starch. Boiling in dilute 
hydrochloric acid will accomplish this and has been suggested for several 
cereal products.’ Two such procedures are discussed in this section. 

1, Digestion in SOO ml £% HCl: 

To 50 g flour in a beaker add suflicient 2% HCl to form a thick paste. Stir until 
smooth. Add 2% HCl to make total of 200 ml. With constant stirring bring to boil. 
Cool. Transfer to 1-liter trap flask and extract with gasoline and HtO in the usual 
manner. 

The results by this method are reported in Table 3, series 8. The hair 
recovery was good, with the least variable results. The insect fragment 
count is slightly lower than with the pancreatin procedures. 

S. Digestion in 400 nil S% HCL. 

The American Association of Cereal Chemists (Mimeo. 1946) (i) re¬ 
ported a similar procedure but with a larger volume of dilute hydrochloric 
acid, and wdth mineral oil added to the boiling mixture. In view of this 
work, and since the smaller volume of flour had a tendency to adhere to 
the bottom of the beaker and scorch, the following method was used: 

To 50 g flour in a beaker add water and stir into a thin smooth paste. Add HjO 
to make 400 ml total HjO added. Add cone. HCl to make total HCl of water 2%. 
With intermittent stirring bring to a boil and boil 20 min. Transfer to 2 liter trap 
flask and trap off with gasoline and water in the usual manner. 

This hydrochloric acid treatment with a greater volume of solution* 
longer boiling time, and larger flask size gave a high recovery of insect 
fragments (see Table 3, series 9). In fact, a comparison of these results 
with any of the pancreatic digestion recoveries shows the hydrochloric acid 
recoveries to be higher. The rodent hair recovery is not significantly dif¬ 
ferent from all of the pancreatin digested series. 

C. Extraction in separatory funnel 

Walker and Dalby (1947) (5) report on hydrochloric acid-acetone diges¬ 
tion and oil-gasoline extraction of insect fragments and rodent hairs in 
a separatory funnel. Their method is designed for spices, but some workers 
reported verbally that it had been used for flour. The method as adapted 
for flour in this laboratory is as follows. 

To 50 g flour in a 1-liter Florence flask add 200 ml acetone in such a manner as 
to rinse down the neck of the flask. Immediately swirl until flour and solvent are 
mixed. Add 380 ml H 2 O and 20 ml cone. HCl and mix. Add 20 ml light mineral oil. 
Place under reflux condenser and boil for 20 min. Transfer hot to a 2-liter separatory 
funnel rinsing flask with ca 200 ml of 1:1 HtO-acetone. Allow to stand until mixture 
has stratifled. Withdraw floury sediment and clear layer into another separatory 
funnel leaving the floating oily layer. Add ca 100 ml 1:1 HtO-acetone to the first 
funnel and again withdraw floury material to second funnel leaving oily layer. Add 
50 ml gasoline to the second funnel, mix vigorously, and allow to stratify. Withdraw 
and discard sediment from second funnel. Several times add ca 100 ml HtO-acetone 


• Mtthodi efAnalvtU, A.O.A.C., 6th Ed., See. 42.28; ThU Journal, 29,63 (1946). 





Fio. 1. Distribution of Insect Fragment and Rodent Hair Counts in the Eleven 
Series of Flours 
* Insect fragment count 
Rodent hair count 

— Average» respectively! of insect fragment count (upper) and rodent hair count 
(lower). 
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and repeat, withdrawing and discarding sediment. Remove oil layer from both fun¬ 
nels to beaker, bring to boil in acid soln and filter. 

The results obtained by this method are given as series 10 in Table 3. 
It is at once apparent that this series 10 procedure gave relatively high 
recoveries of insect fragments. The disconcerting point is that the method 
results in such a wide range of counts, subdivision 6 being markedly low, 
and the standard error of the average for insect fragments being 21.1. 
However, this procedure shows considerable promise. It specifically re¬ 
opens the question of comparative recoveries using the Wildman trap 
flask (Howard, 1935) (6) as compared with a separatory funnel. The Wild¬ 
man trap flask has been so successfully used to recover filth from such a 
wide variety of products that its inherent disadvantages often have been 
overlooked. Further work already initiated in this laboratory, evaluating 
the present recovery and loss of insect fragments and rodent hairs during 
the mechanics of trap flask operation, should illuminate this problem. In 
this regard it should be noted than when flour was digested in dilute 
hydrochloric acid, as described for series 9, a filth-bearing oily layer would 
not separate from the mixture in a separatory funnel with the same clear- 
cut division between oil and flour as was the case in a trap flask. 

D. Use of sieves or silk bolting cloths 

From time to time various workers in U. S. Food and Drug Administra¬ 
tion laboratories have proposed the use of silk bolting cloths or metal sieves 
to retain insect fragments and rodent hairs and separate them from flour. 
Since the sieve sizes which they have suggested as being of possible value 
have approximately the same aperture sizes as the bolting cloths used in 
flour mills it is self-evident that extraneous material as well as the flour, 
will pass through. 

^ Tests were made on five 50-gram portions of flour by the following 
method (Loughrey, 1945): (7) 

Add 50 g of flour, with stirring to break up lumps,^ to soln of 30-35 ml HCl in 
800 ml cold water in 1500 ml be aker. Bring to boil, stirring, and boil until thin and 
translucent. Filter thru #100 screen. Transfer material o n the scr een to ruled filter 
paper and examine. * ^ 

Counts by this method (Series 11 in Table 3) very clearly show that in¬ 
sect fragments and rodent hair fragments in this flour are incompletely re¬ 
tained on a #100 seive, although a relatively higher proportion of the hair 
fragments are retained. Moreover, the filter papers obtained by this 
method contained more bran than when gasoline flotation was used, and 
the papers were more diflicult to examine microscopically. 

SUMMARY AND CONCLUSIONS 

(1) Comparative data are given on the A.O.A.C. Methods of AnaXysis, 
42.29 and 42.30 methods. Treatment of flour with chloroform as pre- 
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scribed by 42.29 markedly lowers the recovery of filth by 42.30. Separate 
aliquots should be used for each section. 

(2) There was no significant difference between the use of a 1-liter and a 
2-liter trap flask, nor between pancreatin-digested and non-digested por¬ 
tions. Since the use of a 2-liter flask and the use of pancreatin results in 
the inclusion of less plant debris in the floating layer and less difficulty 
with routine samples, they should be used. Their use may be omitted 
when examining high patent flours. 

(3) The use of water in the trapping procedure gave significantly higher 
recoveries than did the use of salt solution. The method should be so modi¬ 
fied. 

(4) The second “trapping off’^ recovers additional filth elements. 

(5) The average insect fragment count using large quantities of dilute 
hydrochloric acid was as high as, or higher than, any of the averages for 
pancreatin digestion. 

(0) Preliminary tests indicate that a new procedure, based upon the 
work of the American Association of Cereal Chemists, may give markedly 
improved recoveries. Further investigations are warranted. 
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TEST PAPER OF UREASE AND ACID-BASE INDICATOR 
FOR DETECTION OF UREA 

By J. W. Cook (Food and Drug Administration, Federal Security 
Agency, San Francisco, Calif.) 

The Marshall method (1) for urea makes use of urease to produce 
ammonia and carbon dioxide from urea. The increase in alkalinity of the 
solution is titrated with standard acid using an indicator which is not 
appreciably sensitive to carbonic acid. Urease papers, that is, filter paper 
impregnated with urease solution with subsequent drying, have been used 
as a convenient and stable laboratory preparation of the enzyme for a 
nximber of years (2) (3). Impregnating the urease papers with an appro¬ 
priate indicator provides a convenient and delicate spot test reagent for 
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urea in material such as urine-contaminated food products. In the absence 
of alkaline substances, the test is as specific for urea as is the enzyme 
employed. The absence of alkaline substances may be established through 
the use of an auxiliary test paper impregnated with the indicator alone. 
The test does not require the aid of the microscope as do the common 
methods for comparable amounts of urea (4). Agar plates with urease and 
indicator incorporated also give the same delicate test. 

METHOD 

PREPARATION OP TEST PAPERS 

Urease eoln, —0.2 g urease Squibb (or other suitable preparation) (2) (3) per 
20 ml water. Make the dry powder into a paste by stirring with a drop or two of 
water and then dilute to 20 ml. 

Brom thymol hltie aoln. —0.15 g brom thymol blue per 100 ml water. Make soln 
yellow with a few drops of 0.1 N HCl. 

Preparation of paper .—Immerse pieces of heavy filter paper in the urease soln, 
remove, and allow the paper to dry partially. Then immerse in the indicator soln, 
remove, and hang the paper up until thoroly dry. The paper should be yellow. Pre¬ 
serve in a wide-mouth, dark bottle in a cool, dry place. The paper should be stable 
indefinitely. Prepare blank test papers similarly by impregnating with the indicator 
alone. 

PREPARATION OP AGAR PLATES 

Agar eoln .—2 per cent. Bring 2 g agar plus 100 ml water to boiling, with stirring, 
and boil for a few minutes. 

Brom thymol blue eoln .—Same as for test paper. 

Urease eoln. —0.2 g per 10 ml. Prepare as for test paper except dilute to 10 ml. 

Preparation of plate .—Melt some of the agar soln, filter thru two layers of cheese¬ 
cloth, and allow to cool somewhat (but not sufficiently to set). Mix 10 ml of agar 
with 10 ml of urease soln, add 0.5 mi of indicator soln, stir well, pour into a petri 
dish, and allow to gel. The plates should be yellow. Prepare blank test plate similarly 
with indicator soln alone. 

PROCEDURE 

Place minute crystals of urea or urine-stained food material on both the agar- 
urease and agar-biank, or on moistened test paper and blank paper. (Urea produces 
a bright blue spot in 10-30 seconds which continues to increase in size for about 
20 min. on the urease preparation, but does not produce color in the blank prepara¬ 
tions. Alkaline salts produce color in both the urease and blank preparations. When 
alkaline salts are added to the moistened papers the blue color appears immediately 
after the alkaline salts are wetted, whereas urea crystals dissolve and seem to dis¬ 
appear; then after a period of 10 to 30 seconds the color appears. The color fades in 
about one hour.) 

DISCUSSION 

Agar plates afford a relatively large surface where a large number of 
determinations can be made at one time. The plate remains moist and is 
quite convenient for laboratory use. It has the disadvantage of instability 
of the enzyme, and may not be quite as sensitive as the test papers. The 
test papers have a great advantage in that the enzyme is in a dry state 
and therefore stable for long periods, unless exposed to adverse conditions 
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of moisture, temperature, and light. The test paper can be carried by food 
inspectors for spot tests of food materials contaminated by rodent urine 
equally as well as it can be used in the laboratory. 
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CORRECTIONS FOR VOL. 31, NO. 3 

In the report on Separation of Bromides, Chlorides, and Iodides in Drugs, by 
Newell E. Freeman and Beulah V. McMullen, the equation (4) on page 552, should 
read as follows: 

(4) X’-f20-X+ 


BOOK REVIEW 

The Scientific Principles of Grain Storage. By J. A. Oxley, Northern Publishing Co., 
Liverpool, England. 96 pages plus references, index; price $1.72. 

This book is largely concerned with heat, water, and air transfer in bulk stored 
grains. It is a phase of the grain storage problem in which Mr. Oxley is an authority 
and his treatment will be of help to persons engaged in research on this subject, since 
it points out the various factors concerned in grain storage. The factors themselves 
are treated with more words than substance. 


K. L. Harris 



NOTE 

Note on the Detennination of Phosphorus in Organic Compounds 

By A. R. Wbbath (Victor Chemical Works, Chicago, Ill.) 

In the determination of phosphorus in organic compounds the semimicro Parr 
bomb method yields excellent results on all types of organic compounds, as was 
reported by Wagner ei aL (1). This procedure is considerably shorter than that rec¬ 
ommended by Hardin and Macintire (2). We use this combustion method on sam¬ 
ples of 50-80 mg and follow the A.O.A.C. volumetric procedure (3) after the excess 
sodium peroxide has been destroyed and the soln neutralized with HNOi. 

We also use an acid digestion on some samples after first checking the results 
against those obtained by the Parr bomb combustion. This procedure requires less 
apparatus and permits the handling of a larger weight of sample. The method is as 
follows: 

Weigh accurately ca 0.5000-1.0000 g sample into a 400 ml beaker. Add 50-60 
ml HNO3 (Sp. gr. 1.42) and boil down to ca 25 ml. Add 15-20 ml HCIO4 (60-70%) 
and evaporate to dense fumes of HCIO4 and a colorless soln (Note 1). Cool. Dilute 
to 250 ml volume, neutralize a suitable sized aliquot, and complete the determina¬ 
tion by the A.O.A.C. volumetric procedure (3). 

Note 1. If the soln turns brown while being evaporated to fumes, remove from 
hot plate at once and add a few ml of HNOa. Replace on hot plate and continue. 
This may have to be repeated more than once. An explosion may result if this is not 
done. 

Both procedures yield excellent results. No trouble has been experienced with the 
HNOJ-HCIO4 digestion. Note 1 was added to the procedure as a precautionary 
measure. The preliminary digestion with HNO3 serves to reduce the organic material 
to a safe level prior to the addition of HCIO4. 

Some typical results: 



PlO. CONTENT 

HN0rHC104 

PARR BOMB 


per cent 

percent 

Hexaethyl tetraphosphate* 

57.6 

57.8 

Tetraethyl pyrophosphate 

49.0 

49.0 

Tributyl phosphate 

33.8 

34.0 

Tricresyl phosphate^ 

19.0 

19.3 

Triphenyl phosphate^ 

22.0 

22.1 


* Commercial preparation. 
^ I^actical graide. 


REFERENCES 

(1) Waonbr, et al.j Ind. Eng. Chem., Anal. Ed., 15, 14&-151, and 601-602 (1943). 

(2) Hardin and MacInttrs, Thu Journal, 31, 400 (1948). 

(3) Official and Tentative Methode of Analytu, Sixth Ed., p. 22, 1946. 
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Agricultural liming materials, changes 
in methods, 71 

Ahlmann, S. W., see Hillig, Fred 

Alcohol concentration and saturation of 
the acid alcohol with KjPtCl®, ef¬ 
fect of, in analysis of potash in 
fertilizers, paper by Schall and 
Ford, 397 

Alcoholic beverages, report by Sale, 169 
report of Committee D, 55 
changes in methods, 74 
brewing sugars and sirups, fermen¬ 
table extract in, report by Gray, 
171 

brewing sugars, sirups, wort, spent 
grains, and yeast, no report, 174 
diastatic activity and soluble starches, 
no report, 171 
hops, no report, 171 
malt, no report, 171 
yeast, solids in, report by Tenney, 174 
beer, no report, 177 
beer, acidity and pH of, no report, 177 
beer, inorganic elements, in, report by 
Bendix, 172 

beer, color and turbidity in, no report, 
177 

beer, carbon dioxide in, no report, 177 
wines and distilled liquors, caramel in, 
report by Valaer, 178 
changes in methods, 75 
distilled spirits, fusel oil in, report by 
Beyer, 184 

wines and distilled liquors, methanol 
in, no report, 185 

cordials and liqueurs, report by Wil¬ 
son, 185 

chromatographic absorption of wines, 
no report, 185 

spectophotometric examination of 
wines and distilled spirits, no re¬ 
port, 185 

Alfend, Samuel, report on spices and 
condiments, 338 

Allen, H. R., report on sampling ferti¬ 
lizers, 205 

Allison, Andrew M., report on fish and 
other marine products, 333 

American Public Health Association, 
committee to confer with, on stand¬ 
ard methods for the examination of 
dairy products, report by Robert¬ 
son, 38 

2-amino pyridine, determination of, in 
oranges, paper by Winkler, 760 

Ammonia, notes on the distillation of, in 
the Kjeldahl determination, a new 
connecting bulb, paper by Willcts, 
John, and Ross, 432 

Antimony trichloride (blue color) pro¬ 
cedure for estimation of vitamin A 
in margarine, paper by Rice, Primm, 


and Coombes, 621 
Armiger, F. N., see Hill, W. L. 
Announcements, 120, 372, 
Appointments, 372, 620 
Austin, Calvin M., and J. S. McHargue, 
report on boron in plants, 284 
paper, determination of total boron 
in plant material with ‘‘Chromo¬ 
trope B:* 427 

Bailey, E. M., obituary by Usher, No. 3, 
vii 

Baking powder and baking chemicals, 
report by Munsey, 273 
report of Committee D, 59 
changes in methods, 77 
residual carbon dioxide in baking 
powders, report by Tatar, 274 
Baldwin, Ernest, “Dynamic Aspects of 
Biochemistrv,“ book review, 700 
Ball, C. D., see Waldron, Dorothy R. 
Banes, Daniel, paper, analysis of sulfa- 
diazine-sulfathiazole mixtures, spec- 
trophotometric method, 653 
Bendix, G. H., report on inorganic ele¬ 
ments in beer, 172 
report on copper in foods, 353 
Benne, Erwin J., see Shirley, Ray L. 

see also Waldron, Dorothy R. 
Bennett, Oran L., report on soybean 
flour in sausage and similar prod¬ 
ucts, 513 

Berry, Rodney C., report on crude pro¬ 
teins in feeding stuffs (catalysts), 
617 

Bevenue, A., see Bickoff, E. M. 

Beyer, G. F., report on fusel oil in dis¬ 
tilled spirits, 184 

Bickoff, E. M., see Jones, Francis T. 
Bickoff, E. M., White, L. M., Bevenue, 
A., and Williams, K. T., paper, 
isolation and spectrophotometric 
characterization of four carotene 
isomers, 633 

Bonney, V. B., report on processed 
vegetable products, 294 
Book reviews, 165, 166, 167, 168, 453, 
700, 799 

Boron, total, determination of, in plant 
material, with “Chromotrope B,” 
paper by Austin and McHargue, 
427 

Brand, Ruth W., see Ogg, C. L. 

Breit, Juanita E., report on standard¬ 
ization of titanium chloride, 573 
Brewster, Joseph F., report on color and 
turbidity in sugar products, 199 
Bruening, Charles F., report on cosmetic 
creams, 580 

n-butyric and isobutyric acids, separa¬ 
tion of, by partition chromatog¬ 
raphy, note by Ramsey, 164 
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Cacao products, report by Winlder, 186 
report of Committee D., 67 
changes in methods, 78 
fat in^ report by Stone, 188 
lecithin, no report, 188 
malt solids, no report, 188 
pectic acid, no report, 188 
cacao ingredients, no report, 188 

Caemmerer, Alice B., report on volatile 
amine intermediates in coal-tar 
colors, 592 

Caffeine, microscopic identification of, 
note by Keenan, 163 

Callaway, Joseph, report of Committee 
C, 49 

Carotene isomers, four, isolation and 
spectrophotometric characterisa¬ 
tion of, paper by Bickoff, E. M., et 
aL, 633 

Carotene, comparison of methods for de¬ 
termination of in plants, paper by 
Derby and DeWitt, 704 

Carotene isomers, four, crystalline char¬ 
acteristics of, paper by Jones and 
Bickoff, 776 

Carter, R. H., report on DDT in foods, 
355 

Catalysts, combination of, in determina¬ 
tion of nitrogen: IL Meat products, 
paper by Poe and Lane, 646 

Cereal foods, report by Munsey, 251 
report of Committee D, 58 
changes in methods, 79 
starch in raw and cooked cereals, no 
report, 253 

fat acidity in grain, flour, cornmeal, 
and whole wiieat flour, no report, 
253 

benzoic acid in flour, report by Mun¬ 
sey, 254 

sugar determinations in baked prod¬ 
ucts, report by Walker, 256 
carbon dioxide in self-rising flour, no 
report, 258 

hated flour, report by Collins, 
59 

bromates in wheat flour, report by 
Geddes, 260 

phosphorus in cereal products, report 
by Munsey, 269 

milk solids and butterfat in bread, 
report by Munsey, 272 

Cereal Laboratory Methods, Fifth Ed., 
book review, by Munsey, 168 
proteolytic activity of flour; soybean 
flour; soybean flour (immunologi¬ 
cal tests); noodles; baked prod¬ 
ucts (moisture, ash, protein, fat, 
and crude fiber); moisture in self¬ 
rising flour and jpancake, waffle, 
and doughnut flours; apparent 
viscosity measurement; iron in 
cornmeal and macaroni products, 
no report. 273 

Changes in Official and Tentative Meth¬ 


ods, with Appendix showing Errata, 
' etc., 70 

Chemistry of Organic Compounds—A 
Years Course in Organic Chem¬ 
istry, by James Bryant Conant and 
Albert Harold Blatt, Third Ed., 
book review by Pattersom 453 
Claborn, H. V., and W. I. Patterson, 
paper, determination and identifi¬ 
cation of lactic and succinic acids in 
foods, 134 

Clark, G. R., report on cosmetics, 576 
report on coal-tar colors, 587 
Clarke, J. O., President's address, 28 
Classification of methods, report by 
White, 63 

Coal-tar colors, report by Clark, 587 
report of Committee B, 48 
ether extract in coal-tar colors, report 
by Forrest, 588 

acetates, carbonates, halides, and sul¬ 
fates in certified coal-tar colors, 
no report, 588 

buffers and solvents in titanium tri¬ 
chloride titrations, no report, 588 
certified coal-tar colors, identification 
of, no report, 589 

halogens in halogenated fluoresceins, 
report by Gordon, 589 
volatile amine intermediates in coal- 
tar colors, report by Caemmerer, 
592 

non-volatile unsulfonated amine in¬ 
termediates in coal-tar colors, re¬ 
port by Harrow^ 594 
sulfonated phenolic intermediates, no 
report, 595 

intermediates derived from phthalic 
acid, no report, 595 
mixtures of coal-tar colors for drug 
and cosmetic use, no report, 595 
pure dye in lakes and pigments, report 
by Freeman, 595 

spectrophotometric testing: analysis 
of coal-tar colors Ext. DAC 
Orange No. 1, report by Sclar, 
598 

subsidiary dyes in D&C Red Nos. 6 or 
7, report by Koch, 603 
Cocaine in the presence of procaine and 
various other substances, detection 
and determination of, paper by 
Young, 781 

Coffee and tea, no report, 294 
report of Committee C, 49 
Collins, Frank H., report on phosphated 
flour, 259 

Coloring matters in foods, report by 
Jabionski, 294 
report of Committee C, 49 
changes in methods, 81 
Commercial Fertilizers, their Sources 
and Use, by Gilbert H. Collins, 
book review by Hardesty, 165 
Committees, permanent, 2 
Committees, special, 6 
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Committee A, report by Grattan, 41 
Committee B, report by Fisher, 46 
Committee C, report by Callaway, 49 
Committee D, report by Ferguson, 65 
Committee to confer with American 
Public Association on Standard 
Methods for Examination of Dairy 
Products, report by Robertson, 38 
Committee on Definitions of Terms and 
Interpretations of Results on Ferti* 
lizers, report by Walker, 39 
on classification of methods, report by 
White, 63 

on necrology, report by Walker, 67 
on nominations, report by Macintire, 
69 

on recommendations of Referees, re¬ 
port by Reindollar, 40 
on resolutions, report by Frary, Nel¬ 
son, and Taylor, 70 

Conroy, H. W., report on spirit of cam¬ 
phor, 535 

Continuous ether extractor, stirrer actu¬ 
ated, paper by Yakowitz and 
Meuron, 127 

Cook, J. W., paper, test paper of urease 
and acid base indicator for detec¬ 
tion of urea, 797 
Coombes, A. I., see Rice, E. E. 
Corrections, 120, 372, 799 
Cosmetics, report by Clark, 576 
report of Committee B, 47 
changes in methods, 72 
pyrogallol in hair dyes, report by 
Joiner, 577 

cosmetic creams, report by Bruening, 
580 

alkalies in cuticle removers, no report, 
583 

cosmetic powders, no report, 583 
cosmetic skin lotions, no report, 583 
deodorants and antiperspirants, no re¬ 
port, 583 

depilatories, no report, 583 
hair dyes and rinses, no report, 583 
hair straighteners, no report, 583 
moisture in cosmetics, report by 
Weeks, 583 

mascaras, eyebrow pencils, and eye 
shadows, report by Jewell, 585 
mercury salts, no report, 587 
Cottonseed and cottonseed products, ed. 
by Bailey, book review by Munsey, 
463 

Crop Protection Institute, National Re¬ 
search Council, report of A.O.A.C. 
representatives on Board of Gover¬ 
nors, by Patterson and Macintire, 
62 

Dairy products, report by Frary, 298 
report of Committee C, 50 
changes in methods, 82 
samining, fat, and moisture in cheese, 
report by Horwitz and Knudsen, 
300 


ash in milk and evaporated milk, no 
report, 306 

phosphatase test in pasteurization of 
dairy products, report by Sand¬ 
ers, 306 

frozen desserts, gelatine and gums, no 
report, 318 

frozen desserts, composition, no re¬ 
port^ 318 

chlorine in milk, no report, 318 
acidity of milk, no report, 318 
preparation of butter samples, report 
by Meuron, 318 

reconstituted milk, no report, 327 
sour serum test, no report, 327 
Decomposition in foods, report by Pat¬ 
terson. 501 

report ol Committee C, 51 
in fruit products, report by Harris, 
501 

in fish products, no report, 501 
in dairy products, no report, 501 
in shellfish: indole in shrimp, oysters, 
and crabmeat, report by Duggan, 
507 

Derby, James V., Jr., and James B. 
DeWitt, paper, comparison of 
methods for the determination of 
carotene, 704 

DeWitt, James B., see Derby, James V. 
Jr. 

Disinfectants, no report, 283 
report of Committee A, 43 
Distilled liejuors, see Alcoholic beverages 
changes in methods, 77 
Dolinsky, Meyer, paper, spectrophoto- 
metric testing of D&C Violet No. 2, 
674 

Dow, Matthew L., report on physostig- 
mine salicylate and physostigmine 
in ointments, 526 

Drucker, M., report on thiouracil in 
tablet mixture, 544 
Drug bioassays, no report, 562 
report of Committee B, 47 
Drugs, changes in methods, 113-118 
Drugs, vegetable, and their derivatives, 
report by Jorgensen, 525 
report of Committee B, 45 
changes in methods, 113 
physostigmine salicylate and physo- 
stigmine in ointments, report by 
Dow, 526 

ephedrine, report by Welsh, 528 
chemical methods for ergot alkaloids, 
no report, 534 

theobromine and phenobarbital, no re¬ 
port, 534 

aminopyrine, ephedrine, and pheno¬ 
barbital, no report, 534 
quinine, no report, 534 
spirit of camphor, report by Conroy, 
535 

penicillin, chemical methods for, no 
report, 636 
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Drugs, miscellaneous, report by Schur- 
man, 548 

report of Committee B, 47 
microscopical tests for alkaloids and 
synthetics, no report, 549 
mercury compounds, no report, 549 
separation of bromides, chlorides, and 
iodides in drugs, report by Free¬ 
man and McMullen, 550 
organic iodides, no report, 558 
compound ointment of benzoic acid, 
report by Kunke, 558 
alkali metals, no report, 560 
glycols and related compounds, no re¬ 
port, 560 

preservatives and bacteriostatic 
agents in ampul solutions, report 
by Jones, 560 

iodine, report by Pine, 560 
phosphorus, calcium, and iron in vita¬ 
min preparations, no report, 560 
Drugs, synthetic, report by Sinton, 537 
report of Committee B, 46 
methylene blue, no report, 538 
sulfanilimide derivatives, no report, 
538 

atabrine (chinacrin, quinacrine), re¬ 
port by Heim, 538 
demcrol, report by Mundell, 540 
propadrine hydrochloride, no report 

541 

carbromal, report by Hyatt, 542 
trichloroethylene, report by Smith, 

542 

dihydrocodeinone, report by McNall, 

543 

beutacaine sulfate, no report, 544 
thiouracil in tablet mixture, report by 
Drucker, 544 

spectrophotometric methods, no re¬ 
port, 544 

phenolphthalein in chocolate prepara¬ 
tions, r^ort by Rogavitz, 547 
Duggan, Reo E., paper, the determina¬ 
tion of free tryptophane in milk, 
cream, and butter, 151 
report on decomposition in shellfish: 
Indole in shrimp, oysters, and 
crabmeat, 507 

report on standardization of potas¬ 
sium permanganate solutions, 568 
Dynamic A^ects of Biochemistry, by 
Ernest Baldwin, book review, 700 

Economic poisons, see insecticides and 
fungicides 

Editorial Board, report by Lepper, 37 
Editorial Committee, The Journal^ re¬ 
port by White, 37 

Edson, Frank G., and Charles F. Poe, 
paper, determination of reducing 
sugars in food products, colori¬ 
metric methods, 769 
Eggs and egg products, no report, 497 
report of Committee C, 51 
no changes in methods, 96 


acidity of fat in, report by McNall, 
498 

glycerol added, in eggs, report by 
Keppel, 498 

Egg {products, decomposed, succinic 
acid in, paper by Lepper and Hillig, 
734 

Eisenberg, William V., report on ex¬ 
traneous materials in drugs, spices, 
and miscellaneous products, 328 

Eisenberg, William V., and Albert H. 
Tillson, paper, mold mycelia count 
method for cranberry sauce, 783 

Elmore, J. W., report on rodenticides, 
366 

Errata and emendations. Methods of 
Analysis^ 1947, 119 

Etheredge, M. P., report on nitrogen in 
fertilizers, 236 

Extraneous materials in foods and drugs, 
microanalytical methods for, report 
by Harris, 327 
report of Committee C, 51 
changes in methods, 118 
in drugs, spices, and miscellaneous 
products, report by Eisenberg, 
328 

in dairy products, no report, 329 
in nut products and confectionery, no 
report, 329 

in fruit products and beverage mate¬ 
rials, report by Hodges, 329 
in vegetable products, report by 
Smith, 332 

in baked products, cereals, and eggs, 
report by Harris, 332 

Fatty Acids, Their Chemistry and Phys¬ 
ical Properties, by Klare S. Mark- 
ley, book review by Ramsey, 165 

Feeding stuffs, report by Walker, 606 
report of Committee A, 41 
changes in methods, 98 
mineral mixed feeds (calcium and 
iodine), no report, 606 
lactose in mixed feeds, no report, 606 
fat in fish meal, report by Stansby, 606 
condensed milk products, adulteration 
of, no report, 610 

fat in cooked animal feeds containing 
cereals (acid hydrolysis), report 
by Randle. 610 

crude fat or etner extract, and activ¬ 
ity of yeast, no report, 611 
microscopic examination of feeds, re¬ 
port by Witteveen, 611 
fluorine in feeding stuffs, no report, 
614 

mineral constituents of mixed feeds, 
report by St. John and Huey, 614 
crude fiber, report by Hunter, 616 
crude protein in feeding stuffs (cata¬ 
lysts), report by Berrv, 617 
hydrocyanic acid glucosides, no re¬ 
port, 620 
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sampling and analysis of condensed 
buttermilk, no report, 620 
protein evaluation in fish and animal 
products, no report, 620 
Ferguson, C. S., report of Committee D, 
65 

Ferris. L. W., paper, milk fat in milk 
chocolate, 728 

Fertilizers, report by Quackenbush, 204 
report of Committee A, 41 
changes in methods, 70 
sampling fertilizers, report by Allen, 
205 

phosphoric acid, report by Jacob, 
Rader, and Whittaker, 209 
moisture in fertilizers, report by Hill, 
234 

nitrogen in fertilizers, report by 
Etheredge, 236 

magnesium and manganese, acid and 
base-forming quality, no report, 
242 

potash, report by Ford, 242 
sulfur, no report, 251 
copper and zinc, no report, 251 
boron in fertilizers, no report, 251 
Fill of container methods, no report, 
294 

report of Committee C, 49 
Fine, Sam D., report on starch in may¬ 
onnaise and salad dressing, 347 
report on iodine, 560 
Fish and other marine products, report 
by Allison, 333 
report of Committee C, 52 
changes in methods, 96 
ether extract in fish, report by Voth, 
334 

Fisher, H. J., report of Committee B, 45 
obituary on Bailey, No. 3, vii 
Fitelson, J., report on oils, fats, and 
waxes, 358 

Flavors and non-alcoholic beverages, re¬ 
port by Wilson, 200 
report of Committee D, 60 
changes in methods, 97 
beta-ionone, no report, 203 
lemon oils and extracts, no report, 203 
organic solvents in flavors, no report, 
203 

glycerol, vanillin, and coumarin in 
vanilla and imitation vanilla, no 
report, 203 

emulsion flavors, no report, 203 
maple flavor concentrate and imita¬ 
tions, no report, 203 
diacetyl, no report, 203 
essential oil in emulsions, sec Referee 
report, 200 

Fleck, Elmer E., report on DDT, 368 
Fluorine attributable to soil incorpora¬ 
tions of calcium fluoride, determina¬ 
tion of, paper by Macintire and 
Palmer, 419 

Flynn, Laura M., report on folic acid. 


Ford, O. W., report on potash, 242 
see also Schalt, E. D. 

Forrest, S. S., report on ether extract in 
coal-tar colors, 588 

Frary, Guy D., report of Committee on 
Resolutions, 70 
report on dairy products, 298 
see also Mitchell, D. J. 

Freeman, Newell E., and Beulah V. 
McMullen, report on separation of 
bromides, chlorides, and iodides in 
drugs, 550 

Freeman, Kenneth A., report on pure 
dye in lakes and pigments, 595 

Fruits and fruit products, report by Os¬ 
born, 285 

report of Committee D, 61 
no changes in methods, 97 
titration of acids, no report, 186 
fruit acids, no report, 186 
fruit and sugar in frozen fruits, no re¬ 
port, 186 

water-insoluble solids, no report, 186 

Garfield, Frederick M., report on 
starch in prepared mustard and 
mustard flour, 343 

Geddes, W. F., report on bromates in 
wheat flour, 260 

Gelatine, dessert preparations, and 
mixes, report by Rowe, 511 
report of Committee C, 51 
changes in methods, 74 
jelly strength, report by Kind, 511 

Gordon, N., report on halogens in halog- 
enated fluoresceins, 589 

Goresline, II. E., report on microbiologi¬ 
cal methods for frozen fruits and 
vegetables, 519 

Graham, J. J. T., report on insecticides 
and fungicides (economic poisons), 
364 

Grains and stock feeds, changes in 
methods, 98 

Grain Storage, the Scientific Principles 
of, by O.xley, book review by Harris, 
799 

Grattan, G. E., report of Committee A, 
41 

Gray, Philip P., report on fermentable 
extract in brewing sugars and 
sirups, 171 

Gums in food, no report, 338 
report of Committee C, 52 

Hardesty, John O., book review, 165 

Hardin, li. J., and W. H. Macintire, 
paper, a procedure for the deter¬ 
mination of phosphorus content of 
hexaethyl tetraphosphate and of cer¬ 
tain other organic phosphates, 400 

Hardin, L. J., Macintire, W. H., and 
Johnson, H. S., Jr., paper, pro¬ 
cedure for the determination of the 
available magnesium engendered in 
mixtures of superphosphate with 
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olivine, serpentine, magnesite, and 
their calcines, 405 

Harris, Kenton L., report on microana- 
lytical methods for extraneous ma¬ 
terials in foods and drugs, 327 
book review, 799 

report on extraneous materials in 
baked products, cereals, and eggs, 
332 

Harris, Kenton L., and Lila Knudsen, 
paper, tests of the efficiency of 
various recovery procedures: II In¬ 
sect fragments and rodent hairs 
from flour, 786 

Harris, Thomas J., report on decomposi¬ 
tion in fruit products, 501 

Harrow, Lee S,, paper, determination of 
lead in lakes of coal-tar colors, 677 

Harrow, Lee S., report on nonvolatile 
amine intermediates in coal-tar 
colors, 594 

Hart, F. Leslie, book review, 167 

Heim, Harold C., report on atabrine 
(chinacrin, quinacrine), 538 

Henry, A. M., report on nuts and nut 
products, 521 

Hill, W. L., report on moisture in ferti¬ 
lizers, 234 

Hill, W. L., Ward, F. N., Armiger, W. 
H., and Jacob, K. D., paper, com¬ 
position and fertilizer value 01 phos¬ 
phate rock-magnesium silicate 
glasses, 381 

Hillig, Fred, paper, determination of 
water-insoluble acids in dried eggs, 
731 

see Lepper, Henry A. 

Hillig, Fred, and S. W. Ahlmann, paper, 
water-insoluble acids in cream and 
butter, 739 

Hillig, Fred, and Dorothy Montgomery, 
aper, volatile acids in cream and 
utter, 750 

Hodges, F. Allen, report on extraneous 
materials in fruit products and bev¬ 
erage materials, 329 

Horwitz, William^ paper, the use of the 
sodium-chlorine relationship for the 
detection of sodium neutralized non¬ 
fat dry milk solids, 121 

Horwitz, William, and Lila Knudsen, 
report on sampling, fat, and mois¬ 
ture in cheese, 300 

Huey, Edith Eng, see St. John, J. L. 

Hunter, William L., report on crude 
fiber, 616 

Hyatt, Rupert, report on carbromal, 542 


Insecticides and fungicides, report by 
Graham, 364 

report of Committee A, 42 
changes in methods, 72 
rodenticides, report by Elmore, 366 
DDT, report by Fleck, 368 
fluorine compounds, no report, 372 


nicotine and nomicotene, no report, 
372 

Jablonski, C. F., report on coloring mat¬ 
ters in foodi^ 294 

Jacok K. D., Rader, L. F., Jr., and 
Whittaker, C. W., report on phos¬ 
phoric acid, 209 

Jacob, K. D^see aZso, Hill, W. L. 

Jewel, Paul W., report on mascaras, eye¬ 
brow pencils, and eye shadows, 585 
John, H. J., see Wlllits, C. 0. 

Johnson, H. S., see Hardin, L. J. 

Joiner, Curtis R., report on pyrogallol 
in hair dyes, 577 

JoneSj Charles N., report on preserva¬ 
tives and bacteriostatic agents in 
an^ul solutions, 560 
Jones, Elva see Shirley. Ray L. 

Jones, Francis T., and K M. Bickoff, 
paper, crystalline characteristics of 
four carotene isomers, 776 
Jones, Merriam A., and Caleb Pagan, 
paper, determination of rotenone in 
small samples, 684 

Jorgensen, Paul S.j report on vegetable 
drugs and their derivatives, 525 

Keenan, George L., note on the micro¬ 
scopic identification of caffeine, 163 
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Kind, Paul A., report on jelly strength, 
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Kline, O. L., report on thiamine, 455 
Knudsen, Lila, see Horwitz, William 
see also Harris, Kenton L. 

Koch, L., report on subsidiary dyes, 
(D&C Red Nos. 6 or 7), 603 
Kunke, William F., report on compound 
ointment of benzoic acid, 558 
Kunze. Frieda M., paper, addition of 
selenium to wet-asn procedure for 
the determination of mercury in 
apple peel, 438 

Lactic and succinic acids in foods, de¬ 
termination and identification of, 
paper by Clabom and Patterson, 
134 

Lactose solutions, density and refractive 
indices of, paper by McDonald and 
Turcotte, 687 

Lane, Frank A., see Poe, Charles F. 
Lanolin-hydrocarbon mixtures, analysis 
of, paper by Newburger, 670 
Lead, determination of, in lakes of coal- 
tar colors, paper by Harrow, 677 
Leathers and tanning materials, no re¬ 
port, 283 

report of Committee A, 43 
Lepper, Henry A., report of Editorial 
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methods, 701 
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see Hardin, L. J. 
see also Hardin, L. J., et al, 
report on soils and liming materials, 
359 

Macintire, W. H., and George Palmer, 
paper, determination of fluorine at¬ 
tributable to soil incorporations of 
calcium fluoride. 419 

Magnesium, * ^available,’’ engendered in 
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olivine, serpentine, magnesite, and 
their calcines, procedure for deter¬ 
mination of, paper by Hardin, Mac- 
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Malt beverages, brewing materials, and 
allied products, see Alcoholic bev¬ 
erages 

Manov, George C., report on buffer solu¬ 
tions, 571 

McCarthy, W. J., report on benzoic and 
vanillic acid esters, 478 
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sugars, 197 
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cotte, paper, density and refractive 
indices of lactose solutions, 687 

McHargue, J. S., see Austin, Calvin J. 

McMullen, Beulah V., see Freeman, 
Newell E. 

McNall, F. J., report on acidity of fat in 
eggs, 498 

report on dihydrocodeinone, 543 

McRoberts, Lewis II., report on mold in¬ 
hibitors, propionates, 489 

Malt beverages, brewing materials and 
allied products, see Alcoholic bev¬ 
erages 

Mathis, W. T., report on spectrographic 
methods, 562 
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hurin, 512 

report of Committee C, 52 
no changes in methods, 99 
skim milk, dried, no report, 513 
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g roducts, report by Bennett, 513 
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meat products, 512 
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Metals, other element^ and residues in 
foods, report by Wichmann, 349 
report of Committee C, 52 
no changes in methods, 99 
copper in foods, report by Bendix, 353 
DDT in foods, report by Carter, 355 
cadmium, no rei^rt, 358 


zinc, no report, 358 
mercury, no report, 358 
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see also Yakowitz, Morris L. 
Microanalytical methods for extraneous 
materials in food and drugs, report 
by Harris, 327 
report of Committee C, 51 
Microbiological methods, report by Slo¬ 
cum, 518 

report of Committee C, 52 
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canned tomatoes, etc., no report, 519 
eggs and egg products, no report, 519 
canned fishery products, no report, 519 
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nuts and nut products, report by 
Henry, 521 

Microchemical methods, report by Wil- 
lits and Ogg, 565 
report of Committee C, 53 
Microscopic identification of caffeine, 
note by Keenan, 163 
Miles, Ivan E., preliminary report upon 
collaborative work on the exchange¬ 
able potassium in soils, 362 
Milk fat in milk chocolate, paper by 
Ferris, 728 

Miller, E. J., see Waldron, Dorothy R. 
Miller, Elroy J., report on plants, 283 
Miller, Ralph D., paper, method for 
rapid determination of total nitro¬ 
gen in ammonium nitrate fertilizer, 
373 

Mitchell, D. J., and Guy G. Frary, 
paper, serum methods for added 
water in milk, 124 

Mix, A. E., report on waters, brine, and 
salt, 203 

Mold mycelia count method for cran¬ 
berry sauce, paper by Eisenberg and 
Tillson, 783 
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Mundell, Merlin, report on demerol, 540 
Munsey, V. E., report on cereal foods, 251 
report on benzoic acid in flour, 254 
report on phosphorus in cereal prod¬ 
ucts, 269 

report on milk solids, and butterfat 
in bread. 272 

report on baking powder and baking 
chemicals, 273 
book review, 168, 454 

Naval stores, report of Committee B, 45 
Nelson, E. M., see Frary, Guy G. 
Newberger, S. H., paper, analysis of 
lanolin-hydrocarbon mixtures, 670 
Nitrogen content of proteins and amino 
acids containing refractory nitro¬ 
gen, determination of, by micro- 
and makrokjeldahl methods, paper 
by White, Secor, and Long, 657 



808 ASSOCIATION OF OFFICIAL AGB1CX7LTXJRAL CHEMISTS [Vol SI, No. 4 


Nitrogen in heterocyclic nitrogen ring 
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method, paper by Ogg, Brand, and 
Willits, 663 

Nitrogen, total, rapid determination of, 
in ammonium nitrate fertilizer, 
paper by Miller, 373 

Nuts and nut products, report by Henry, 
621 

report of Committee C, 53 

Oakley, Margarethe, report on preserva¬ 
tives and artificial sweeteners, 473 
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Pagan, Caleb, see Jones, Merriam A. 
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Patterson, H. J., report of A.O.A.C, 
representatives on Board of Gov¬ 
ernors of Crop Protection Institute 
of the National Research Council, 
62 
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800 
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Mcllargue, 284 

zinc in plants, report by Shirley, 
Waldron, Jones, and Benne, 285 
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Poe, Charles F, and Frank A. Lane, 
paper, combination of catalysts in 
the determination of nitrogen: III, 
Meat products, 646 
Poe, Charles F., see Edson, Frank G. 
Polymorphic modifications of sulfanili- 
mide, paper by Yakowitz, 656 
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report by Oakley, 473 
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changes in methods, 99 
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476 
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saccharin, report by Oakley, 479 
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Rice, E. E., Primm, E., and Coombes, 
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procedure for estimation of vitamin 
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Association on standard methods 
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38 

Rogavitz, Harry, report on phenol- 
phthalein in chocolate preparations, 
547 

Rogers, Lewis H., report on zinc and 
copper in soils, 361 
Ross, L. R., see Willits, C. O. 
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ies, paper by Jones and Pagan, 
84 
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St. John, J. L., and Edith Eng Huey, 
report on mineral constituents of 
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phatase test in pasteurization of 
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Saturated straight-chain fatty acids Cn 
to CiQ, separation of, paper by 
Ramsey and Patterson, 441 
Schall, E. D., and O. W. Ford, paper, ef¬ 
fect of alcohol concentration and 
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K 2 PtCl® in analysis of potash in 
fertilizers, 397 

Schurman, I., report on miscellaneous 
drugs, 548 

Sclar, Rachel N., report on spectropho- 
tometric testing, coal-tar colors (Ext. 
D&C Orange No. 1), 598 
Secor, Geraldine E., sec White, Law¬ 
rence M. 

Secretary-Treasurer’s report, by Lep- 
per, 66 

Selenium, addition of, to wet-ash pro¬ 
cedure for determination of mercury 
in apple peel, paper by Kunze, 438 
Serum methods for added water in milk, 
paper by Mitchell and Frary^ 124 
Shaw, W, M., paper, determination of 
the sulfide-sulfur content of calcium 
silicate slags in relation to their 
neutralization value, 715 
Shirley, Ray L., Dorotl^ R. Waldron, 
Elva D. Jones, and Erwin J. Benne, 


report on zinc in plants, 285 
Sinton, F. C., report on synthetic drugs, 
537 

Sixty-first Annual Meeting, proceed¬ 
ings, etc., 1 

Slocum, Glenn G., report on microbio¬ 
logical methods, 518 
Smith, Frank R., report on extraneous 
materials in vegetable products, 332 
Smith, Gordon, report on trichloroethy¬ 
lene, 542 

Snyder, Carl F., report on sugar and 
sugar products, 189 

Sodium-chlorine relationship, use of, for 
detection of sodium-neutralized non¬ 
fat dry milk solids, paper by Hor- 
witz, 121 

Soils and liming materials, report by 
Macintire, 359 
report of Committee A, 43 
changes in methods, 70 
zinc and copper in soils, report by 
Rogers, 361 

exchangeable potassium in soils, pre¬ 
liminary report upon collabora¬ 
tive work, by Miles, 362 
hydrogen-ion concentration of soils, 
no report, 364 

boron and fluorine, no report, 364 
exchangeable calcium and magnesium, 
no report, 364 

exchangeable hydrogen, no report, 
364 

phosphorus in soils, no report, 364 
Spectrographic methods, report by 
Mathis, 562 

report of Committee B, 45 
Spectrophotometric testing of D&C 
Violet No. 2, paper by Dolinsky, 
674 

Spices and condiments, report by Al- 
fend, 338 

report of Committee C, 54 
changes in methods, 108 
vinegar, report by Loughcry, 341 
starch in prepared mustard and mus¬ 
tard flour, report by Garfield, 343 
volatile oil in spices, no report, 343 
starch in mayonnaise and salad dress¬ 
ing, report by Fine, 347 
Standard Methods for Examination of 
Water and Sewage, Publication Of¬ 
fice, American Public Health Asso¬ 
ciation, book review by Sale, 166 
Standard solutions, report by Under¬ 
wood, 566 

report of Committee A, 44 
changes in methods, 118 
potassium dichromate solutions, no 
report, 568 

thiocyanate solutions, no report, 568 
potassium permanganate solutions, 
standardization of, report by 
Duggan, 568 

buffer solutions, report by Manov, 571 



810 ABBOCIATXON OF OWlClAh AOBIOtTLTURAIi CHSM18TS [Vol Sl^ N0. 4 
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of, report by Breit, 573 

Stansby, Maurice E., report on fat in 
fish meal 608 

Stone, Carl B., report on fat in cacao 
products, 188 

Straight-chain saturated fatty acids Of 
to Cio, separation and determina* 
tion of, by partition chromatogra¬ 
phy, paper by Ramsey and Patter¬ 
son, 139 

Succinic acid in decomposed egg prod¬ 
ucts, paper by Lepper and Hillig, 
734 

Sugar and sugar products, report by 
Snyder, 189 

report by Committee D, 61 
changes in methods, 109 
unfermented reducing substances in 
molasses, report by Zerban, 192 
confectionary, report by Wood, 195 
drying methods, no report, 195 
densimetric and refractometric meth¬ 
ods, no report, 195 
honey, no report, 195 
reducing sugars, report by McDonald, 
197 

corn sirup, no report, 199 
corn sugar, no report, 199 
color and turbidity in sugar products, 
report by Brewster, 199 

Sugar in crop plants, a study of meth¬ 
od for determination of, paper by 
Waldron, et al., 708 

Sugars, reducing, in food products, de¬ 
termination of: comparative study 
of colorimetric methods, paper by 
Edson and Poe, 769 

Sulfadiazine-sulfathiozole mixtures, anal¬ 
ysis of (spectrophotometric meth¬ 
od), paper by Banes, 653 

Sulfide-sulfur content of calcium-silicate 
slags, determination of, in relation 
to neutralization value, paper by 
Shaw, 715 


Tatar, J. E., report on residual carbon 
dioxide in baking powders, 274 

Taylor, J. J., see Frary, Guy G. 

Tenney, Robert I., report on solids in 
yeast, 174 

Tests on efficiency of various filth re¬ 
covery procedures: II Insect frag¬ 
ment and rodent hairs from fiour, 
paper by Harris and Knudson, 786 

Tillson, Albert H., see Eisenberg, 
William V, 

Tolle, Chester D., report on vitamins, 
455 

Tryptophane, free, determination of, in 
milk, cream, and butter, paper by 
Duggan, 151 

Turcotte, Anne L., see McDonald, 
Emma J. 


Underwood, H. Q., report on standard 
solutions, 566 

Urease and acid base indicator, test 
^per for detection of urea, paper by 

Van Dame, Halver C., report on bro- 
mide-bromate solutions, 572 
Valaer, Peter, report on caramel in wines 
and distilled liquors, 178 
Vitamins, report by Tolle, 455 
report of Committee A, 44 
changes in methods. 111 
vitamin A, no report, 455 
vitamin C, no report, 455 
vitamin D (milk, poultry), no report, 
455 

thiamine, report by Kline, 455 
nicotinic acid, no report, 459 
pantothenic acid, no report, 459 
carotene, report by ^ackenbush, 459 
folic acid, report by Flynn, 466 
ribofiavin, report by Loy, 701 
Volatile acids in cream and butter, paper 
by Hillig and Montgomery, 750 
Voth, Menno D., report on ether ex¬ 
tract in fish, 334 

Waldron, Dorothy R., see Shirley, Ray L. 
Waldron, Dorothy R., Ball, C. D., 
Miller, E. J., and Erwin J. Bcnne, 
paper, study of methods for the de¬ 
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Terms and Interpretations of Re¬ 
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report of Committee D, 62 
no changes in methods, 113 
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Weeks, John F., Jr., report on moisture 
in cosmetics, 5^ 

Welsh, Llewellyn H., report on ephed- 
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containing refractory nitrogen, by 
micro- and macrokjeldahl methods, 
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report on flavors and non-alcoholic 
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report on quarternary ammonium 
compounds in foods, 480 
report on monochloroacetic acid, 484 

Wines, see Alcoholic beverages 


Winkler, W. 0., report on cacao products, 
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Yakowitz, Morris L., paper, polymorphic 
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Yakowitz, Morris L., and Herman J. 
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